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PREFACE 

TO   THE   EIGHTH   EDITION. 

NEARLY  a  hundred  pages  of  new  subject-matter,  and 
about  the  same  number  of  fresh  headings  have 
been  added  to  the  present  edition,  together  with  many 
new  diagrams;  but  this  bringing  up  to  date  has  not  in- 
creased the  bulk  of  the  volume  so  far  as  to  render  it 
unwieldy,  thanks  to  a  process  of  concentration  and  elimi- 
nation applied  to  some  of  the  less  current  articles.  At 
the  same  time,  it  may  be  mentioned  that  this  process  of 
concentration  has  been  more  than  balanced  by  the  addi- 
tion of  references  to  original  sources  and  the  extension 
of  the  list  of  works  comprised  in  the  Bibliography 
(p.   76). 

Since  the  issue  of  the  last  edition  of  the  Dictionary, 
the  metric  system  has  been  placed  on  a  satisfactory  footing ; 
this  by  more  matured  legislation  than  the  unsatisfactory 
Weights  and  Measures  Act  of  1878.  The  cubic  centi- 
metre is  no  longer  statutory  in  Great  Britain  as  a  fluid 
measure  or  measure  of  capacity;  the  cubic  centimetre 
being  now  replaced  by  the  approximately  equal  millilitre, 
or  one-thousandth  of  a  litre.  Other  matters  have  been  so 
re-ordered  as  to  make  the  use  of  the  metric  system  easy, 
certain,  and  exact.     Still,  the  metric  equivalents  have  not 
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been  placed  alongside  of  the  older  denominations  in  the 
formulas,  as  such  multiplicity  of  figures  often  conduces  to 
mistake ;  moreover,  it  is  not  practicable  to  secure  synoptic 
parallelism  between  the  incommensurable  systems,  unless 
by  such  compromises  and  allowances  as  are  dangerous  ; 
loose,  inaccurate,  and  elastic  rules  of  conversion  repeatedly 
applied  often  completely  transforming  photographic  instruc- 
tions. The  metric  system  is  a  system  standing  by  itself, 
the  merits  or  demerits  of  which  can  only  be  fully  esti- 
mated if  the  system  is  genuinely  and  primarily  employed  as 
a  medium  of  thought  and  expression.  Hence  the  incon- 
gruity of  presenting  our  ounces,  pounds,  and  drachms  in 
an  ill-fitting  or  inaccurate  metric  dress,  is  not  conducive 
to  a  just  estimate  of  the  metric  system.  When  metric 
formulae  have  appeared  desirable  as  a  means  of  elucidating 
the  meaning  of  an  authority,  they  have  been  given  with- 
out alteration  or  any  attempt  to  translate,  adapt,  or  alter 
them;  as,  for  example,  on  page  491. 

THOMAS    BOLAS. 
London,  May,  1902. 
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A.  In  chemical  nomenclature,  a  as  a  termination  generally 
indicates  the  oxide  or  hydrate  of  an  earthy  or  alkaline  metal ;  as 
alumin-a,  lithi-a,  potass-a,  stronti-«,  or  magnesi-«.  Also  as  a 
termination  for  the  names  of  alkaloidal  organic  compounds,  as 
morphi-«,  but  in  this  latter  case  the  syllable  -ine  is  now  often 
used,  as  morph-2>««.  As  a  prefix  in  scientific  and  technical  names 
a  signifies  negation  from  the  Greek  privative  prefix  a ;  as  chro- 
matic having  relation  to  colour,  a-chromatic  not  having  relation 
to  colour. 

A.A.  In  recipes,  especially  those  in  which  a  Latinoid  form 
is  more  or  less  preserved,  a.a.  after  the  mention  of  several  in- 
gredients stands  for  "of  each  one  take."    Thus  : — 

Water ...         looo  grammes. 

Hyposulphite  of  soda 

Acetate  of  ammonia,  a.a.       ...         ...     loo       ,, 

I  per  cent,  gold  solution        2       „ 

a.a.  in  this  use  is  generally  considered  to  be  an  abbreviation  of 
the  Greek  ava  in  the  sense  of  throughout. 

Abaxial,     In  optics,  not  coincident  with  the  axis. 

Aberration.  In  optics,  aberrations  {aberro,  I  digress),  are 
such  departures  from  the  ideal  performance  of  a  lens  or  mirror 
as  are  inherent  to  the  construction,  and  thus  become  matters  of 
compromise  rather  than  complete  eradication.  The  performance 
of  photographic  lenses  is  more  or  less  marred  by  chromatic 
aberration,  spherical  aberration,  distortion,  curvature  of  field, 
astigmatism,  and  coma.  The  image  formed  by  a  pinhole,  used 
instead  of  a  lens,  although  unsharp,  is  not  affected  by  any  one  of 
the  above  aberrations,  to  minimise  which  is  the  chief  difficulty 
of   the   constructor   of   lenses.      Pinhole   workers   occasionally 
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introduce  something  often  called  astigmatism  although  widely 
different  from  the  astigmatism  of  a  lens,  by  using  a  slot  instead 
of  a  round  hole.  Some  of  Mr.  Dallmeyer's  lenses,  in  which 
spherical  aberration  is  corrected  to  the  utmost,  are  so  mounted 
that  the  user  can  disturb  the  correction  should  he  wish  to  do  so. 
Hence  it  will  be  seen  that  aberrations,  if  properly  understood, 
may  occasionally  be  of  service  to  the  worker.  (See  the  aber- 
rations under  their  respective  headings :  also  Lens  ;  Pinhole  ; 
and  Monocle.) 

Absolute.  Pure  or  unmixed:  often  applied  to  alcohol  quite 
free  from  water.     (See  Alcohol.) 

Absolute  Temperature  and  Absolute  Zero.  It  has  been 
assumed  that  at  a  temperature  of  - 273°  C,  or  -459°  F.,  heat 
would  be  entirely  absent  and  ho  further  cooling  would  be 
possible.  On  this  assumption  temperatures  reckoned  from  the 
absolute  zero  are  called  absolute  temperatures.  Thus  75°  C, 
as  ordinarily  reckoned,  would  be  348°  C.  on  the  absolute  scale. 
(See  Thermometer  and  Thermometry.) 

Absorption.  In  optics,  the  partial  destruction  of  light  in 
passing  through  a  medium :  for  example,  a  blue  glass  may 
absorb  all  rays  but  the  blue  rays,  these  latter  being  transmitted. 
Also  the  destruction  of  light  by  an  opaque  body,  another  form 
of  energy  (generally  heat)  being  produced. 

Accelerator.  A  term  applied  to  any  substance  which  is  used 
to  shorten  the  duration  of  development  and  to  obtain  the  impres- 
sion of  the  slightest  impact  of  actinic  light.  Thus,  in  alkaline 
pyro  development  the  alkali  is  regarded  as  the  accelerator,  and 
with  ferrous  oxalate,  hyposulphite  of  soda  has  been  recom- 
mended. A  few  drops  of  a  weak  solution  of  hypo  have  a 
wonderful  effect  in  bringing  up  detail  in  an  instantaneous  nega- 
tive ;  indeed,  the  addition  of  a  trace  of  hypo  to  ferrous  oxalate 
developer  sometimes  materially  shortens  the  time  of  exposure, 
but  not  infrequently  it  causes  a  partial  reversal  of  the  image. 
(See  Development  and  Developers.) 

Accessories.    See  Portraiture. 

Acetates  are  salts  formed  by  the  reaction  of  metals  or  their 
oxides  with  acetic  acid,  the  hydrogen  of  the  acid  being  replaced 


Acetic  Acid 

by  the  metal.  A  table  giving  the  specific  gravities  of  solutions 
of  the  more  important  acetates  of  different  strengths  will  be 
found  under  the  heading  Hydrometers  and  Hydrometry.  For 
the  acetate  of  any  metal  or  radical,  see  that  metal  or  radical. 
Thus,  for  Acetate  of  Silver  see  Silver. 

Acetic  Acid  (Ger.,  Essigsdure;  Fr.,  Acide  Acetique ;  Ital. 
Acido  -Acettcd).  Formula,  HCjHsOj;  molecular  weight,  60; 
synonym.  Purified  Pyroligneous  Acid.  The  earliest  known  acid. 
In  dilute  form  as  vinegar  by  the  fermentative  oxidation  of 
alcohol,  but  now  largely  prepared  from  wood  by  destructive 
distillation  and  subsequent  purification.  There  are  three  com- 
mercial strengths. 

Glacial  Acetic  Acid  contains  about  99  per  cent,  of  acid  and 
I  per  cent,  of  water.  Its  specific  gravity  varies  from  1-065  *o 
1066.  When  cooled  to  34°  F.  it  solidifies  into  a  mass  of 
crystals,  and  remains  solid  till  the  temperature  is  raised.  From 
this  property  is  derived  the  term  glacial.  C^re  should  be 
exercised  in  handling  this,  as  it  is  a  powerful  escharotic ;  if 
any  should  by  chance  be  spilt  upon  the  naked  skin,  it  should 
be  washed  off  immediately.  It  is  a  poison,  by  reason  of  its 
caustic  properties — the  obvious  chemical  antidote  being  chalk 
or  carbonated  alkalies ;  but  caution  should  be  exercised  lest 
the  antidote  should  be  worse  than  the  poison.  It  is  miscible 
with  water  and  alcohol  in  all  proportions,  and  is  a  solvent  of 
pyroxyline. 

Commercial  "Strong"  Acetic  Acid.  This  is  one-third  the 
strength  of  the  glacial  acid,  and  contains  about  33  per  cent,  of 
real  acid.  It  can  be  conveniently  prepared  from  the  glacial 
acid  by  mixing  with  it  twice  its.  own  quantity  of  distilled  water. 
It  is  sometimes  known  as  "Beaufoy's  Acetic  Acid."  Specific 
gravityr  i  '044. 

Dilute  Acetic  Acid.  Made  by  mixing  i  part  of  "  strong  "  acid 
and  7  parts  of  distilled  water,  and  sold  as  "distilled  vinegar." 
Specific  gravity,  i-oo6.  It  contains  about  4^  per  cent,  of  acid. 
The  impurities  in  the  acetic  acids  may  be  sulphurous  acid  or 
tarry  matter,  hydrochloric  acid,  or  sulphuric  acid.  Samples  sold 
for  photographic  use  are,  however,  usually  sufficiently  pure. 
Any  sample  which  gives  a  precipitate  when  a  drop  of  strong 
silver-nitrate   solution   is  added  to  one-fourth  of  an  ounce,  or 
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which  becomes  discoloured  when  the  mixture  is  exposed  to  the 
light,  should  be  rejected.  One  convenient  and  easy  way  of 
approximately  testing  the  strength  of  acetic  acid  is  by  deter- 
mining the  specific  gravity  by  a  method  explained  in  the  article 
Hydrometers  and  Hydrometry,  and  then  referring  to  the  special 
table  which  is  given  for  the  strengths  of  acetic  acid  ;  but  an  irregu- 
larity there  noted  renders  this  method  subject  to  error  in  certain 
cases. 

Acetone.  Formula,  CjHgO,  or  di-methyl-ketone.  A  volatile 
liquid  having  a  pleasant  ethereal  odour,  prepared  by  the  dry 
distillation  of  acetates — calcium  acetate,  for  instance.  Acetone 
mixes  with  water  or  alcohol  in  all  proportions,  boils  at  about 
57°  C,  arid  can  be  used  as  a  substitute  for  alkali  in  the  developer, 
as  shown  by  Lumiere  and  Seyewetz.  (See  Development  and 
Developers.)  Acetone  is  a  powerful  solvent  of  most  resinous 
substances,  and  it  also  very  readily  dissolves  pyroxyline ;  hence 
is  of  special  use  in  repairing  articles  made  of  celluloid,  the 
edges  being  well  softened  by  acetone  and  pressed  into  close 
contact  unite  firmly,  and  when  dry  the  article  may  be  as  good  as 
if  unbroken.  Small  baths,  dishes  or  protective  casings  may  be 
easily  made  from  old  celluloid  films  by  taking  advantage  of  the 
softening  action  of  acetone  on  celluloid. 

Aceto-Nitrate  of  Silver.  A  mixture  of  acetic  acid  and 
solution  of  nitrate  of  silver,  used  in  calotype  and  some  of  the 
earlier  processes. 

Acetylene.  Formula  C2H2.  A  gaseous  hydrocarbon,  obtained 
by  E.  Davy,  in  1836,  by  treating  an  impure  carbide  of  potassium 
with  water ;  and  somewhat  later  by  Wohler,  who  obtained  it  by 
the  action  of  water  on  carbide  of  calcium.  Acetylene  is  formed 
in  many  reactions,  one  of  the  most  interesting  being  by  the 
direct  combination  of  carbon  and  hydrogen  at  a  high  temperature  ; 
as,  for  example,  when  an  electric  arc  is  produced  in  hydrogen. 
Acetylene  is  remarkable  among  hydrocarbons  as  containing  stored 
in  itself  a  large  excess  of  energy,  usually  referred  to  as  heat ; 
hence  such  a  substance  is  called  endothermic.  By  virtue  of  its 
endothermic  nature  it  is  very  ready  to  enter  into  reaction  with 
other  substances,  and   can,  ,under  certain   conditions,   explode 
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under  the  shock  of  a  fulminate  cap  much  in  the  same  way  that 
nitroglycerine  explodes,  the  hydrocarbon  being  resolved  into 
carbon  and  hydrogen.  Such  detonation  is  violent  in  proportion 
to  the  pressure,  and  appears  only  likely  to  be  comparable  in 
destructiveness  with  a  nitroglycerine  explosion  when  the  acety- 
lene gas  is  compressed  to  a  liquid,  which  at  the  freezing  point 
of  water  requires  a  pressure  of  about  725  lb.  on  the  square  inch. 
A  feeble  passage  of  detonation  all  through  the  gas  has,  however, 
been  noticed  under  a  total  pressure  of  two  atmospheres ;  that  is 
to  say,  a  pressure  of  about  14  lb.  on  the  square  inch,  as  an 
engineer  would  ordinarily  reckon  it,  or  counting  only  the  addi- 
tional pressure  beyond  the  normal  pressure.  In  January,  1895, 
the  use  of  acetylene  as  an  illuminant  was  first  discussed  in  the 
photographic  papers,  and  about  a  year  later  calcium  carbide  was 
quite  easily  obtainable  in  London.  Photographers  began  to 
experiment,  and  automatic  generators,  on  the  principle  of  Dbber- 
einer's  hydrogen  lamp,  became  common.  Great  hopes  were 
entertained  that  the  use  of  acetylene  would  revolutionise  the 
optical  lantern,  and  that  this  gas  would  prove  of  great  practical 
value  for  portraiture  by  artificial  light.  These  hopes  have  not 
been  realised,  although  some  other  uses  have  been  made  of  the 
acetylene  light. 

Achromatic  (a,  prefix  signifying  negation,  and  ;(pa)/iaTiKos 
coloured),  when  applied  to  a  lens,  signifies  that  it  has  been 
partially  corrected  for  chromatic  aberration,  and  that  the  images 
projected  by  it  are  unaccompanied  by  fringes  of  various  colours. 
The  correction  is  usually  effected  by  combining  two  glasses 
having  differing  refractive  powers,  as,  for  instance,  a  convex 
crown-glass  lens  with  a  concave  flint-glass,  or  by  enclosing  a 
flint  meniscus  between  two  concavo-convex.  There  are  several 
methods,  but  the  latter  is  the  usual  method  employed  for  the 
rapid  class  of  lenses  now  so  much  in  vogue.  (See  Lens.)  A  more 
completely  corrected  lens  is  styled  apochromatic.  (For  the  theory 
involved  in  rendering  lenses  achromatic,  see  Decomposition  of 
Light.) 

Acidity,  or  sourness.  A  frequent  property  of  acids,  though 
not  invariably  a  characteristic  (see  below) ;  moreover,  many  sub- 
stances which  are  not  acids  within  the  usual  definition  are  sour. 
Paper  stained  with  blue  litmus  is  a  common  test  for  acidity, 
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an  acid  liquid  giving  it  a  reddisli  tint.  Alkalies  or  alkaline 
substances  restore  the  blue  colour. 

Acids  may  be  defined  as  compounds  of  hydrogen  whose 
atom  or-  atoms  of  hydrogen  are  replaceable  by  metals,  or  by 
radicals  having  metallic  characteristics,  and  the  compound 
resulting  from  such  substitution  is  termed  a  salt.  Acids,  as  the 
term  is  novir  understood,  are  not  necessarily  sour,  even  though 
they  be  soluble.     (See  Acidity  above.) 

Acid- Sulphite  Fixing  Bath.  The  use  of  a  sulphite  and  a 
free  acid  in  the  fixing  bath  for  negatives  was  shown  some  years 
ago  by  Lainer  to  be  a  useful  expedient  for  removing  the  yellow 
tint  resulting  from  pyrogallic  development,  and  acid  fixing  baths 
are  now  very  commonly  used  in  fixing  negative  plates,  it  being 
generally  considered  that  greater  clearness  and  brightness  results 
than  when  the  simple  hyposulphite  bath  is  used.  Professor 
Eder's  method  of  preparing  the  acid  fixing  bath  is  perhaps  the 
most  convenient  for  general  use,  and  is  as  follows : — 

Hyposulphite  of  soda  solution  i  to  5         ...     2  pints. 
Sodium  sulphite  solution  i  to  4      ...         ...     2j  fl.  oz. 

Tartaric  acid  solution  i  to  2  ...         ...       |      ,, 

Mix  the  sodium  sulphite  solution  with  the  tartaric  acid  solution, 
and  then  add  to  the  hyposulphite.  The  above  is  almost  equiva- 
lent to  adding  bisulphite  of  sodium  to  the  hyposulphite  solution, 
but  for  occasional  use  has  the  advantage  of  being  perhaps  more 
certain,  as  the  simple  sulphite  of  sodium  is  less  liable  to  change 
by  keeping  than  is  the  bisulphite.  When  bisulphite  is  used  the 
following  formula  proves  satisfactory : — 

Hyposulphite  of  sodium       4  oz. 

Bisulphite  of  sodium  i   ,, 

Water 20  „ 

Large  consumers  may  advantageously  use  a  concentrated  solu- 
tion of  sodium  bisulphite  saturated  with  sulphurous  acid  gas, 
which  is  manufactured  for  use  in  bleaching  works.  That  made 
by  Messrs.  Nashold  of  Aussig,  Bohemia,  and  sold  by  them  as 
acid-sulphite  lye  (saure  sulphite  lauge),  is  specially  recom- 
mended by  Dr.  Eder  as  being  more  convenient — better  and 
cheaper  than  the  first-mentioned  preparation.     One  litre  (about 
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35  fluid  ounces)  of  the  ordinary  fixing  bath,  as  made  by  dissolving 
one  part  of  hypo  in  4  parts  of  water,  is  mixed  with  50  cubic 
centimetres  (or  about  if  fluid  ounces)  of  the  acid-sulphite  lye, 
and  the  bath  is  ready  for  immediate  use.  Even  after  the  bath 
has  become  brownish,  it  may  be  restored  by  a  fresh  addition  of 
the  acid-sulphite  lye,  and  continues  to  do  its  work  quickly,  giving 
clear,  quick  printing,  and  brilliant  negatives.  An  acid-sulphite 
bath  without  hyposulphite  may  often  be  used  with  advantage 
to  clear  such  negatives  as  show  a  yellow  tint  or  stain.  •  A  fluid 
ounce  of  the  acid-sulphite  lye,  or  J  oz.  of  crystals  of  bisulphite  of 
sodium,  with  from  4  to  8  ozs.  of  water,  is  acidified  with  sufficient 
sulphuric  acid — say^  a  fluid  drachm — to  liberate  sulphurous  acid 
abundantly.  In  this  bath  the  yellow  negative  is  soaked  until  the 
stains  disappear,  after  which  it  is  well  washed.  (See  Develop- 
ment and  Developers  ;  Printing,  also  Toning.) 

Actinic  {oktiuos,  genitive  of  oktis,  a  ray,  especially  of  the  sun) 
applies  to  that  portion  of  light  which  effects  chemical  change,  in 
distinction  to  those  portions  which  furnish  light  and  heat.  The 
actinic  portion  of  the  spectrum  may  be  said  to  be  confined  to  the 
ultra-violet,  violet,  indigo,  blue,  and  green  ;  not,  as  might  be 
supposed,  to  that  portion  which  appears  to  us  to  be  the  most 
powerful — viz.,  the  yellow.  But  the  division  is  entirely  arbitrary, 
as  all  depends  upon  the  substance  exposed. 

Actinic  Focus  of  Lens.  See  Focal  Length  ;  Chromatic 
Aberration  ;  and  Monocle. 

Actinograph— Actinometer  (as  above,  with  ypa^a,  I  draw 
or  write;  or  fierpov,  a  measure).  Any  instrument  which  mea- 
sures the  actinism  of  the  sun's  rays.  It  usually  consists  of 
sensitive  paper,  which  can  be  exposed  to  the  light  in  small 
portions  at  a  time ;  and  the  time  which  it  takes  to  darken  to  a 
standard  tint  will  be  found  to  bear  a  distinct  relation  to  the 
necessary  exposure  required  for  a  sensitive  film,  whether  upon 
glass  or  paper,  due  allowance  being  made  for  the  presence  of 
any  object  of  importance  near  the  foreground  of  picture.  An 
actinometer  can  be  made  by  any  amateur  by  soaking  a  strip  of 
gelatino-bromide  paper  in  a  2  per  cent,  solution  of  nitrite  of 
potash,  drying  the  same  in  the  dark.  When  dry  it  should  be 
rolled  up  small  and  placed  in  the  inside  of  a  box  which  is  light- 
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tight,  and  from  which  the  paper  can  be  drawn  in  small  pieces 
to  allow  of  its  exposure  to  light  and  comparison  with  a  standard 
tint,  which  can  be  obtained  by  exposing  a  plate  on  a  subject  the 
exposure  of  which  is  known,  and  at  the  same  time  exposing  the 
actinometer  and  noting  the  time  of  the  darkening  of  the  paper  to 
a  certain  tint.     Supposing  the  correct  exposure  of  the  plate  to  be 
3  sees.,  and  it  is  found  that  the  paper  takes  30  sees,  to  darken, 
it  is  obvious  that  dividing  the  actinometer  time  by  10  will  give 
the  correct  exposure,  with  a  certain  stop  and  class  of  picture, 
■from  which  the  others  can  be  calculated.     Ordinary  albumenised 
paper,  which  owes  its  darkening  properties  to  chloride  of  silver, 
is  sometimes  used,  and,  although  the  results,  with  certain  modifi- 
cations, are  some  guide,  it  is  obviously  unfair  to  calculate  the 
exposure  of  bromide  of  silver  from  the  action  of  chloride.     The 
term  Photometer  {q.v^  is  sometimes,  but  erroneously,  applied  to 
such  an  instrument.     Under  the  title  of  "  Actinograph  "  Messrs. 
Hurler  and  Driffield  have  devised  a  system  of  cylinder  and  slide 
rules  for  determining  exposures  in  conjunction  with  their  system 
of  plate  speeds.     For  details  of  this  and  other  instruments  see 
Exposure. 

Ad-  The  Latin  preposition  ad  is  often  used  in  recipes  in  the 
sense  of  "until,"  or  "up  to,"  to  signify  the  making  up  to  a  pre- 
scribed volume  or  weight.  Thus,  after  the  mention  of  soluble 
ingredients,  "  water  ad  i  pint,"  would  mean  sufficient  water  to 
make  the  ultimate  volume  i  pint.  Making  solutions,  rather  with 
the  solvent  up  to  a  given  volume,  than  by  adding  a  given  volume 
is  obviously  desirable  in  all  dosimetric  operations  in  which  the 
fluid  is  ultimately  to  be  measured  rather  than  weighed,  as  the 
volume  of  a  liquid  is  affected  by  solids  dissolved  in  it.  (See 
Solutions  and  Solubility.) 

Adapter.  When  using  two  or  more  lenses  of  different  sizes 
it  is  necessary  either  to  have  a  separate  camera  front  for  each 
lens,  or  else,  by  the  aid  of  smaller  supplementary  flanges,  to 
screw  the  lens  into  the  largest  flange.  These  supplementary 
flanges  are  called  adapters  ;  the  term  has  also  been  applied  to  a 
supplementary  bellows,  which,  affixed  to  the  back  of  a  small 
camera,  allows  a  larger  plate  to  be  used.  A  convenient  method 
of  extemporising  an  adapter  is  thus  given  in  The  Amateur 
Photographer: — "From  the  unprinted  edge  of  a  newspaper — 
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preferably  one  of  soft  texture— cut  several  long  strips  of  paper 
about  half  an  inch  wide.  Using  the  lens  tube  as  a  mould,  and 
some  flour-paste,  or  starch-paste,  form  the  long  strips  of  paper  into 
a  ring  of  such  thickness  that  its  smaller  diameter  firmly  grasps 
the  lens  thread  and  its  outer  diameter  is  a  trifle  larger  than  the 
flange  to  be  adapted.  The  first  strip  of  paper  round  the  screw 
threads  should  fit  rather  tightly  and  be  well  pressed  into  the  screw 
threads.  It  will  contract  a  trifle  on  drying.  When  the  adapter  is 
dry  the  outer  thread  may  be  cut  by  using  the  flange  intended  to 
be  used.  This,  however,  requires  a  little  patience  and  care,  and 
must  not  be  attempted  until  the  paper  ring  is  quite  dry  and  hard." 
A  still  more  rapidly  extemporised  adapter  is  a  strip  of  flat  india- 
rubber  cut  to  such  a  length  as  to  form  a  ring  with  a  butt  join, 
which  will  lodge  securely  in  the  flange  by  virtue  of  its  elasticity. 
When  this  kind  of  adapter  is  used  it  is  generally  best  to  allow 
the  rubber  to  grip  the  middle  of  the  lens  tube,  rather  than  the 
screw  at  one  end. 

Adiactinic.  (See  Actinic.)  A  term  sometimes  applied  to  red 
or  yellow  media  for  the  dark-room  window.  No  light  is  com- 
pletely non-actinic.     (See  Dark  Room.) 

Adon.  This  is  a  recent  device  by  Mr.  Dallmeyer.  It  consists 
essentially  of  a  high-power  telephoto  combination,  which  is  so 
set  as  to  transmit  parallel  rays.  If  attached  as  a  supplementary 
lens  to  the  front  of  an  ordinary  lens  on  a  "  fixed  focus  camera,  it 
gives  an  enlarged  image  without  disturbing  the  focal  adjustment. 
The  elements  of  the  Adon  are,  however,  adjustable,  so  that  it 
can  be  used  with  varying  effect  when  the  camera  allows  of 
focussing.  In  addition,  the  A.don  can  be  used  by  itself  as  a 
high-power  telephotographic  lens. 

Aerial  Perspective.  A  term  used  to  denote  the  idea  of  dis- 
tance in  a  landscape  or  photograph  of  the  same,  which  depends 
upon  the  obstructive  or  dispersing  influence  of  the  atmosphere  ; 
although  minute  particles  in  the  atmosphere,  which  particles 
themselves  become  illuminated  and  radiate  light,  are  doubtless  a 
factor. 

Aerial  Photography.    See  Balloon  and  Kite. 

Aerial  Screen.  Transparent  screens  for  lantern  effects  date 
from  the  time  of  Kircher,  who  used  smoke.     M.  Philipstal  gave 
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striking  exhibitions  in  London,  1802,  of  a  scene  representing  a 
witch's  cave,  a  fine  curtain  of  gauze  let  down  in  front,  receiving 
images  of  lightning  flash,  ghosts,  and  moving  figures.  M.  Fourtier's 
plan  of  a  whitened  lath  rapidly  moved  up  and  down,  or  Mr.  Bruce's 
plan  of  revolving  the  lath  by  a  machine  may  in  some  cases  give 
a  better  aerial  screen  than  the  device  of  Philipstal,  but  rapidly 
moving  objects  in  darkened  places  may  be  a  source  of  danger. 
Those  interested  should  refer  to  Brewster's  "Natural  Magic," 
London,  1832,  p.  80;  or  to  Chambers'  Journal,  April  28th,  1849. 

Aerograph.    See  Am  Brush. 

Agar-Agar  (Ger.  and  Fr.,  Agar-Agar ;  Ital.,  Alga  dt  Giava). 
This  is  vegetable  gelatinous  material  obtained  from  species  of 
white  seaweeds  (Fucus  spinosus,  or  Gelidium  corneum),  common 
on  the  coasts  of  Singapore  and  Straits  Settlements.  It  has  been 
suggested  as  a  substitute  for  gelatine,  but  is  liable  to  give 
emulsions  which  are  full  of  transparent  nodules.  Rebikow 
has  suggested  a  method  of  eliminating  these  nodules,  but  there 
appear  to  be  no  advantages  which  warrant  its  recommendation 
as  a  substitute  for  gelatine. 

Agate  Burnisher.  Sometimes  used  for  burnishing  prints. 
In  shape  the  agate  burnisher  used  for  this  purpose  is  somewhat 
similar  either  to  a  short-handed  spade  or  household  meat-chopper. 
An  agate  burnisher  is  sometimes  useful  in  smoothing  over  parts 
which  have  been  spotted  out  or  worked  on  with  colour. 

Agent.  That  which  has  the  power  of  acting,  or  producing 
effects,  upon  anything  else — e.g.,  light  is  said  to  be  the  agent  which 
impresses  the  image  upon  a  sensitive  plate,  and  the  developer  the 
agent  which  makes  such  image  apparent.  In  the  strict  or  meta- 
physical sense  no  one  of  those  antecedents  which  are  essential 
to  the  result  can  be  selected  and  called  the  agent. 

Air  Bells,  or  Air  Buhbles.  These  annoying  defects  are 
liable  to  make  their  appearances  in  out  of  the  way  places  where 
they  are  not  wanted.  They  may  occur  in  the  glass  support,  and 
if  of  not  large  size,  or  in  the  face  or  other  prominent  part  of 
the  picture,  may  be  ignored  or  touched  out  on  the  prints.  Air 
bubbles  in  the  emulsion  itself  sometimes  occur,  and  give  rise  to 
small  spots  of  bare  glass,  which  may  be  touched  out  with  a 
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brush  or  pencil  before  printing  from  the  negative.  Air  bells  in 
the  developer  frequently  adhere  with  great  tenacity  to  the  gelatine 
film,  and  give  rise  to  places  of  less  density  than  the  surrounding 
parts,  or  even  clear  glass.  It  is  always  advisable  to  pass  the 
fingers  over  the  plate  when  first  covered  with  the  developer,  or 
a  flat,  soft  camel's-hair  brush  may  be  kept  for  this  purpose.  If  a 
brush  be  used  care  must  be  taken  that  it  is  well  washed  after 
use  and  does  not  come  into  contact  with  any  chemical  or  foreign 
matter,  which  would  cause  streaks  on  the  finished  negative. 

Air  Brush.  This  is  an  American  invention,  by  means  of 
which  liquid  colours  can  be  applied  as  spray  to  enlargements 
and  prints.  Air  is  pumped  by  means  of  a  foot-blower  through  a 
chamber  terminating  in  a  fine  orifice,  the  liquid  colour  being  led  to 
the  opening  by  a  movable  needle  or  fine  tube,  where  it  is  converted 
into  a  fine  spray  by  the  blast  of  air.  A  new  and  more  portable 
form  of  air  brush,  similar  in  form  to  a  pencil,  is  known  as  the 
aerograph.  A  form  of  air  brush  is  now  occasionally  used  in 
painting  large  surfaces,  especially  when  they  are  irregular,  and 
the  ordinary  methods  of  painting  would  be  troublesome.  An  air 
brush  may  be  used  in  vignetting  negatives  and  in  painting  back- 
grounds. The  principle  of  the  air  brush  has  been  applied  to  the 
coating  of  glass  plates  with  emulsion  and  to  the  coating  of  paper 
with  photographic  preparations.  With  proper  precautions  and 
suitable  adjustment  of  the  fineness  of  the  spray,  it  giyes  an  even 
and  not  granular  coating ;  but  allows  of  adjustment  by  which  any 
required  degree  of  granularity  can  be  obtained.  An  ordinary 
spray-producer,  such  as  is  sold  by  perfumers,  may  be  used  to 
coat  paper  with  gum  bichromate  mixture,  or  any  thin  sensitive 
preparation. 

Alahastrine  Process.  An  old  process  for  improving  the 
colour  of  wet  collodion  glass  positives.  It  can  be  applied  to 
gelatine  negatives  in  the  following  manner  (absolute  freedom 
from  stains  and  hypo  being  a  sine  qua  non)  : — Soak  the  negative 
in  clean  water  till  thoroughly  moist,  and  then  in  following 
solution  :  perchloride  of  mercury,  40  grs.,  dissolved  in  pure 
hydrochloric  acid,  i  drm. ;  chloride  of  sodium,  20  grs. ;  sulphate 
of  iron,  20  grs. ;  distilled  water,  2  ozs.  Allow  the  positive  to 
soak  till  thoroughly  bleached ;  wash,  dry,  and  varnish  the  back 
with  matt  black  varnish,  or  back  with  black  velvet. 
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Alberini's  Process.    See  Asphalt  Process. 
Albertype.  A  form  of  the  collotype  process.  (See  Collotype.) 

Album.  Literally,  anything  white,  especrally  a  white  wall  or 
screen  on  which  sketches  were  made.  Now  used  in  the  sense 
of  a  blank  book,  either  with  openings  for  the  reception  of  photo- 
graphs, or  blank  pages  to  which  they  may  be  afBxed. 

Albumen.  An  organic  principle  found  in  both  the  animal 
and  vegetable  kingdoms.  The  purest  form  in  which  it  can  be 
obtained,  and  the  one  in  which  it  is  used  photographically,  is 
the  white  of  egg,  its  chief  use  being  the  preparation  of  albumenised 
paper.  It  may  be  obtained  commercially  in  a  dry  form,  which  is 
convenient  for  such  purposes  as  the  albumen  substratum. 

Albumen  Process.  The  finest,  but  most  difficult,  of  all 
processes  that  are  used  for  lantern-slide  making.  The  plates 
are  slower  even  than  gelatino-chloride  plates,  and  are  therefore 
especially  suitable  for  contact  printing ;  but  the  delicacy  of  results, 
the  fineness  of  the  deposit  and  the  transparency  of  the  shadows 
gives  it  a  high  place.  Glass  plates  are  first  thoroughly  cleaned 
by  brushing  with  nitric  acid  and  water,  rinsed  in  distilled  water, 
and  allowed  to  dry  spontaneously ;  they  are  then  edged  with 
solution  of  indiarubber  in  benzole,  and  coated  with  an  old 
"sherry-coloured"  collodion.  As  soon  as  the  film  has  set 
immerse  in  distilled  water  till  all  greasiness  has  disappeared  ;  it 
is  then  ready  for  albumenising.  Take  lo  ozs.  of  the  whites  of 
new-laid  eggs,  from  which  the  germs  have  been  removed,  and 
add  gradually,  with  constant  stirring,  I  oz.  of  distilled  water,  to 
which  30  rains,  of  glacial  acetic  acid  have  been  added.  Cover 
with  a  piece  of  muslin,  or  soft  linen,  and  set  aside  for  twenty- 
four  hours  in  a  cool  place.  At  the  expiration  of  this  time  remove 
the  coagulated  scum,  and  filter  the  albumen,  when  it  is  ready  for 
the  iodiser. 

Ammonium  iodide  ...  50  grs. 

„  bromide      ...         5    „ 

Liquor  ammonia  -880     ...         35  mins. 

Distilled  water i  oz. 

Add  this  to  the  albumen  and  filter.     The  plate  is  coated  with  the 
iodised  albumen  and  drained,  and  a  second  coating  of  albumen 
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applied.  The  plate  is  then  allowed  to  dry  spontaneously,  or  by 
a  gentle  heat,  the  latter  being  preferable.  The  plate  is  now  ready 
for  sensitising,  and  as  in  this  condition  it  will  keep  indefinitely  a 
stock  may  be  prepared.  The  plates  are  sensitised  in  a  dipping- 
bath  as  in  wet  collodion,  the  following  being  the  sensitiser  : — 

Nitrate  of  silver     ...         ...         480  grs. 

Distilled  water       10  ozs. 

Glacial  acetic  acid...         ...         ...         ...         i  oz. 

Dissolve  and  add^ 

Potassium  iodide  ...         ...         2  grs. 

Shake  well,  allow  to  stand  for  half  an  hour,  and  filter.  The 
plates  must  be  sensitised  in  yellow  or  orange  light,  and  should 
remain  in  the  bath  for  about  half  a  minute  in  summer  to  one 
minute  in  winter.  After  sensitising,  place  in  a  dish  of  distilled 
water  for  five  minutes,  wash  under  the  tap,  and  dry.  Plates 
thus  prepared  will  keep,  under  proper  conditions,  for  several 
weeks.  The  exposure,  which  should  always  be  to  daylight,  will 
be  about  30  to  40  seconds  under  a  negative  of  average  density. 
The  developer  is  as  follows  : — 

No.  I. 

Pyrogallol    ...         ...         

Acetic  acid 

Distilled  water 
Citric  acid 

No.  2. 

Silver  nitrate  

Citric  acid   ... 

Distilled  water       

For  use  add  two  or  three  drops  of  No.  2  to  No.  i.  Before 
development  give  the  film  an  edging  of  rubber  solution,  and 
place  in  a  dish  of  warm  distilled  water  for  one  or  two  minutes. 
Place  the  developer  in  a  porcelain  dish,  and  heat  gently  by  the 
aid  of  a  spirit  lamp  to  ioo°  F.  ;  place  the  exposed  plate  in  the 
hot  developer,  and  the  image  will  gradually  appear  and  gain 
density,  this  being  accelerated,  if  desired,  by  the  addition  of 
more  No.  2.  The  developer  must  be  maintained  at  the  above 
temperature,  although  errors  in  exposure  may  be  compensated 
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for  by  using  a  developer  of  higher  or  lower  temperature.  When 
sufficiently  dense  it  may  be  fixed  in — 

Hyposulphite  of  soda        ...         i  oz. 

Water  6  ozs. 

or  a  2o-grain  solution  of  cyanide  of  potassium.  These  slides 
may  be  reduced  or  intensified  by  any  of  the  ordinary  methods  ; 
though,  for  the  latter  process,  mercuric  chloride,  followed  by 
ammonia,  gives  the  most  satisfactory  tones.  The  image  may  be 
toned  with  the  old  sel  d'or  bath,  the  following  being  a  near 
equivalent : — 

Sat.  sol.  of  hyposulphite  of  soda 2j  ozs. 

Chloride  of  gold i  gr. 

Or  a  platinum  bath  may  be  used — 

Bichloride  of  platinum      i  gr. 

Water  I  oz. 

After  washing  and  drying,  the  slides  will  be  ready  for  binding. 

Albumenised  Paper.  Paper  coated  with  albumen  and  salt. 
The  following  short  directions  will  give  some  idea  of  the  method 
of  procedure : — Absolutely  fresh  eggs  are  generally  recommended, 
but  many  professional  albumenisers  prefer  stale  eggs  as  giving  a 
more  even  and  lustrous  coating.  Crack  each  egg  into  a  separate 
cup  or  measure  before  mixing  with  the  bulk,  so  that  in  case  of 
the  yolk  breaking  the  whole  of  the  albumen  may  not  be  spoilt. 
Take  out  the  germ  of  each  egg.  Every  fair-sized  egg  will  yield 
about  7  drms.  of  albumen. 

Albumen  ...         6  ozs. 

Chloride  of  ammonium  or  sodium       ...  6o  grs. 

Rectified  spirit     ...         ...  g6  mins. 

Distilled  water 14  drms. 

Dissolve  the  salt  in  the  spirit  and  water,  add  to  the  albumen 
and  beat  with  an  egg-whisk  for  fifteen  minutes  ;  allow  it  to  settle 
and  filter  it  through  a  tuft  of  cotton-wool,  previously  well  washed 
with  distilled  water.  This  is  sufficient  for  a  quire.  The  paper 
should  be  either  Saxe  or  Rive.  Put  the  albumen  into  a  large 
flat  dish ;  take  the  paper  by  two  opposite  corners,  and  bring 
the  hands  close  together,  so  as  to  make  the  paper  bow  out  in 
the  middle  ;  lay  the  middle  of  the  paper  on  the  surface  of  the 
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albumen,  gradually  lowering  the  ends  till  it  rests  on  the  albumen. 
When  the  paper  has  floated  for  a  few  seconds,  bubbles  will 
be  shown  by  the  numerous  puckers  ;  lift  the  paper,  and  wet  the 
bubbles  with  a  camel's-hair  brush ;  allow  the  paper  to  float  for 
eighty  seconds — not  longer,  or  the  albumen  will  sink  into  the 
body  of  paper — then  gradually  raise  by  one  corner,  and  suspend 
from  two  corners  to  dry ;  when  thoroughly  dry,  roll  between  steel 
rollers,  and  keep  flat.  Double  albumenised  paper  is  made  by 
coagulating  the  first  layer  of  albumen  by  floating  on  a  mixture 
of  two  volumes  alcohol  and  one  volume  of  water.  The  paper 
is  now  dried  and  again  floated  on  the  salted  albumen.  The 
albumenised  paper  is  sensitised  by  floating  it,  face  downwards, 
on  a  solution  of  silver  nitrate  containing  about  60  grs.  to  the 
ounce,  three  or  four  minutes  being  sufficient.  Very  full  instruc- 
tions as  to  printing  on  albumenised  paper  are  contained  in  some 
of  the  older  books.  We  may  mention  "  The  Art  and  Practice  of 
Silver  Printmg,"  by  Abney  &  Robinson,  London,  1888.  (See 
Printing,  and  also  Fuming.) 

Alcalinity.  The  reverse  of  acidity,  which  see.  (Also  see 
Alkali.) 

Alcohol  (Ger.,  Weingeist,  Alkohol ;  Yx.,Alcool;  lta\.,  Akool). 
C2H5HO  =  46.  A  generic  term ;  but  when  used  without  qualifica- 
tion common  or  ethylic  alcohol  is  understood.  Synonyms : 
Rectified  Spirit,  Ethylic  Alcohol,  Hydrate  of  Ethyl,  Spirits  of 
Wine.  It  is  prepared  by  distillation  from  fermented  saccharine 
solutions,  or  any  vinous  fluid.  There  are  certain  recognised 
strengths  : — 

Absolute  Alcohol,  which,  as  sold,  may  perhaps  contain  i  or 
2  per  cent,  of  water.     Specific  gravity,  '800. 

Rectified  Spirit.  Old  standard.  Contains  16  per  cent,  of  water, 
and  is  what  is  termed  56  degs.  over-proof.  Specific  gravity,  'SsS. 
New  P.B.  standard  contains  10  per  cent,  of  water,  is  58  degs. 
over-proof.     Specific  gravity,  -834. 

Proof  Spirit.  Made  by  diluting  five  parts  of  rectified  spirit 
with  three  of  water. 

The  strength  of  alcohol  can  be  very  rapidly  and  accurately 
determined,  provided  nothing  else  but  water  is  present,  by 
taking  the  specific  gravity  and  referring  to  a  table  such  as  is 
given  under  the  heading  Hydrometers  and  Hydrometry. 

IS 
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Alcohol,  Methylated.  Rectified  spirit  to  wliich  lo  per  cent, 
of  crude  wood  spirit  has  been  added  to  render  the  mixture 
unpalatable  has  long  been  sold,  by  permission  of  the  Excise 
authorities,  without  being  subject  to  the  heavy  duty  payable  on 
alcohol  in  other  forms  ;  but  by  a  regulation  which  came  into 
force  in  1891  such  methylated  spirit  as  is  sold  retail  in  the  shops 
must  contain,  in  addition  to  the  10  per  cent,  of  crude  wood 
spirit,  f  of  I  per  cent,  of  petroleum,  having  a  specific  gravity  of 
not  less  than  '800.  This  petroleum  is  separated  on  the  addition 
of  water,  rendering  the  liquid  milky  or  turbid  ;  and  methylated 
spirit  containing  the  petroleum  is  partially  unfitted  for  several 
uses  to  which  it  was  formerly  applied  in  connection  with  photo- 
graphy. Methylated  spirit  of  the  old  kind  can  be  obtained,  in 
quantities  of  not  less  than  ten  gallons,  under  regulations  which 
can  be  ascertained  by  writing  to  the  head  of  the  Excise  Depart- 
ment, Somerset  House,  London.  On  making  formal  application 
to  the  Somerset  House  authorities  for  a  permit  to  purchase  from 
a  distiller  ten  gallons  of  methylated  spirit  free  from  petroleum, 
the  applicant  is  waited  upon  by  a  local  exciseman,  and  after 
complying  with  a  number  of  formalities,  more  or  less  detailed 
according  to  the  degree  to  which  the  exciseman  is  punctilious, 
the  permit  is  given.     (See  following  article.)     ^r: 

Alcohol,  Methylic.  An  alcohol  containing  CH^  less  than 
ordinary  or  ethylic  alcohol,  and  therefore  having  the  formula 
CH4O.  It  is  a  chief  constituent  in  the  crude  wood  spirit,  used 
for  mixing  with  ordinary  alcohol  for  the  constitution  of  the 
methylated  spirit  of  commerce  (see  Alcohol,  Methylated)  ; 
when  pure,  methylic  alcohol  has  not  the  characteristic  taste  and 
smell  of  wood  spirit,  but  rather  resembles  ordinary  or  ethylic 
alcohol.  Its  specific  gravity  is  •8142,  and  it  boils  at  about  65°  C. 
The  purified  commercial  methylic  alcohol,  which  costs  about 
2s.  per  lb.,  may  be  used  in  most  cases  as  a  substitute  for  ordinary 
alcohol,  but  the  crude  wood  spirit,  costing  about  4s.  a  gallon, 
is  generally  a  less  desirable  material  to  use,  even  than  the 
methylated  spirit  containing  f  of  i  per  cent,  of  petroleum. 

Alcoholometer.  A  hydrometer  specially  graduated  so  as  to 
give  the  strength  of  alcohol  at  one  reading.  (See  Alcohol  ;  also 
Hydrometers  and  Hydrometry.) 
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Aldehyde  Alizarine 

Aldehyde.  A  substance  differing  from  an  alcohol  by  con- 
taining less  hydrogen.  The  only  aldehyde  of  special  interest  in 
connection  with  photography  is  the  aldehyde  of  methylic  alcohol 
which  is  sold  as  a  40  per  cent,  solution  under  the  name  Formalin, 
which  see. 

AlethOSCOpe  (aXrjdela  truth,  and  (tkoi7€<o,  I  look  at).  A  de- 
vice of  Signor  Ponti,  of  Venice,  in  which  a  large  single  lens  is 
used  in  looking  at  a  transparency  or  an  ordinary  positive.  A 
device  not  very  different  from  the  "  Pantoscope,"  or  "  Lanterno- 
scope,''  now  sold  for  looking  at  small  transparencies  or  lantern 
slides.  It  was  claimed  for  the  alethoscope  that  it  showed 
ordinary  photographs  stereoscopically — a  claim  which  was 
disputed  and  even  ridiculed.  As  bearing  on  the  matter,  the 
following  may  be  quoted  from  The  Amateur  Photographer  : 
"  Physically  it  is  impossible  for  one  eye  to  see  stereoscopically, 
and  yet  many  persons  by  looking  at  a  photograph  with  one  eye 
can  see  it  to  a  certain  extent  as  stereoscopic.  The  most  obvious 
explanation  depends  upon  what  a  biologist  would  call  a  psychical 
effect  as  distinguished  from  physical.  In  looking  at  a  natural 
scene  first  with  both  eyes  and  then  with  one  eye,  the  effect  of 
solidity  very  often  fails  to  entirely  disappear,  as  the  mind  recog- 
nises that  the  scene  is  solid,  and  this  recognition  prevents  the 
physical  image  as  cast  by  the  lens  of  the  eye  being  implicitly 
accepted.  If,  now,  a  person  who  fails  to  see  a  natural  scene  as' 
completely  flat  when  he  views  it  with  one  eye,  regards  a  photo- 
graph or  picture  with  one  eye,  he  sees  that  photograph  just  as 
he  would  see  the  natural  scene  if  he  closed  one  eye,  and  the 
association  of  ideas  and  perceptions  gives  it  a  stereoscopic  effect 
to  him." 

Algraphy.  A  method  of  printing  in  which  a  plate  of 
aluminium  is  the  basis,  the  metal  acting  much  in  the  same 
way  as  a  lithographic  stone.  All  the  ordinary  processes  of 
photo-lithography  can  be  adapted  to  Algraphy. 

Alizarine.  The  characteristic  colouring  principle  of  madder, 
used  in  the  form  of  an  iron  or  alumina  lake  in  preparing  perma- 
nent pigments  for  "  carbon  "  printing  and  collotype  printing.  For 
a  method  of  using  Alizarine  to  produce  prints  on  calico,  see 
Dyeing,  Prints  by. 
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Alpha  Paper 


Alkali.  The  antithesis  of  an  acid.  Alkalies  turn  litmus 
paper  blue  which  has  been  reddened  by  an  acid.  They  pre- 
cipitate certain  metals  from  acid  solutions,  as  oxides  or  hydrates. 
Their  chief  characteristic,  however,  is  their  readiness  to  react 
with  acids  to  form  salts.  The  mineral  alkalies  are  the  hydrates 
of  potassium  and  sodium,  KHO  and  NaHO,  also  the  hydrates  of 
certain  rarer  metals,  notably  lithium.  Ammonia  NHj,  hydrazine 
NjH,  and  some  other  organic  substances,  are  powerful  alkalies. 
Alcalinity  as  a  quality  is  not  confined  to  bodies  strictly  called 
alkalies,  as  such  salts  as  borax  and  the  alkaline  carbonates  show 
alkaline  properties  to  test  paper.  (See  Acid,  Acidity,  and 
Alcalinity.) 

Alkaline  Development,    See  Development. 

AUyl    Sulphocarbamide ;    Allyl    Thiocarbamide.      See 

Thiosinamine. 

Alpha  Paper.  One  of  the  first  introduced  of  the  commercial 
papers  coated  with  a  chlorobromide  emulsion,  as  suggested  by 
Eder  in  1883.  Such  papers  are  intended  for  development, 
and  not  printing  out ;  and  from  the  ease  with  which  warm  or 
cold  tones  can  be  obtained  at  will,  and  from  its  being  possible 
to  obtain  prints  by  its  aid  at  night  which  are  equal  to  ordinary 
printed-out  papers,  it  has  received  a  good  deal  of  attention. 
Several  formulae  have  been  given  for  this  emulsion-paper, 
Wellington  suggests  the  following  : — 


Solution  A. 

Silver  nitrate... 

... 

10  parts. 

Citric  acid 

...         ... 

10     „ 

Distilled  water 

Solution  B. 

144     ,. 

Sodium  chloride 

2  parts. 

Potassium  bromide 

4     „ 

Citric  acid      ... 

10      „ 

Gelatine 

4      „ 

Distilled  water 

144     „ 

Heat  both  solutions  to  66°  C,  and  add  A  to  B,  shaking 
violently ;  then  add  20  parts  gelatine  previously  swollen  in  water 
and  melted ;  shake  the  whole  well,  and  pour  out  into  a  dish  to 
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set ;  allow  it  to  remain  for  twenty-four  hours,  break  it  up,  wash, 
re-melt,  and  coat  the  paper  or  other  support.  One  of  the  ad- 
vantages of  alpha  papers  is  that  it  is  possible  to  obtain  prints  of 
great  beauty,  rivalling  albumen  in  tone,  and  superior  to  them  in 
surface,  without  the  trouble  of  having  to  print  out ;  it  being  a  de- 
velopment printing  process.  It  must  be  remembered  that  alpha 
prints  can  be  toned ;  but  for  a  photographic  purple  the  developed 
print  should  be  a  pinkish  violet  after  development,  and  this  is 
the  best  colour  to  aim  at  for  all  other  tones.  Having  found  the 
correct  exposure  for  the  particular  negative,  expose  as  many 
pieces  of  paper  as  prints  are  required,  taking  care  to  give  exactly 
the  same  exposure  by  a  metronome  or  watch,  and  then  pro- 
ceed to  develop  them.  Either  ferrous  oxalate,  hydroquinone, 
eikonogen,  or  glycin  can  be  used,  but  for  warm  tones  hydro- 
quinone is  preferable ;  and  the  formulae  for  these  developers 
suggested  for  bromide  paper  may  be  used  if  dilated  with  two  or 
three  parts  of  water  and  some  bromide  of  potassium  added. 
The  final  tone  depends  to  a  great  extent  on  the  exposure,  long 
exposures  tending  to  give  warmer  tones.  If  the  iron  developer 
is  used  the  prints  must  be  placed  in  an  alum  and  citric  acid 
clearing-bath  for  two  minutes,  well  washed,  and  then  fixed. 
Alpha  prints  may  be  toned  in  a  combined  bath,  when  of  course 
fixing  need  not  be  done  as  a  separate  operation,  or  preferably  in 
the  following : — 

Chloride  of  gold       i  gr. 

Calcium  chloride  (crystal) ...       lo  ,, 

Water  lo  ozs. 

Place  the  prints  in  this  after  well  washing  out  the  fixing  solution, 
and  tone  till  the  desired  colour  is  reached.  The  prints  only  want 
well  washing  and  drying  to  be  ready  for  mounting.  Alpha  prints 
can  be  rolled  and  burnished,  provided  too  great  a  heat  be  not 
used.  Over-exposure  gives  flat  prints  without  any  depth  in  the 
shadows  and  without  pure  whites,  whilst  under-exposure  gives 
harsh  prints  with  greenish  tones. 

AlaiU.  Under  this  name  a  series  of  important  double  salts 
are  classed.  These  salts  are  characterised  as  being  double 
sulphates  of  monatomic  and  triatomic  metals  crystallising  in 
octahedra,  and  containing  24  molecules  of  water  of  crystallisation, 
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Aluminium  Aluminium  Chloride 

and  have  therefore  the  common  formula  of  M/SO^,  M2"'(S04)3, 
24H2O,  but  occasionally  written  as  half,  namely,  M'  M"'(S04)2, 
(HjO),^.  The  principal  alums  are  ammonia  alum,  chrome  alum, 
and  potash  alum. 

Ammonia  Alum,  (Gar.,  Am.moniakalaun ;  Fr.,  Alun  Am.moni- 
acal;  Ital.,  Allume  di  Ammoniaca).  (NH4)2S04Al2(SO,),  24H2O 
=  906.  Solubility:  I  in  7  of  cold  water,  i  in  0-2  of  boiling  water, 
I  in  2  of  alcohol. 

Chrome  Alum  (Ger.,  Chromalaun;  7x.  Alun  de  Chrome;  Ital., 
Allume  di  Cromo).  K2SO.,,  ^^(SO^)^,  241120  =  998.  A  deep 
purple  crystalline  salt,  soluble  i  part  in  10  of  cold  water,  in- 
soluble in  alcohol.  Its  solution  is  purple  by  reflected,  and 
reddish  by  transmitted,  light.  It  is  used  for  hardening  gelatine 
as,  for  example,  in  the  preparation  of  emulsions  for  dry  plates  to 
prevent  frilling. 

Potash  Alum  (Ger.,  Alaun;  Fr.,  Alun;  Ital.,  Allume  comune). 
K2S04Al2(S04)3,  24H20  =  948.  Is  found  native  iii  some  places, 
but  is  usually  made  from  aluminous  clay.  It  is  used  for  render- 
ing the  films  of  gelatine  less  liable  to  mechanical  injury,  by 
hardening  them,  and  also  clears  them  from  stains.  (See  Clearing 
Bath.)  It  has  also  been  recommended  as  a  Hypo-eliminator 
{g.v.),  but  its  action  and  benefit  are  doubtful.  Solubility  :  9'5  in 
100  of  cold  water,  10  in  8  of  boiling  water  ;  insoluble  in  alcohol 
and  ether. 

_^luminium  (Ger.  and  Fr.,  Aluminium;  Ital.  Alluminio). 
Al  =  27.  A  silvery  white  metal,  formerly  obtained  principally 
by  reducing  the  chloride  with  sodium,  but  now  by  the  reduction 
of  the  oxide,  alumina,  in  an  electric  furnace.  It  has  been  used 
to  replace  brass  for  lens  mounts  and  camera  fittings  on  account 
of  its  lightness ;  its  weight,  bulk  for  bulk,  being  less  than  half  that 
of  brass.  It  has  also  been  used  as  a  substitute  for  magnesium, 
for  flash  light,  and  has  been  suggested  by  Lainer  as  a  means  of 
precipitating  silver  from  residues.  (For  the  use  of  aluminium  in 
connection  with  the  Flash  Light  for  instantaneous  work  in  the 
evening,  see  Flash  Light.) 

Aluminium  Chloride  (Ger.,  Aluminiumchlorid ;  Fr.,  Chlorure 
d'aluminium  ;  Ital.,  Clorure  di  aluminid).  AljClg  is  formed  by 
heating  alumina  and  charcoal  and  passing  over  it  a  stream  of 
chlorine  gas.      It  occurs  in  white   tabular  crystals   which   are 
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Aluminium  Sulphate  Amidol 

hygroscopic.     It  is  soluble  in  water,  alcohol,  and  ether.     It  has 
been  suggested  as  a  toning  agent  for  gelatino-chloride  prints. 

Aluminium  Sulphate  (Ger.,  Ahiminiumsulfat ;  Fr.,  Sulfate 
d' aluminium ;  Ital.,  Solfato  di  aluminio).  Alj(S04)3,  18H2O  is 
formed  by  dissolving  aluminium  hydroxide  Al^fOH)^  in  sulphuric 
acid.  It  has  been  suggested  as  a  substitute  for  the  ordinary  and 
chrome  alums,  for  hardening  gelatino-chloride  prints,  and  in 
emulsion  making. 

Amber  (Ger.,  Grauer  Amber,  Bernstein;  Fr.,  Ambre ;  Ital., 
Ambra).  A  fossil  resin  from  an  extinct  species  of  pine.  It  is 
used  for  preparing  a  Varnish  {_q.v.). 

Amhrotype.  An  American  synonym  for  a  collodion  positive. 
(See  Alabastrine  Process.) 

Amidol  (Ger.,  Fr.,  Ital.,  Amidol).  C6H30H(NHj)2=  124. 
Synonym:  Diamidophenol.  The  peculiar  characteristic  of  this 
substance  is  that  it  will  develop  without  the  addition  of  alkali. 
It  is  a  white  crystalUne  powder  readily  soluble  in  water.  The 
aqueous  solution  does  not  keep  well,  not  even  with  sulphite,  but 
soon  loses  its  developing  power;  it  is  preferable  therefore  to 
keep  it  dry  and  dissolve  as  required.  It  is  advisable  to  keep  a 
stock  solution  of 


Sodiumsulphite       

5  ozs. 

Distilled  water         

...     20   „ 

For  ordinary  negative  work  take 

Amidol  dry , 

...       2|grs. 

Sol.  sod.  sulphite     ... 

,         ...         ioz. 

Sol.  bromide  of  potash  10% 

...     10  drops. 

Distilled  water         

I  oz. 

To  accelerate  the  development  the  strong  solution  of  sodium 
sulphite  may  be  added  by  degrees.  Another  form  of  developer 
has  been  proposed,  which  is  as  follows  : — 

Solution  A. 

Water  20  ozs. 

Potassium  metabisulphite 2     ,, 

Amidol  I     „ 

This  solution  will  keep  for  a  very  long  time  if  well  corked. 
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Solution  B. 

Water  20  ozs. 

Soda  crystals  2     ,, 

Solntion  C. 

Water  20  ozs. 

Sodium  sulphite,  cryst.,  pure         4    n 

Results  similar  to  pyro  may  be  obtained  with 

Solution  A 10  parts. 

B 6—10     „ 

Water  7°     „ 

Bromide  (i  :  10)      3      n 

But  this  formula  may  be  considerably  modified,  according  to 
requirements;  it  is  not,  however,  advisable  to  increase  the  quantity 
of  alkali,  for  fear  of  inducing  fog.  For  over-exposed  plates,  add 
the  solution  B  in  the  above  formula  Uttle  by  little,  until  the 
desired  effect  is  obtained,  never  exceeding  the  amount  above 
prescribed.  Images  of  a  softer  character  are  obtained  as 
follows : 

Solution  A 

„       B 

Water  

Bromide  (i  :  10)      

Solution  D. 

Water  

Sodium  sulphite,  pure  cryst. 
Amidol  

This  solution  remains  colourless  for  a  long  time  in  full  and  air- 
tight vessels.  When  opened  it  changes  from  yellow  to  red, 
which,  however,  does  not  affect  the  developing  power,  or  colora- 
tion of  plates. 

For  use  take — 

Solution  D ...         ...         5  parts. 

Water  50 — 70    ,, 

Solution  C 20 — 30    „ 

Bromide  (i  :  10)      i^  ,, 


10  parts. 

20 

-40     „ 

.. 

70    „ 

•• 

i-i     ; 

20  OZS. 

|oz. 

2  OZS. 

Ammonia 

This  formula  also  has  the  advantage,  by  gradually  adding 
solution  C,  of  controlling  development  up  to  the  point  desired, 
which  is  specially  important  for  over-exposed  plates.  As  the 
image  loses  on  fixing,  it  is  recommended  to  develop  strongly. 

For  Bromide  Paper.  Both  for  prints  and  enlargements  either 
of  the  above  formulae  may  be  used,  and  the  freedom  from  stains 
will  prove  of  great  advantage.  With  diluted  solutions  clear  grey 
tones  are  obtained. 

For  Chloride  Plates  and  Lantern  Slides.  Transparencies  .of 
the  blackest  tones  are  developed  with  : — 

Water  ...         ...         ...         20  ozs. 

Sodium  sulphite,  cryst.,  pure         ...         ...         i  oz. 

Amidol  ...         40  grs. 

Warmer  tones  are  Obtained  through  longer  exposure  and  the 
liberal  addition  of  bromide,  even  up  to  one  ounce  in  the  four- 
ounce  developer.  Practically  the  ordinary  methods  of  develop- 
ment may  be  followed  with  amidol— namely,  for  over-exposure, 
dilution  of  the  developer  with  water,  increase  of  bromide,  or 
decrease  of  the  accelerator;  for  under-exposure  the  contrary 
directions  of  course  hold  good.  Amidol  is  likely  to  prove  of 
great  value  especially  in  instantaneous  work :  it  gives  fine  steely 
blue  or  grey-black  images,  and  there  is  no  tendency  to  stain.  The 
author  has  found  that  for  subjects  with  great  contrasts,  under- 
exposed plates,  and  portraiture,  this  developer  will  place  a  great 
power  in  the  hands  of  the  intelligent  worker,  because  the  images 
given  are  soft  and  harmonious,  and  one  is  thus  enabled  to 
intensify,  to  gain  the  requisite  density,  without  getting 
harshness. 

Ammonia  (Ger.,  Wasseriges  Ammonia,  Salmakgeist;  Fr. 
Ammoniaque ;  lta\.,  Ammoniaca).  NH3=I7.  Is  an  extremely 
volatile,  pungent  gas,  but  is  known  to  photographers  as  a 
solution  in  water,  termed  liquor  ammonise  fortissimus.  Specific 
gravity,  '880,  containing  about  35  per  cent,  of  NHj.  It  should 
be  kept  in  stoppered  bottles,  as  the  gas  is  freely  evolved  at 
ordinary  temperatures,  carbonic  acid  being  absorbed  from 
the  air,  forming  carbonate  of  ammonia.  It  is  used  in  alkaline 
development  as  an  accelerator  for  pyrogallol.  The  fumes  are 
extremely  suffocating,  causing  sudden  contraction  of  the  glottis 
and  consequent  death  is  possible.     Its  use  in  ill-ventilated  dark- 
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rooms  is  said  to  cause  permanent  irritation  of  the  mucous 
membranes  of  the  throat,  nose,  and  eyes.  The  pharmaceutical 
chemist  keeps  in  stock  a  weaker  strength,  known  simply  as  liquor 
ammonise  (specific  gravity,  'gSg),  only  one-third  the  strength  of 
the  liq.  ammon.  fort.  The  strength  of  ammonia  can  be  estimated 
by  determining  the  specific  gravity,  and  the  data  will  be  found 
under  the  heading  Hydrometers  and  Hydrometry,  in  the  table 
which  gives  the  specific  gravities  of  caustic  alkali  solutions. 

Ammonia,  Fuming  with.    See  Fuming. 

Ammonium  Bichromate  (Gar.,  Dichromsdures  Ammoniak; 
Fr.,  Bichromate  d'ammoniaque ;  Ital.,  Bicromato  d'ammoniacd). 
(NHj)2Cr207=252.  Made  by  neutralising  chromic  acid  with 
ammonia.  It  is  often  used  in  preference  to  the  potash  salt  in 
photo-mechanical  printing,  and  for  the  gum-bichromate  process. 

Ammonium  Bromide  (Ger.,  Bromammonmm ;  Fr.,  Bromure 

-  d' ammonium ;   \X.z!i.,- Bromuro  d'ammonio).     NHjBr  =  g8.     Its 

chief  use  is  as  a  Restrainer  {g.v.},  but  it  is  sometimes  used  in 

the  preparation  of  gelatino-bromide  emulsion.     Solubility  :   I  in 

i^  of  cold  water,  i  in  13  of  alcohol. 

Ammonium  Carbonate  (Ger.,  Ammoniumcarbonat,  or, 
KohlensoMres  ammoniak ;  Fr.,  Carbonate  d'ammoniaque ;  Ital., 
Carbonato  d' ammoniacd).  The  normal  carbonate — which,  how- 
ever, is  very  subject  to  change — contains  (NH4)2C03.  It  is  used 
occasionally  for  development,  but  is  not  so  suitable  as  liquor 
ammoniaa.     Solubility:  l  in  4  of  cold  water,  sparingly  in  alcohol. 

Ammonium  Chloride  (Ger.,  Chlorammonium,  Salmiak; 
Fr.,  Chlorure  d'ammonium ;  Ital.,  Cloridrato  d'ammoniaca). 
NH4CI  =  53-5.  Synonym  :  Muriate  of  Ammonia,  Hydrochlorate 
of  Ammonia,  Sal-ammoniac.  It  is  principally  used  for  salting 
albumenised  paper,  and  for  preparing  chloride  emulsion.  Solu- 
bility :  I  in  3  of  cold  water,  i  in  55  of  alcohol. 

Ammonium  Citrate  (Ger.,  Ammoniumcitrat ;  Fr.,  Citrate 
d'ammoniaque ;  Ital.,  Citrato  d'ammoniaca).  NH4,  Hj,  CsHsO,, 
or  (NH4)2,  H,  CeHjOj.  This  is  usually  met  with  in  the  form 
of  solution,  the  salt  itself  being  so  deliquescent,  that  it  is  an 
extremely  difficult  matter  to  keep  it.  It  may  be  conveniently 
prepared  by   exactly   neutralising   citric   acid   with    solution    of 
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ammonia  or  carbonate  of  ammonia,  the  following  being  the 
method  adopted  by  the  British  Pharmacopoeia. 

Citric  Acid ...         ...         ...       12  parts. 

Strong  solution  of  ammonia  ...         ...       11      „ 

Neutralise  the  acid  with  the  ammonia,  and  add  sufficient  dis- 
tilled water  to  make  24  parts.  This  can  be  preserved  as  a  stock 
solution  for  use  in  alkaline  development.  (See  Development 
and  Developers.)  It  has  been  employed  in  the  preparation  of 
gelatino-chloride  emulsions,  but  its  principal  use  is  as  a  restrainer 
in  development  of  chloride  emulsion  plates. 

Ammonium  Hyposulphite.  (NH,)5S203-|-5H20,  has  been 
recommended  as  a  fixing  agent  in  place  of  the  sodium  salt,  but 
it  is  much  more  costly. 

Ammonium  Iodide  (Ger.,  Jodammonium ;  Fr.,  lodure  d'am- 
moniutn ;  Ital.,  loduro  d'ammonio).  NH4I  =  145.  Used  for 
making  Iodised  Collodion  {q.v.).  Solubility :  4  in  3  of  water, 
I  in  4  of  alcohol,  l  in  20  of  ether,  and  i  in  20  of  alcohol  and  ether. 

Ammonium  Oxalate  (Ger.,  Ammoniumoxalai ;  Fr.,  Oxalate 
d' ammonium;  Ital.,  Ossalato  di ammoniacd).  (NH4)2C204  =  124. 
Sometimes  used  for  preparing  paper  for  platinotype  printing. 
Solubility :    i   in  3  of  water ;  insoluble  in  alcohol 

Ammonium  Sulphide  (Ger.,  Ammoniumsulfid,  or,  Schwef el- 
ammonium;  Fr.,  Sulfure  d'ammoniague;  Ital.,  Solfuro 
d' ammoniacd).  (NH4)2S  =  68.  Synonym :  Sulphuret  of  ammonia. 
Prepared  by  passing  sulphuretted  hydrogen  through  ammonia 
solution  until  the  gas  ceases  to  be  absorbed.  It  is  used  in 
Intensification  {q.v:)  to  blacken  the  white  image  obtained  by 
bleaching  the  negative  with  mercuric  chloride.  A  caution  is 
necessary  as  to  the  use  and  storage  of  this  in  any  room  where 
sensitive  materials  of  any  kind  are  kept,  as  the  vapours  may  act 
on  the  sensitive  surface.  If  an  amount  of  ammonia  equal  to  that 
originally  used  is  added  after  saturation  with  sulphuretted  hydro- 
gen, ammonium  sulphydrate  is  formed ;  this  being  often  preferred. 
Ammonium  Sulphocyanate  (Gef.,  Rhodanammonium ;  Fr., 
Sulfocyanure  d' ammonium;  Ital.,  Rodanuro,  or,  Solfocianuro 
d'ammonio).  NH^CNS  =  76.  Used  for  toning  gelatino-chloride 
printing-out  papers,  and  has  also  been  recommended  as  a  fixing 
agent  instead   of  hypo,  but   from  its  comparatively  high  price, 
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without  any  increased  advantages,  it  is  hardly  likely  to  come 
into  general  use.  It  is  a  very  deliquescent  salt,  soluble  also  in 
alcohol. 

Amphitype  (ei/ii^i,  on  both  sides,  and  tvttos,  an  impression,  as 
of  a  seal).  A  curious  process  which  was  discovered  by  Sir  John 
Herschel,  who  thus  describes  his  method  of  procedure  : — 

"  Paper  proper  for  producing  an  amphitype  picture  may  be 
prepared  either  with  the  ferro-tartrate  or  the  ferro-citrate  of  the 
protoxide  or  the  peroxide  of  mercury,  or  of  the  protoxide  of  lead, 
by  using  creams  of  these  salts,  or  by  successive  application  of 
the  nitrates  of  the  respective  oxides,  singly  or  in  mixture,  to  the 
paper,  alternating  with  solutions  of  the  ammonio-tartrate  or 
ammonio-citrate  of  iron ;  the  latter  solution  being  last  applied, 
and  in  more  or  less  excess.  Paper  so  prepared  and  dried  takes 
a  negative  picture  in  time  varying  from  half-an-hour  to  five  or 
six  hours,  according  to  the  intensity  of  the  light ;  and  the  im- 
pression produced  varies  in  apparent  force,  from  a  faint  and 
hardly  perceptible  picture  to  one  of  the  highest  conceivable 
fulness  and  richness  both  of  tint  and  detail,  the  colour  in  this 
case  being  a  superb  velvety  brown.  This  extreme  richness  of 
effect  is  not  produced  except  lead  be  present,  either  in  the 
ingredients  used  or  in  the  paper  itself  It  is  not,  as  I  originally 
supposed,  due  to  the  presence  of  free  tartaric  acid.  The  pictures 
in  this  state  are  not  permanent.  They  fade  in  the  dark,  though 
with  very  different  degrees  of  rapidity,  some  (especially  if  free 
tartaric  or  citric  acid  be  present)  in  a  few  days ;  while  others 
remain  for  weeks  unimpaired,  and  require  whole  years  for  their 
total  obliteration.  But  though  entirely  faded  out  in  appearance, 
the  picture  is  only  rendered  dormant,  and  may  be  restored, 
changing  its  character  from  negative  to  positive,  and  its  colour 
from  brown  to  black  (in  the  shadow),  by  the  following  process  : — 
A  bath  being  prepared  by  pouring  a  small  quantity  of  solution  of 
pernitrate  of  mercury  into  a  large  quantity  of  water,  and  letting 
the  subnitrated  precipitate  subside,  the  picture  must  be  immersed 
in  it  (carefully  and  repeatedly  clearing  off  the  air-bubbles),  and 
allowed  to  remain  till  the  picture  (if  anywhere  visible)  is  entirely 
destroyed,  or,  if  faded,  till  it  is  judged  sufficient  from  previous 
experience  ;  a  term  which  is  often  marked  by  the  appearance  of  a 
feeble  positive  picture  of  a  bright  yellow  hue  on  the  pale  yellow 
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ground  of  the  paper.  A  long  time  (several  weeks)  is  often 
required  for  this,  but  heat  accelerates  the  action,  and  it  is  often 
complete  in  a  few  hours.  In  this  state  the  picture  is  to  be  very 
thoroughly  rinsed  and  soaked  in  pure  warm  water,  and  then 
dried.  It  is  then  to  be  well  ironed  with  a  smooth  iron,  heated 
so  as  barely  not  to  injure  the  paper,  placing  it,  for  better  security 
against  scorching,  between  smooth  clean  papers.  If,  then,  the 
process  has  been  successful,  a  perfectly  black  positive  picture 
is  at  once  developed.  At  first  it  most  commonly  happens  that 
the  whole  picture  is  sooty  or  dingy  to  such  a  degree  that  it 
is  condemned  as  spoiled,  but  on  keeping  it  between  the  leaves 
of  a  book,  especially  in  a  moist  atmosphere,  by  extremely  slow 
degrees  this  dinginess  disappears  ;  and  the  picture  disengages 
itself  with  continually  increasing  sharpness  and  clearness,  and 
acquires  the  exact  effect  of  copperplate  engraving  on  a  paper 
more  or  less  tinted  with  pale  yellow." 

Amplifier,  or  ]J|[agnifier.  A  supplementary  convex  lens 
(ordinarily  a  spectacle  lens),  to  be  adjusted  in  front  of  the  lens 
on  a  fixed  focus  camera  when  near  objects  are  to  be  photo- 
graphed. The  formulae  bearing  on  the  question  are  as  follows  : — 
Let  f  and  /'  be  the  respective  foci  of  the  two  positive  elements 
of  the  combination,  and  d  the  distance  between  them  ;  then 

_L  +  _!_  =  i. 

f       f-d      F 

F  is  the  focus  of  the  combination.  When  the  lenses  are  close 
together,  so  that  distance  apart  is  neglected,  the  formula 
becomes : — 

I  +  i  =  i. 
P^  f      F 

If  the  added  lens   is   a   negative   or  dispersing  lens  of  focal 

length  /■,  the  formula  becomes : — 

I L  =  i- 

or,  neglecting  the  element  of  distance  (lenses  close  together,  or 
nearly  so), 

I       }^  —  }_ 

1'  f       F 
(See  Lens  ;  also  Adon.) 
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Amyl  Acetate  (Ger.,  Amylacetat ;  Fr.,  Acetate  d'amyle ; 
Ital.,  Acetato  a'amile).  C5HiiC2H,,02  =  1 3°-  Synonym  :  Essence 
of  Jargonelle  pears.  A  colourless  liquid  with  a  fruity  smell.  It  is 
insoluble  in  water,  but  soluble  in  all  proportions  in  alcohol  and 
ether.  It  boils  at  138°  C,  and  burns  with  brilliant  flame,  which 
is,  however,  richer  in  the  more  refrangible  rays  than  the  violet. 
It  is  used  in  the  amyl-acetate  lamp  [q.v.);,  also  as  a  solvent 
of  pyroxyline  in  the  preparation  of  celluloid  and  celluloid 
varnish. 

Amyl-Acetate  Lamp.  This  instrument  was  devised  in 
1884  by  Hefner-Altenek,  and  was  adopted  by  the  International 
Congress  of  Photography  in  Paris  in  1889  as  a  convenient 
standard  light  for  photographic  purposes.  Amyl  acetate  is  burnt 
in  it  with  a  cotton  wick,  the  internal  diameter  of  the  wick  tube 
should  be  5  mm.,  and  the  height  of  the  flame  25  mm.  I  cm. 
from  the  axis  of  the  flame  is  placed  a  thin  metal  chimney,  in 
which  is  a  small  aperture  4  mm.  broad  and  30  mm.  long,  and 
this  can  be  shifted  up  and  down  so  as  to  bring  it  opposite  the 
brightest  part  of  the  flame.  The  amyl  acetate  should  have  a 
constant  boiling  point  of  138°  C,  and  be  free  from  acetic  acid  and 
water.  The  spectral  composition  of  the  flame  is  similar  to  that 
of  a  candle,  and  compared  to  the  English  standard  candle,  setting 
the  amyl-acetate  lamp  as  =1,  the  candle  =  I'I40.  All  metallic 
parts  of  the  lamp  should  be  made  of  fine  silver,  as  the  fluid  so 
corrodes  brass  and  other  metals  as  to  render  them  useless. 

Anaglyph,  Anaglyphoscope  [ivd,  in  the  sense  of  back; 
yKv(f)a>,  I  carve).  A  means  of  producing  stereoscopic  effect  due 
to  MM.  Louis  Duces  du  Hauron  and  D'Almeida.  One  picture 
of  the  stereoscopic  pair  is  printed  in  red  and  the  other  in  a 
greenish-blue — at  any  rate,  the  tints  must  be  nearly  comple- 
mentary. As  both  impressions  are  superimposed  on  the  same 
white  paper,  and  the  two  unlike  pictures  cannot  exactly  coincide, 
a  somewhat  confused  double  image  results.  If  this  anaglyph  be 
viewed  by  the  anaglyphoscope — a  pair  of  spectacles,  one  glass 
of  which  is  blue  and  the  other  red — each  eye  sees  only  one 
element  of  the  two  coloured  stereograms,  and  a  stereoscopic 
eifect  is  produced.  The  application  of  three-colour  heliochromy 
to  the  anaglyph  is  a  more  recent  advance  by  M.  Louis  Ducos  du 
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Hauron,-  and  consists  in  making  two  of  the  coloured  elements 
of  the  three-colour  set  correspond  to  one  of  the  pictures  of  the 
stereoscopic  pair,  and  making  the  third  element  of  the  three- 
colour  set  correspond  to  the  other  picture  of  the  stereoscopic 
pair.    The  effect  of  relief  is  produced  by  the  difference  in  drawing 
which  exists  between  one  element  of  the  three-colour  set  and 
the  two  other  elements  of  the  three-colour  set.     Amongst  the 
possible  methods  of  carrying  out  the  idea  the  following  may  be 
mentioned: — The    right    eye    looks    through    a    turquoise-blue 
medium  at  the  red  and  yellow  images  superimposed,  the  blue 
image  being  invisible  to  this  eye.     When  the  red  pigment  lies 
over  the  yellow  the  resulting  red-orange  appears  black  to  the 
right  eye,  as  the  blue  glass  will  not  allow  red-orange  to  pass  ; 
where,  on  the  other  hand,  there  is  only  the  red  (purplish-red) 
pigment,  the  blue  glass  allows  blue-violet  to  pass  ;  where  the 
paper  is  only  covered  with  yellow  pigment,  the  turquoise-blue 
glass  allows  green  to  pass,  green  being  one  element  of  the  yellow 
pigment.     The  left  eye  looks  through  ruby  glass  and  sees  as 
light  and  shade  that  which  is  printed  in  blue  pigment,  and  it 
sees  as  orange-red  that  pvirple-blue  which  the  right  eye  sees  as 
blue-violet.     Thus  the  right  eye  receives  the  impression  of  green 
and  blue  violet,  and  the  left  eye  the  impression  of  orange-red 
while  each  eye  also  receives  an  effect  corresponding  to  a  mono- 
chrome basis,  which  gives  the  requisite  drawing  in  a  complete 
sense.     The  principle  of  the  anaglyph  is  applicable  to  stereo- 
scopic  projection   with   the   magic   lantern.     According  to  one 
method  the  two  pictures  of  the  stereographic  transparency  are 
projected  upon  the  same  screen  by  means  of  two  lanterns,  but 
in  the  course  of  the  luminous  rays  of  each  lantern  there  is  inter- 
posed a  coloured  glass  ;  the  two  colours  being  complementary  to 
each  other,  the  double  and  confused  image  on  the  screen  being 
viewed  by  an  anaglyphoscope,  having  glasses  of  corresponding 
colour,  the  stereoscopic  effect  is  obtained.     For  projection  pur- 
poses, De  la  Blanchere  uses  blue  and  yellow  glasses,  D'Almeida 
and   Freshwater  employ   copper-ruby  and  signal-green.     Gold- 
pink  and  a  yellowish-green  is  a  good  combination.     A  rough  test 
of  the  suitability  of  any  two  coloured  glasses  is  the  giving  of  a 
maximum  of  opacity  when  superimposed,  but  with  the  effect  of 
great  transparancy  when  one  of  the  glasses  covers  each  eye.     In 
carrying  out  stereoscopic  projection  by  the  anaglyphig  methoql 
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it  is  desirable  to  cut  the  lantern  glasses  and  the  glasses  of  the 
coloured  spectacles  from  the  same  sheet. 

Analysis  (dud,  in  the  sense  of  thorough,  and  Xiitris,  a  re- 
lease). In  common  language,  the  term  analysis  is  often  applied 
to  a  mere  testing  whereby  evidence  of  the  presence  of  a  substance 
is  obtained,  although  no  attempt  is  made  at  the  separation  of  the 
substance,  and  the  use  of  litmus  paper  in  testing  for  acids  and 
alkalies  (see  Acidity)  would  often  be  spoken  of  as  a  rudimentary 
operation  in  analysis.  When  the  object  of  analysis  is  merely  to 
separate  sufficient  of  a  substance  for  recognition,  the  operation 
is  called  qualitative  analysis,  while  the  operation  is  called 
quantitative  when  the  amount  of  a  constituent  is  determined. 
A  person  without  thorough  chemical  training  is  very  liable  to  be 
misled  by  any  attempt  at  systematic  analysis  or  testing ;  but  in 
spite  of  this  we  give  a  very  concise  abstract  of  a  modification  of 
the  usual  routine  of  systematic  testing  for  the  common  metals,  as 
applied  to  substances  soluble  in  water  or  in  acids :  About  20  grs. 
of  the  substance  in  two  drams  of  water — either  with  or  without 
the  aid  of  an  acid — forms  the  original  solution,  O.S.  Add  to 
O.S.  hydrochloric  acid  drop  by  drop;  a  white  precipitate  in- 
soluble in  excess  indicates  lead,  silver,  or  mercurous  compounds. 
Let  the  precipitate  settle,  pour  off  liquid,  add  water ;  shake ; 
allow  precipitate  to  settle,  and  pour  off;  then  add  ammonia. 
The  dissolving  of  the  precipitate  indicates  silver ;  if  unchanged, 
lead ;  if  blackened,  mercury.  If  hydrochloric  acid  gives  no  pre- 
cipitate add  excess  of  sulphuretted  hydrogen  solution  to  the 
same  solution.  A  black  precipitate  indicates  mercury  (mercuric), 
copper,  or  lead  (if  proportion  in  original  was  small).  To  O.S. 
add  ammonia  ;  a  cobalt  blue  coloration,  preceded  maybe  by  a 
greenish  precipitate,  indicates  copper ;  mercury  is  indicated  by 
boiling  original  substance  with  water  and  a  drop  or  two  of  nitric 
acid,  a  bright  copper  wire  being  immersed,  when  the  copper 
will  be  coated  with  mercury ;  if  lead,  the  original  solution  will 
give  a  white  precipitate  with  sulphuric  acid,  this  precipitate  being 
insoluble  in  nitric  acid.  To  original  solution  add  ammonia; 
ferrous  salts  give  a  dark  precipitate,  becoming  rust-coloured  on 
exposure  to  air ;  ferric  salts  give  the  rust-coloured  precipitate  at 
once  ;  aluminium  salts  give  a  transparent  white  pfccipitate  under 
these  circumstances  ;  chromium,  a  greenish  precipitate,     Jf  no 
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precipitate  on  adding  ammonia,  add  a  little  chloride  of  ammonium 
and  carbonate  of  ammonia.  A  white  precipitate  indicates 
calcium,  or  a  metal  (strontium,  barium)  of  the  calcium  group. 
The  acid  of  a  salt  may  often  be  recognised  by  putting  a  few 
grains  of  the  salt  in  a  test  tube  and  adding  .a  little  sulohuric  acid. 
Effervescence,  with  odourless  gas,  indicates  a  carbonate  ;  with 
smell  of  burning  sulphur,  a  sulphite  or  hyposulphite,  white 
flocks  of  sulphur  being  liberated  in  the  fluid  in  this  latter  case. 
Smell  of  hydrocyanic  acid  (which  to  some  recalls  bitter-almond 
oil)  indicates  a  cyanide.  If  no  change  apply  heat.  Fumes  of 
hydrochloric  acid,  recognisable  by  small  white  clouds,  if  rod 
moistened  with  ammonia  is  introduced,  and  producing  tur- 
bidity in  drop  of  silver  nitrate  on  glass  rod,  indicate  a  chloride. 
Bright  yellow  coloration,  with  liberation  of  a  yellow  gas  which 
explodes  when  heated,  indicates  a  chlorate.  Violet  fumes  indi- 
cate an  iodide ;  odour  of  vinegar  suggests  an  acetate. 

Too  much  confidence  must  not  be  placed  in  the  results 
obtained  by  such  an  examination  as  is  outlined  above,  as  the 
conditions  under  which  each  reaction  takes  place  require  to  be 
minutely  studied  ;  but  such  an  examination  may  occasionally  be 
useful  in  assisting  or  confirming  the  memory  with  respect  to 
unlabelled  materials.  The  so-called  test  tubes  of  thin  glass  are 
used  in  trying  the  reactions,  and  at  every  stage  care  and  caution 
is  needed.  The  face  should  never  be  held  over  the  mouth  of 
the  test  tube,  fumes  being  smelled  by  diverting  a  little  with  the 
hand.  The  mention  of  an  explosive  gas  in  connection  with 
chlorates  suggests  the  precautionary  measure  of  always  using 
very  small  quantities  in  the  first  trial  of  a  reaction.  (As  bearing 
on  this  subject,  see  Hydrometry  and  Hydrometers;  also 
Equivalence,  Chemical.) 

Analytical  Portraiture.  Starting  with  the  fact  that  a 
properly  adjusted  negative  and  positive,  if  superimposed,  will 
neutralise  each  other,  Mr.  Galton  deducts  the  normal  face  from 
the  "smiling"  face  or  the  "glum"  face,  thus  obtaining  differ- 
ences, or,"  as  he  terms  them  respectively,  the  "transformer  of  a 
smile,"  or  the  "  transformer  of  glumness."  (For  further  details 
see  The  Amateur  Photographer,  August  loth,  1900,  p.  106 ; 
and  for  an  account  of  Mr.  Galton's  experiments  in  a  collateral 
direction,  see  Composite  Portraiture.) 
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Anamorphoscope,  Anamorphosis  (avd,  in  the  sense  of 
back,  and  ij.6p(j>u>cns,  the  act  of  putting  into  shape).  M."  Linde's 
Photoanamorphoscope  is  a  device  by  which  a  revolving  picture 
is  photographed  on  a  revolving  plate,  the  directions  and  speeds 
being  different,  but  in  order  to  secure  definition  only  a  narrow 
radial  strip  is  exposed  at  one  time.  The  result  in  no  way 
suggests  the  original,  and  appears  a  confusion  of  whirl-like 
markings,  but  when  viewed  in  an  apparatus  corresponding  to 
that  employed  in  its  production  (anamorphoscope)  the  original 
is  reconstituted  to  the*  eye.  A  general  account  of  various 
Photo-anamorphoscopes  is  to  be  found  in  The  Amateur  Pho- 
tographer for  November  23rd,  1900,  p.  406.  Photographs  for 
the  common  form  of  anamorphoscope,  in  which  a  cylindrical 
mirror  stands  on  a  much-distorted  and  often  unrecognisable 
picture,  may  be  obtained  in  a  very  simple  manner.  The  cylin- 
drical mirror  being  set  upright  on  a  sheet  of  development  paper, 
the  lens  of  an  enlarging  lantern,  in  which  the  original  negative  is 
set,  is  made  to  look  nearly  horizontally,  but  a  little  downwards, 
just  as  the  eye  would  look  in  viewing  the  resulting  photograph 
with  the  aid  of  the  mirror.  Clearly  a  cylindrical  mirror  could 
be  set  in  a  camera  in  such  relation  to  the  lens  that  distorted 
negatives  would  be  produced  direct  from  nature.  A  cylindrical 
mirror,  from  Ij  to  ij  inches  in  diameter  and  3  inches  high, 
will  be  found  suitable  for  whole  plate  size.  A  drawing  of  that 
form  of  anamorphoscope  in  which  a  cylindrical  mirror  is  used 
will  be  found  in  Brewster's  "Optics,"  London,  1831,  p.  320. 

Another  system  of  anamorphosis  to  which  photography  may 
be  applied,  is  that  in  which  a  polyhedral  lens  is  used.  This, 
being  combined  with  a  suitable  photographic  objective,  the  sub- 
ject becomes  broken  up  into  small  confused  patches ;  but  on 
viewing  the  result  with  the  aid  of  the  same  optical  system,  pro- 
perly adjusted,  all  again  becomes  order.  The  intermediate  spaces 
on  the  sheet,  which  do  not  show  in  the  reconstitution,  may  be 
filled  up  as  fancy,  or  a  desire  to  obscure  the  original,  may  dictate. 
There  are  many  articles  on  Anamorphosis  in  the  older  books, 
and  a  short  article  on  this  subject  on  p.  667  of  the  first  volume  of 
"The  National  Cyclopaedia"  (London,  1847)  may  be  mentioned. 

Anamorphote  Lens.  A  lens  which  contains  a  cylindrical  ele- 
ment, and  therefore  distorts  like  a  cylindrical  mirror.    (See  Lens.) 

32 


Anastigmatic 


Angle 


Anastigmatic  (avd,  in  the  sense  of  back,  and  orty/tij,  a  dot 
or  a  mathematical  point).  A  lens  should  be  said  to  be  anastig- 
matic— or  simply  stigmatic — when  it  refers  every  point  on  the 
scene  accurately  to  a  corresponding  point  on  the  plate ;  but  in 
practice  the  terms  are  used  as  signifying  freedom  from  that 
aberration  called  astigmatism.     (See  Lens.) 

Angle,  Critical.    See  Critical  Angle. 

Angle,  Mid.  This  is  a  term  applied  to  a  lens  which,  for  a 
plate  of  the  same  size,  has  a  focal  length  intermediate  between 
the  ordinary  rapid  rectilinear  and  the  so-called  wide-angle. 

Angle  of  View,  or  Width  of  Angle.  It  is  sometimes 
essential  to  know  the  angle  inclosed  by  a  lens,  and  for  this 
purpose  it  is  only  necessary  to  divide  the  diameter  of  its  field  by 
the  focus,  when  reference  to  such  a  table  as  the  following  will  at 
once  give  the  result : — 

Soret's  Tables  of  Angles  included  by  a  Lens. 


Diameter  of  the 

Angle  included 
T>y  lens. 

Diameter  of  the 

Anele  included 
Dy  lens. 

field. 

field. 

2/+«/ 

ic6°  1 6' 

/+*/ 

58-6' 

2/+  if 

102°  43' 

/+A/ 

57°  37' 

2/  +  if 

98°  50' 

/ 

53°  6' 

2/+  if 

96°  44' 

f-i^f 

48=27' 

2/ 

90'^ 

-if 

47°  54' 

/+i/ 

82°  22' 

f-i/ 

47°  15' 

/+!/ 

80°  33' 

f-\f 

46°  24' 

/-i/ 

72'  44' 

f-\f 

46°  II' 

/+i/ 

67°  31' 

f-if 

44°  23' 

f+if 

64° 

f-kf 

41°  7' 

f+if 

61°  55' 

f-\f 

36°  52' 

f+if 

60°  30' 

f-\f 

28°  4' 

f^\f 

59°  28' 

U 

18°  36' 

/+*/ 

58°  42' 

U 

14°  20' 

Example :  What  angle  is  included  by  a  12-in.  lens  on  n  plate  the 
diagonal  of  which  is  10  ins.  12  =  10  or/+  \f,  and  against  this  we 
find  61°  SS'- 

As  the  full  field  of  the  lens  would  be  a  circle  corresponding  to 
the  diagonal  of  the  plate,  this  diagonal  would  be  taken  by  some 
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as  the  diameter  of  the  field.  Others  would  measure  one  of  the 
longer  sides  of  the  plate,  and  the  angle  of  view  is  usually  esti- 
mated on  this  basis.  A  good  deal  of  discussion  has  arisen  as  to 
the  meaning  of  the  term,  "  angle  of  view,"  but  notwithstanding 
what  has  been  said  to  the  contrary,  the  simplest  way  out  of  the 
difficulty  is  to  limit  the  term  to  the  definition  given  above,  and 
to  explain  the  angle  included  by  the  lens  on  a  given-sized  plate 
as  the  picture  angle.  If  this  is  adhered  to  we  avoid  several  diffi- 
culties.    Mr.  W.  Rice  suggests  the  following  simple  formula  : — 

Let  P  =  length  of  plate. 

F  =  focus  of  lens. 
Then 

63  P 


Angle 


-f 


Or,  expressed  in  words : — Multiply  the  base  line  of  plate  by  63 
and  divide  the  product  by  the  length  of  focus,  added  to  ^  of  the 
diagonal  of  the  plate. 

Example: — What  is   the  angle  given  by   a  lo-in.  lens  on  a 
i3-in.  plate  ? 

12  X  63    =  756. 
10  +  V    =     I2|-. 
756-;-i2    =     61°  practically. 
This  formula  will  only  apply  when  the  angles  included  are  less 
than  go°.     When  the  angle  is  greater  than  90°  the   following 
should  be  used : — 

A     1  00        126  F 

Angle  =  180°  -  p— jp- 

Or,  expressed  in  words : — Subtract  from  1 80  the  quotient  obtained 
by  dividing  126  times  the  focus  of  the  lens  by  \  the  base  line  of 
the  plate,  added  to  twice  the  focus  divided  by  5. 

Example : — What  is  the  angle  included  by  a  4-in.  lens  on  a 
i2-in.  plate? 


(4 


126  X 

4 

=  504. 

12  -^ 

2 

=      6. 

x2)-=- 

5 

S 

6-1- 

1 

=  n- 

504-=- 

71 

=  61. 

j8o  - 

61 

=  1 19°  approximate  angle 
54 

included. 

Angle 

One  of  the  most  usual  methods,  and  perhaps  the  most  convenient 

X) 


method  of  all,  is  by  means  of  the  following  plan.    Draw  a  straight 
line  A  B  equal  in  length  to  the  longer  base  of  the  plate  used,  bisect 


this  accurately  at  c,  from  c  draw  a  perpendicular  d  c  equal  to  thei 
focal  length  of  the  lens,  connect  A  d,  d  B,  then  the  angle  included 
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by  the  lens  is  equal  to  the  angle  a  d  b,  which  may  be  measured 
by  laying  a  protractor  on  it  and  reading  off  the  degrees  included. 
For  those  who  may  not  have  a  protractor  handy,  the  diagram, 
fig.  I,  is  given,  which  may  be  copied  on  a  lantern  plate,  and  the 
developed,  fixed  and  varnished  negative  used  as  a  protractor. 

To  determine  experimentally  the  angle  of  view  included  by 
any  lens,  fix  the  lens  on  a  large  camera  and  plot  out  the  angle 
s^ibtended  by  the  illuminated  circle.  This  can  be  done  as 
directed  in  the  article  Focal  Length,  under  the  subsection 
Grubb's  Method.  In  a  similar  way  the  angle  of  view  which,  any 
lens  includes  on  a  given  plate  may  be  determined  if  the  longer 
side  of  the  plate  is  set  off  on  the  ground  glass,  and  Grubb's 
diagram  is  made  as  directed. 

Angle,  Wide.  Applied  to  certain  forms  of  lenses  which 
embrace  a  larger  amount  of  view'  than  the  usual  run  of  lenses. 
Wide-angle  lenses  exaggerate  perspective  most  painfully,  in 
increasing  the  apparent  size  of  near  objects  entirely  out  of  all 


Fig.  3- 


proportion  with  those  more  distant,  unless  the  photograph  is 
viewed  from  a  point  corresponding  to  the'  focus  of  the  lens  used 
— a  course  more  practicable  as  an  experiment  than  as  a  means 
of  looking  with  ease  at  the  photograph.  As  the  angle  of  view 
of  the  human  eye  in  ordinary  clear, vision  does  not  exceed  about 
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50°,  no  lens  for  general  or  pictorial  work  should  be  employed  which 
would  include  a  greater  angle  than  50°,  the  wide-angle  lens  being 
reserved  for  obtaining  representations  of  objects  not  obtainable 
without  it,  as  high  buildings  in  narrow  streets.  Practically  a 
lens  includes  a  wide  angle,  or  a  large  amount  of  subject,  only 
when  its  focus  is  short  as  compared  to  the  plate  with  which 
it  is  used.  The  diagram  (fig.  3)  may  make  this  clear.  Let  us 
assume  that  l  is  the  optical  centre  of  a  lens,  which  will  cover 
a  half-plate,  cc'.  The  same  lens  will  also  cover  a  quarter-plate, 
dd'  ;  it  may  also  cover  a  whole  plate,  bb'  ;  and  a  10  by  8 ;  and 
a  12  by  10.  Therefore  with  the  quarter-plate  it  would  be  a 
narrow  angle  or  long  focus,  with  the  half-plate  an  ordinary 
angle,  on  a  whole-plate  a  mid-angle,  on  a  10  by  8  a  wide-angle, 
on  a  12  by  10  a  wider  angle. 

Anglol.  Under  this  name  was  introduced  an  English  manu- 
factured Eikonogen  (q.v.). 

Angular  Aperture  is  a  relation  borne  by  the  working 
diameter  of  a  lens  to  its  focal  length ;  that  is  to  say,  the  angle 
which  the  aperture  of  the  lens  subtends  at  a  distance  equal  to 
the  equivalent  focal  length.  The  wider  the  angular  aperture 
the  less  the  depth  of  focus  and  covering  power  of  the  lens.  This 
is  well  seen  in  a  portrait  lens. 

Anhydrous,  Anhydride.  Anhydrous  means  free  from  water, 
as  in  the  terms  anhydrous  alcohol,  or  anhydrous  ether.  By 
anhydride  is  understood  what  was  formerly  understood  by  an 
anhydrous  acid — a  body  derived  from  an  acid  by  the  removal  of 
the  elements  of  water,  and  now  recognised  not  to  be  an  acid  in 
the  true  sense  of  the  term. 

Aniline,  Aniline  Colours.  Aniline  is  an  oily  liquid ;  strongly 
basic,  and  forming  salts  with  acids.  Solubility :  3  in  100  of  cold 
water ;  very  soluble  in  alcohol,  ether,  and  benzine.  It  is  used 
in  the  aniline  process  {g.v.),  and  also  as  a  base  from  which 
numerous  colouring  matters  used  in  orthochromatic  photography 
are  derived.  With  aniline  as  a  starting-point  numerous  colouring 
matters  have  been  obtained ;  but  the  term  aniline  colours  is  now 
very  generally  but  loosely  applied  to  all  colouring  matters  derived 
from  coal-tar  products.     Aniline  colours  are  now  largely  used  as 
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stains  or  dyes  in  photographic  processes;  also  in  orthochro- 
matising  plates  and  inaking  light  filters. 

Aniline  Process.  In  1865  Willis  patented  this  process  which 
consists  of  impregnating  paper  with  ammonium  bichromate  and 
phosphoric  acid,  drying,  and  then  exposing  under  a  positive  to 
the  action  of  light,  and  subjecting  it  to  the  fumes  of  aniline,  by 
which  means  aniline  colours  were  formed.  H.  W.  Vogel  sug- 
gests the  following  method  of  procedure  : — 

Sensitising  Solution. 

Potassium  bichromate        I  parts. 

Phosphoric  acid,  Sp.  Gr.  !■  124     10    ,, 

Water  10    „ 

Good  paper,  such  as  Rives  or  Saxe,  is  allowed  to  float  on  this 
for  one  minute,  and  then  quickly  dried.  It  is  then  exposed 
under  negative  or  line  drawing,  and  developed  by  placing  in  the 
bottom  of  a  box,  to  the  lid  of  which  is  affixed  a  sheet  of  blotting- 
paper  impregnated  with  commercial  anihne  i  part,  benzine  16 
parts,  The  image  appears  fairly  quickly  (in  a  few  minutes),  and 
of  a  greenish-blue  black,  which  turns  to  blue  when  the  prints 
are  soaked  in  water.  If  the  fuming  is  carried  on  for  some  time 
the  tones  become  blacker.  With  over-exposure  the  ground 
becomes  tinged,  and  this  may  be  removed  by  alternately  bathing 
in  dilute  sulphuric  acid  (i  per  cent.)  or  in  hydrochloric  acid 
(5  per  cent.),  and  washing  and  then  bathing  in  dilute  ammonia. 
Philippe  suggested,  in  1884,  floating  gelatinised  paper  on  10  per 
cent,  solution  of  bichromate  of  potash  and  ammonia.  After 
exposure  the  print  is  laid  in  i  per  cent,  solution  of  potassium 
cyanide  till  the  whites  are  clear,  then  rinsed  and  developed  in 

Aniline  ...         ...         ...         ...         ...        10  parts. 

Oxalic  acid    ...         ...         ...         ...         ...       10    ,, 

Water  ...         ...     100    ,, 

In  1866  Endemann  suggested  the  use  of  vanadic  acid.  Well- 
sized  paper  is  sensitised  with 

Salt    ...         ...         ...         ...  480  grains. 

Potassium  bichromate        480     ,, 

Sodium  vanadiate ...         ...  320     ,, 

Water  20  ozs. 
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Wlien  dissolved  add  the  following  mixture  after  it  has  become 
cold — 

Sulphuric  acid  2  ozs. 

Water  lo    ,, 

When  the  paper  is  dried  it  is  exposed  under  a  negative  or 
drawing  for  about  7  n;inutes,  and  then  exposed  to  the  vapour 
from  a  heated  mixture  of  i  part  of  aniline  and  50  parts  of  water. 
The  image  then  appears  brown,  and  the  print  is  left  in  a  room 
full  of  steam  for  two  hours,  or  till  the  image  turns  black,  and 
finally  washed  in  i  :  6  ammonia  water.  (For  other  processes  in 
which  coal-tar  colours  are  used,  see  Anthotype,  Diazotype, 
and  Feer's  Process.) 

Animals,  Photographing.  One  of  the  first  to  make  a  special 
feature  of  photographing  animals  was  Mr.  F.  York,  and  he  used 
(about  1878)  a  double  camera  fitted  with  twin  portrait  lenses, 
both  lenses  racking  out  together.  One  lens  made  a  guiding 
image  on  its  own  focussing  screen,  while  the  other  lens  pro- 
jected a  similar  image  on  the  sensitive  plate.  This  double 
camera  was  called  a  "Zoological  Camera,"  and  such  a  device 
rendered  it  easy  to  focus  and  adjust  accurately — indeed,  to 
follow  a  moving  animal,  fine  focus- 
sing all  the  time,  and  to  make  the 
exposure  at  any  instant.  In  other 
words,  we  have  here  a  camera  with 
a  full  -  size  .  focussing  finder ;  an 
excellent  system  when  zoological 
work  is  to  be  done. 

More  recent  forms  of  York's 
Zoological.  Camera.  The  above- 
mentioned  system  of  the  full-size 
focussing  finder  is  not  completely 
satisfactory  unless  the  finder  lens  is 
of  the  same  excellence  as  the  actual 
photographic  lens.  Mr.  York's  lead 
in  the  matter  of  the  zoological 
camera  has  been  very  much  fol- 
lowed by  later  workers ;  thus,  Bolas's  hand  camera  of  1881  was  a 
twin-lens  camera,  one  lens  lor  focussing  and  the  other  for  actual 
photographic  work,  and  quite  early  in  the  days  of  the  commercial 
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appearance  of  the  hand  camera,  the  London  Stereoscopic  Com- 
pany took  a  lead  in  the  introduction  of  a  twin-lens  form.  Their 
most  recent  and  compact  twin-lens  camera  is  shown  by  fig.  4- 

Mr.  Dallmeyer's  Naturalists'  Camera.    Another  very  excellent 
camera  for  zoological  work  is  the  Dallmeyer  "  Naturalists'  Hand 


DALLMEYER   \29 

Fig-  S- 

Camera,"  in  which  the  focussing  is  by  a  reflection  from  the 
working  objective.  This  system  allows  the  use  of  a  lens  both 
with  and  without  telephoto  attachment.  The  quarter-plate  size, 
shown  by  figs.  5  and  6,  allows  of  a  focal  length  from  6  ins.  to 
(virtually)  45  ins.,  a  matter  of  very  great  importance  when  the 
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Fig.  6. 


worker  may  at  one  time  wish  to  photograph  domestic  animals 
at  close  range,  and  at  another  time  to  set  the  camera  as  a 
standing  watch  on  distant  animals — nesting  birds  for  example. 

The  Hand  Camera  on  a  Stand.  Although  the  forms  mentioned 
above  are  called  hand  cameras,  and  will  often  be  used  while 
held  in  the  hand,  it  must  not  be  forgotten  that,  in  many  cases, 
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these  cameras  will  be  used  in  connection  with  an  ordinary  tripod 
stand,  so  as  to  allow  of  the  most  careful  adjustment  and  focussing. 
It  is  important  to  use  the  stand  when  practicable,  especially  with 
the  higher  power  telephotographic  adjustments,  and  the  stand 
should  be  as  steady  as  possible.  A  bag  filled  with  earth  or 
stones,  and  suspended  by  a  string  from  the  tripod  head,  so  that 
the  bag  just  grazes  the  ground,  is  a  great  help  towards  steadi- 
ness, the  bag  and  string  only  adding  a  trifle  to  the  weight  to  be 
carried. 

The  various  expedients  to  be  adopted  in  photographing 
animals  are  to  be  learned  by  experience,  and  by  studying  the 
suggestions  of  those  who  have  written  on  the  subject.  We  here 
give  a  few  notes,  together  with  references.  Mr.  Douglas  English 
treats'mainly  of  photographing  animals  in  captivity  {Journal  of 
the  Royal  Photographic  Society,  Nov.  30th,  1901,  pp.  375—378 ; 
and  in  a  book,  "  Photography  for  Naturalists,"  152  pages,  price  5s., 
published  by  Uiffe  &  Sons).  Mr.  English's  instructions  for 
dealing  with  small  mammals  which,  like  weasels  and  land  rats, 
are  both  wild  and  vicious,  may  often  prove  useful  if  followed,  or 
suggestive  if  taken  as  a  basis  for  action.  The  above-mentioned 
gentleman  says: — "A  large  packing-case  is  supported  at  a  con- 
venient height  from  the  ground.  It  is  lined — sides,  ends  and 
bottom — with  neutral  tinted  plaster  of  Paris.  The  corners  are 
rounded  off  with  the  plaster  of  Paris,  so  that  the  interior,  looking 
downwards,  is  elliptical.  The  object  of  this  precaution  is  to 
prevent  the  awkward  line  of  junction  between  sides  and  ends 
appearing  in  the  photographs.  Through  each  end  of  the  box- an 
aperture  is  cut,  rather  more  than  large  enough  to  admit  the  lens. 
Each  aperture  is  covered  with  a  piece  of  indiarubber,  having  a 
slit  in  it  wide  enough  to  pass  the  lens  through,  and  yet  narrow 
enough  to  grip  it  tightly  round  the  mount.  We  have  thus  an 
arrangement  by  which  the  lens  can  be  pointed  to  almost  any 
position  of  the  interior  of  the  box,  without  the  risk  of  tearing  it 
from  the  camera  by  a  sudden  strain.  The  box  is  filled  to  a  con- 
venient height  with  earth,  plants,  and  such  like.  Two  heavy 
pieces  of  glass  resting  on  the  top  of  the  box  form  the  lid ;  a  third 
piece  of  glass  of  the  exact  width  of  the  box  interior  is  kept  close 
at  hand.  The  insertion  of  the  latter  between  the  two  lid  pieces 
provides  us  with  a  simple  method  of  curtailing  the  space  avail- 
able for  the  animal  to  move  in." 
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Mr.  Charles  Reid,  in  the  Journal  of  the  Royal  Photographic 
Society  for  April  30th,  1901,  p.  242,  treats  of  photographing  birds 
and  animals  in  their  native  haunts.  The  keynote  of  Mr.  Reid's 
method  is  the  cultivation  of  sympathy  between  the  photographer 
and  the  animals  photographed.  Still,  a  long  shot  with  a  tele- 
photo  apparatus  on  a  firm  stand  (see  above)  may  sometimes  be 
a  useful  substitute.  "  Our  Bird  Friends,"  with  text  and  photo- 
graphic illustrations,  by  the  Brothers  Kearton  (London,  1900, 
Cassell),  is  a  book  full  of  suggestions  to  the  would-be  photo- 
grapher of  birds. 

"  Bird-nesting  with  a  Camera,"  is  the  title  of  a  very  suggestive 
and  fully  illustrated  article  contributed  by  Mr.  Oliver  G.  Pike 
to  The  Amateur  Photographer  for  September  6th,  1901. 
Mr.  Pike  points  out  that  many  fail  in  bird-photography  by 
setting  the  shutter  for  too  rapid  exposures.  He  says  that  from 
jiyth  to  iVth  of  a  second  is  sufficient  in  ordinary  cases  if  the  bird 
is  not  flying.  A  clever  electric  device  for  automatic  exposure  is 
described  by  Mr.  Pike.  Mr.  Pike's  recent  book,  "In  Bird-land," 
contains  much  to  interest  and  instruct  the  would-be  photographer 
of  birds.  Another  useful  book  on  the  same  subject  is  "  The 
Home  Life  of  Wild  Birds :  A  New  Method  of  the  Study  and 
Photography  of  Birds,"  by  Francis  H.  Herrick,  with  141  original 
illustrations  from  nature  by  the  author,  published  by  Messrs. 
G.  P.  Putnam's  Sons,  New  York  and  London. 

Photographing  Fish.  Dr.  Bade's  method  of  working  is  de- 
scribed in  The  Amateur  Photographer  for  October  i8th, 
igoi.  The  fish  are  in  an  aquarium  of  large  area,  the  top  of 
which  is  exposed  to  the  sun,  and  exposure  is  made  through  a 
plate  glass  side.  The  plate  glass  should  be  of  special  quality, 
quite  free  from  any  yellow  tinge,  and  the  water  should  be  clear. 
Care  should  be  taken  that  no  trace  of  mud  is  allowed  to  gain 
access  to  the  "studio''  aquarium. 

Animatograpli.  An  apparatus  for  projecting  moving  photo- 
graphs.   (See  Cinematograph.) 

Anthion.  Persulphate  of  potassium  K^S^Oj,  a  highly  oxidis- 
ing salt  obtained  by  the  electrolysis  of  potassium  sulphate,  is 
sold  as  a  hyposulphite  eliminator  under  the  name  of  anthion. 
(See  Eliminators.) 
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Anthotype  {Svdos,  a  flower).  An  old  process  yielding  ex- 
ceedingly fugitive  prints,  depending  for  its  principle  upon  the 
bleaching  action  of  light  upon  chlorophyll  and  other  vegetable 
juices,  when  the  same  are  spread  upon  paper  and  exposed  under 
a  negative.  More  recently  Messrs.  A.  and  L.  LumiSre  have  sug- 
gested to  reproduce  a  coloured  transparency  by  exposing  under  it 
a  sheet  of  paper  prepared  with  a  mixture  of  fugitive  colours,  as  for 
example,  quinoline  blue,  curcuma,  and  a  rapidly  fading  red. 
Attempts  to  fix  such  images  have  been  unsatisfactory,  as  metallic 
bases  which  will  unite  with  the  colouring  substances  alter 
the  tint. 

Anthrakotype  (dv6paKos,  genitive  of  dvBpa^,  charcoal  or  coal). 
A  process  for' reproducing  in  carbon  or  pigment  such  subjects  as 
show  little  or  no  half-tone.  Paper  is  coated  with  plain  gelatine, 
say  I  to  8  or  lo  of  water,  and  when  dry  is  sensitised  in  a  bi- 
chromate bath — say  i  part  of  potassium  bichromate  in  20  of 
water.  The  paper  is  now  exposed  under  a  positive,  soaked  in 
water,  blotted  off,  and  then  dusted  over  with  the  pigment,  which 
adheres  to  those  parts  where  the  gelatine  was  protected  from  light, 
and  is  consequently  swelled  by  the  water.  Careful  sponging 
now  removes  all  excess  of  pigment.  Tracings  may  be  repro- 
duced with  remarkable  perfection  by  the  anthrakotype  process. 

Anthraphotoscope,  A  kind  of  photographic  peep-show, 
backgrounds  and  figures  being  marginally  mounted  on  glass 
discs,  by  suitably  turning  which  various  combination  scenes  can 
be  produced — as,  for  example,  a  play  in  dumb  show. 

Antihalation  Papers  and  Mixtures.    See  Backing  Plates. 

Antiplauat  {avri,  in  sense  of  against ;  and  TcXavda,  I  lead 
astray).  A  term  applied  to  a  particular  type  of  lens  constructed 
by  Steinheil.     (See  Lens.) 

Antipyr.  A  name  under  which  Formalin  (g.v.)  is  sometimes 
sold. 

Antiseptics.  Substances  which  prevent  putrefactive  change. 
Phenol  or  carbolic  acid  and  salicylic  acid  are  frequently  used  in 
gelatinous  mixtures.  Alcohol,  if  present  to  the  extent  of  about 
20  per  cent.,  effectually  prevents  the  putrefaction  of  most  organic 
mixtures. 
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Antispectroscopic.  As  applied  to  a  lenSj,  Synonymous  with 
Achromatic. 

Aperture,  Focal,  of  a  Lens,  or  Working  Aperture.     By 

this  term  is  meant  such  clear  way  of  the  lens  as  is  actually 
utilised  in  impressing  the  image  of  the  plate.  Many  persons 
suppose  that  the  working  aperture  of  the  lens  is  the  diameter  of 
the  diaphragm,  others  that  the  whole  surface  of  the  lens  is 
always  utilised  ;  but  this  is  not  so.  The  following  method  will 
prove  the  working  aperture  of  any  doublet  lens,  which  varies 
with  each  separate  diaphragm : — Rack  the  camera  out  to  the  true 
equivalent  focus  of  the  lens ;  replace  the  focussing  screen  by  a 
sheet  of  cardboard,  in  the  exact  centre  of  which  is  a  minute  hole 
(a  pinhole  will  do) ;  behind  this,  exactly  level,  place  a  strong 
light,  such  as  a  paraffin  lamp,  and  it  will  be  found  on  looking  at 
the  lens  that  when  a  diaphragm  is  inserted  in  the  slot  a  central 
portion  only  of  the  lens  is  illuminated.  This  can  be  easily  seen 
by  •  breathing  upon  the  lens  surface.  It  should  be  accurately 
measured,  and  this  area  will  be  the  true  working  aperture  of  the 
lens  with  the  diaphragm  used.  This  area  of  illumination  will 
be  found  to  differ  in  geometrical  proportion  with  each  separate 
diaphragm.  The  working  or  effective  aperture  of  the  lens 
divided  by  the  focal  length  is  called  focal  aperture.  Thus,  if  the 
effective  aperture  of  a  lens  is  i  in.  (not  necessarily  quite  an  exact 
inch  diaphragm   measure),  and  the  focal  length  is  8  ins.,  the 

f 
focal  aperture  will  be  ^ ;  sometimes  for  shortness  it  is  expressed 

simply  as  8.  (See  Lens  and  Exposure,  and  more  particularly 
the  fuller  account  of  the  Focal  Aperture  system  given  under 
Diaphragm.) 

AphengOSCOpe  (^t'yyiB,  I  make  bright).  A  device  by  which 
opaque  objects  are  exhibited  by  means  of  the  optical  lantern. 

Aplanatic  (a,  negating  particle,  and  TrXuraa,  I  lead  astray). 
A  term  applied  to  a  lens  to  denote  that  spherical  and  chromatic 
aberration  have  been  eliminated  so  far  as  is  practicable;  it  is 
impossible  to  do  it  theoretically.  Practically  it  means  that  a 
lens  will  give  reasonably  sharp  definition  with  its  full  aperture. 
(See  Lens.) 

Apochromatic.    See  Achromatic. 
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Apparatus.  The  materials  used  in  producing  photographs, 
such  as  lens,  camera,  stand,  slides,  etc.,  which  will  be  severally 
described  under  their  various  headings. 

Aqua  Fortis.    See  Nitric  Acid. 

Aqua  Regia.     See  Nitro-Hydrochloric  Acid. 

Aquatint,  Photographic.    See  Gum  Bichromate. 

Arabic  G-um.    See  Gum  Arabic. 

Architectural  Photography.  Specialisation  in  photographic 
work  will  often  repay  an  amateur  far  more  than  the  mere  taking 
of  anything  and  everything  that  he  may  come  across,  and  which 
looks  pretty.  Architectural  photography,  if  taken  up  as  a  special 
study,  will  well  repay  any  one  ;•  but  it  is  first  necessary,  to  do 
this  intelligently,  that  he  should  have  some  knowledge  of  the 
various  styles  of  architecture.  Good  books  upon  this  subject 
are  the  reprint  of  articles  from  The  Amateur  Photographer 
by  the  Rev.  T.  Perkins,  price  3s.  6d.  (see  Bibliography),  and 
"An  Introduction  to  Gothic  Architecture,"  by  J.  H.  Parker, 
price  5s.  For  this  particular  branch  of  our  art  a  square 
bellows  camera  is  required.  This  form  is  preferable  to  the 
conical  as  being  somewhat  more  rigid,  and  there  being  no 
chance  of  the  bellows  cutting  off  any  portion  of  the  subject. 
The  size  of  the  camera  will  of  course  depend  entirely  upon 
individual  tastes.  The  lenses  must  be  doublets,  and  at  least 
three  should  be  obtained — a  short-focus,  embracing  an  angle  of 
at  least  75°;  a  medium-angle,  about  the  same  focal  length  as 
the  base  of  the  plate,  and  a  longer  focus,  which  should  be  half 
as  long  again  as  the  base  line  of  plate.  All  should  fit  the  same 
flange,  lor  adapters  should  be  obtained.  Possibly  the  most 
convenient  sets  of  lenses  will-  be  found  in  the  so-called  "  Casket 
Lenses,''  which  consist  of  various  combinations  of  varying  foci, 
which  screw  into  a  tube  forming  doublets  of  the  ordinary  type 
varying  in  focus  from  very  short  to  long.  A  plumb  and  level 
must  be  attached  to  the  camera,  and  the  camera  back  must 
swing  from  the  centre.  The  stand  should  be  firm  and  solid,  and 
the  tips  of  the  legs  should  be  provided  with  cork  bungs  or 
indiarubber  pads  to  prevent  slipping  on  stone  or  marble  floors. 
Equipped  as  above  it  will  be  possible  to  undertake  almost  every 
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branch   of  architectural  work,   and   by  using   one  only  ot  the 
combinations   of  above  lenses   we   may  obtain   lenses   of  still 
longer  focus.     It  is  true  that  these  will  be  single  lenses,  and 
therefore  liable  to  give  marginal  distortion,  but  really  this  may 
be  ignored,  as  in  the  case  of  a  long-focus  lens,  as  only  the  centre 
of  the  field  is  used  ;  in  fact,  when  a  single  lens  is  the  sole  instru- 
ment which  a  worker  has,  let  him  not  hesitate  to  boldly  attack 
architectural  studies,  and  no  one  will  be  the  wiser,  if  the  lens  is 
not  strained.     Finally,  we  may  dismiss  all  further  reference  to 
lenses,  with  the  parting  advice  to  use  as  long  a  focus  lens  as 
the  situation  of  the  object  will  allow.     Obviously,   we   cannot 
think  for  one  moment  of  including  directions  as  to  the  best  time 
of  day,  position,  etc.,  of  taking  buildings,  churches,  etc.,  but  a 
few  hints  may  be  acceptable.     Seldom  take  a  church  or  house 
full  face,  or  with  the  sun  directly  behind  the  camera  or  directly 
in  front ;  try  to  get  a  side  or  corner  view  and  side  lighting.     In 
all  church  or  cathedral  exteriors,  where  fine  delicate  carving  or 
tracery  exists,  a  somewhat  long  exposure  should  be  given  in 
order   not   to  lose   the  same.     For  interior  work  there  is  one 
absolute  essential — that  thickly  coated  plates,  backed,  should  be 
used.     No  plate  that  is  not  backed  will  give  perfect  results  ;  for 
not  only  is  halation  more  troublesome,  but  also  the  negatives  as 
a  rule  are  less  brilliant.     When  unbacked  plates  are  used,  the 
irapidity  of  the  plate  is  really  of  no  moment  provided  one  can  give 
long  exposures  ;  but  if  from  any  cause  this  is  impossible,  then 
the  most  rapid  plates  attainable  should  be  employed.     We  may 
add  here  that  colour-sensitive  plates  are  decidedly  to  be  pre- 
ferred, and  that  the  multiple-film  plate  will  be  found  of  great 
value  for  all  architectural  work,  especially  interiors.     The  aper- 
ture  of  the   lens  should   always  be  the  largest  that  will  give 
satisfactory  definition  over  the  whole  of  the  screen.     Seldom 
place  the  camera  exactly  in  the  centre,  rather  a  little  to  one 
side,  ot  a  church  or  cathedral.     The  question  oi  exposure   is 
always   an   extremely   difficult   one,    and,  whilst  experience   is' 
invaluable,   some  such   guide   as   an    actinometer   or   exposure 
meter,  which  actually  gauges  the  chemical  activity  of  the  light, 
will  be  of  immense  advantage.     To  correctly  judge  the  exposure 
for  interiors,  especially  if  there  is  much  coloured  glass  about, 
without  some  such  guide  is  almost  an  impossibility.     By  far  the 
best  light   to   choose   for  exposure   is,   for  the   east  end,   the 

46 


Area  System  of  marking  Lenses  and  Diaphragms 

afternoon,  for  the  west  end  the  morning,  and  never  in  sunshine : 
diffused  light  is  far  superior  and  less  likely  to  give  rise  to 
halation.  With  regard  to  development,  thin  delicate  negatives 
are  the  most  suitable,  and  the  newer  developing  agents,  amidol 
and  metol,  will  be  found  of  great  value.  If  records  and  not 
pictures  of  architectural  subjects  are  desired,  then  it  is  wise  to 
include  in  the  view  a  two-foot  rule,  placed  in  the  same  plane  as 
some  characteristic  feature,  to  indicate  the  scale  on  which  the 
object  is  taken  ;  and  the  plane  of  the  plate  should  be  parallel 
to  the  plane  of  the  wall  or  surface  of  the  building.  The  fol- 
lowing short  account  of  the  characteristics  of  the  various  styles 
of  English  architecture  may  be  useful; — Norman  (1060 — iioo): 
Round  topped  door  and  window  ways ;  short,  heavy  p'illars  and 
zigzag  patterns.  Transition  (iioo — 1200)  t  As  Norman,  with 
introduction  of  pointed  windows.  In  the  later  examples  of  this 
style — often  called  Early  English — (to  about  1280)  the  windows 
are  narrower  and  the  pillars  are  clustered.  Still  later  (to  about 
1380)  much  tracery  was  introduced  in  the  windows,  this  being 
the  so-called  Decorated  Period.  The  Perpendicular  Period 
(1380 — 1547)  is  characterised  by  prevailing  upright  lines  in 
windows,  doorways,  and  often  square  top  to  windows.  This 
developed  into  the  Tudor  Style  (1550 — 1600)  in  which  the 
square  top  is  developed  and  carried  out  as  a  leading  ornamental 
idea  in  other  ways.  The  Jacobean  Style  (1603— 1650)  is  very 
mixed ;  but  with  a  considerable  infusion  of  classical.  Archi- 
tectural details,  if  in  places  not  easily  accessible,  are  often  best 
photographed  by  means  of  the  telephotographic  lens ;  the  loaded 
tripod  and  camera  mentioned  under  Animals,  Photographing, 
being  convenient,  although  inside  a  building  obvious  modifica- 
tions will  suggest  themselves. 

Area  System  of  marting  Lenses  and  Diaphragms.  This 
was  proposed  by  Mr.  George  Smith  to  replace  the  existing 
methods  of  marking  stops.  It  is  not  so  simple  and  has  never 
come  into  general  use.  The  actual  method,  as  described  by  the 
inventor,  is  to  measure  the  aperture  of  stop  in  sixty-fourths  of  an 
inch.  This  number  is  squared ;  the  product  is  the  exact  area  of 
the  aperture  in  circles,  each  one  sixty-fourth  of  an  inch  in 
diameter.  Thus,  supposing  a  stop  aperture  measured  20  sixty- 
fourths,  20   X   20  =  400,  the  last  figure  is  struck  off  and  the  stop 
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called  No.  40,  no  matter  what  focus  lens  was  used.  Any  lens 
is  measured  for  its  actual  focus  by  measuring  the  distance  of  its 
burning  point  from  the  back  of  the  lens  in  complete  quarter- 
inches  neglecting  fractions.  Suppose  a  lens  was  found  to 
measure  20  quarter-inches ;  20  x  20  =  400,  striking  off  the  last 
figure,  its  area  number  would  be  40.  Any  other  lens  would  be 
measured  in  the  same  way  in  quarter-inches.  Thus  it  will  be 
seen  that  every  stop  has  its  own  number,  an^  that  whatever 
relation  that  number  has  to  that  of  the  lens  it  is  used  with  gives 
at  a  glance  the  exposure  required.  It  need  hardly  be  pointed 
out  that  this  method  is  subject  to  grave  inaccuracies. 

Argentometer.  An  instrument  constructed  on  the  principle 
of  a  Hydrometer  {g.v.),  and  marked  with  a  scale  to  show  the 
number  of  grains  per  oz.  of  nitrate  of  silver  in  a  silver  bath. 
This  is,  of  course,  only  applicable  when  the  solution  is  pure. 

Argentotype.  A  name  applied  to  one  particular  make  of 
gelatino-bromide  paper. 

Aristogeu.  Under  this  name  Liesegang  has  introduced  a 
concentrated  hydroquinone  developer,  specially  designed  for 
developing  gelatino-chloride  prints.     Its  formula  is  said  to  be 

Hydroquinone  (10%  alcoholic  sol.)  ...       10  parts. 

Sodium  sulphite  cone.  sol.  ...         ...       10    ,, 

,,       acetate  20%  sol 5     „ 

Citric  acid,  20%  sol.  ...         ...         ...         5     „ 

Water  ...         ...         ...         ...         ...  100     „ 

Aristotype.  A  name  applied  to  one  particular  make  of 
gelatino-chloride  paper,  but  occasionally  applied  as  a  general 
term  to  printing-out  papers  with  a  base  of  collodion  and  gelatine. 
(See  Gelatino-Chloride,  and  Collodio-Chloride.)  The  fol- 
lowing books  deal  specially  with  the  aristotype  process : — 
"Aristotypes  and  How  to  Make  Them,"  by  Walter  E.  Wood- 
bury, Gew  York,  1893,  Scovill  &  Adams  Co.  ;  "L'Aristofyfite," 
par  le  Commandant  V.  Legros,  Paris,  1897,  Soci6t6  d'Editions 
Scientifiques ; ' 'Les Epreuves Positives, surPapiers Emulsionnes" 
par  E.  Trutat,  Paris,  1896,  Gauthier-Villars ;  "  Der  Positiv-process 
auf  Gelatine-Emulsionspapier"  von  Dr.  E.  A.  Just,  Vienna,  5885, 
published  by  the  author. 
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Arrowroot  (Ger.,  Pjeiltvurselmehl ;  Fr.,  and  Ital,  Arrowroot). 
The  starch  obtained  from  the  tubers  of  Maranta  Arundinacea. 
It  is  a  fine,  white,  tasteless,  odourless  powder  which  has  a  par- 
ticular crepitating  feel  in  bulk.     It  is  used  for  sizing  papers. 

Artificial  Light,  Photography  by.  See  Portraiture,  also 
Flash  Light  and  Acetylene.  The  following  list  of  books  and 
papers  on  artificial  lighting  for  photographic  purposes  may  be 
useful:— "Zw  Lumieres  Artificielles  en  Photographie,"  pax  H. 
Fourtier,  Paris,  1895,  Gauthier-Villars ;  "Die  Verwendung 
Kiinstlichen  Lichtquellen  zu  PorlraitaufrMhmen  und  Copir- 
zwecken,"  by  G.  Mercator,  Halle-a-S.,  1898,  Knapp ;  "Treatise 
on  Magnesium  Flashlight  Photography,"  by  R.  Slingsby,  London, 
1890,  Marion. 

Artigue's  Process.  A  method  of  carbon  printing  without 
transfer,  which,  like  the  gum-bichromate  process,  allows  very 
complete  control  in  development,  and  the  permanency  of  the 
results  is  assured  and  does  not  depend  upon  the  fulfilment  of  any 
special  or  occult  conditions  in  development,  toning,  fixing,  etc. 
Many  workers  prefer  to  purchase  the  "  Papier  Velours,"  or  special 
tissue,  made  under  the  directions  of  M.  Artigue  from  his  agents 
{e.g.,  M.  L.  Soux,  48,  Rue  de  la  Victoire,  Paris).  Others,  how- 
ever, may  wish  to  themselves  prepare  a  somewhat  similar  paper. 
The  following  method,  due  in  the  main  to  Mr.  Duchochois,  if 
carefully  carried  out,  gives  results  very  similar  to  those  ob- 
tained upon  M.  Artigue's  own  paper.  In  15  parts  of  water  5 
parts  of  white  and  carefully  picked  gum  arable  are  dissolved — 
the  round  and  slightly  friable  lumps  being  selected.  When  the 
solution  is  complete,  a  matter  sometimes  of  days,  the  mucilage 
is  strained  through  muslin,  and  we  next  add  100  parts  of  white 
of  egg  and  a  quantity  of  Indian  ink  or  other  finely  ground  water- 
colour  sufficient  to  give  a  coating  on  paper,  which  shall  be  nearly 
full  black  or  full  coloured  by  reflected  light,  but  not  so  opaque 
as  altogether  to  obscure  a  coin  behind  the  paper  when  both  are 
held  up  to  the  window.  Enough  liquid  ammonia  to  make  the 
preparation  slightly  alkaline  to  test  paper  is  now  stirred  in,  but 
a  minimum  of  two  drops  to  each  fluid  ounce  may  be  added  in 
any  case.  The  preparation  is  now  ready  for  coating  the  paper 
which  should  be  done  by  brushing  on  a  thin  and  uniform  layer 
with  a  broad  camel's  hair  brush.    (See  Gum-Bichromate.)    The 
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paper  may  be  writing-paper  or  drawing-paper  of  any  required 
texture ;  but  to  obtain  the  finest  and  sharpest  detail  by  the 
artigue  method,  a  fine  paper,  such  as  "  Rives,"  should  be  used, 
and  this  should  be  coated  with  a  film  of  plain  gelatine  before 
applying  the  pigmented  mixture.  The  gelatinous  mixture  for 
use  as  a  substratum  may  consist  of 

Hard  gelatine,  as  Coignet's  gold  label     ...       i  part. 
Water '8  parts. 

Soak,  melt  in  water  bath,  strain  through  muslin  into  a  warmed 
porcelain  dish.  The  mixture  must  not  be  allowed  to  cool,  and 
each  sheet  much  be  floated  for  an  instant,  and  then  be  pinned 
up  to  dry.  (See  Pins.)  When  dry  it  is  coated  with  the  Indian 
ink  mixture  in  the  way  already  described.  The  paper  thus 
coated  is  insensitive  to  light,  and  must  be  sensitised  by  being 
floated,  face  upwards,  on  a  solution  of  ammonium  bichromate 
containing  I  part  of  the  salt  dissolved  in  from  lo  to  20  parts  of 
water.  If  the  paper  is  soft  and  porous  in  texture  the  weaker 
solution  should  be  used,  and  floating  for  a  few  seconds  may  be 
sufficient;  but  if  the  paper  is  close  in  texture  and  is  covered 
with  a  substratum  of  gelatine,  the  stronger  sensitising  liquid 
must  be  used,  and  the  paper  must  remain  floating  on  the  bath 
for  a  longer  period.  The  criterion  is  the  penetration  of  the 
bichromate  to  the  face  of  the  paper,  and  when  this  is  the  case 
the  pigmented  film  can  be  rubbed  off  by  gentle  friction  vfith  the 
finger.  Should  it  be  preferred  to  prepare  the  paper  so  that  it  shall 
be  sensitive  to  light  in  the  first  instance,  2^  parts  of  powdered 
bichromate  of  ammonium  are  stirred  into  the  mixture,  as  given 
above,  immediately  after  the  Indian  ink  has  been  added.  The 
insensitive  paper  will  keep  Indefinitely,  but  the  sensitive  paper 
will  only  keep  good  for  a  few  days.  When  the  paper  is  dry — 
and  it  should  be  dried  in  a  place  which,  like  a  kitchen,  has  a  fire 
constantly  burning,  and  the  walls  of  which  are  dry— it  is  ex- 
posed under  the  negative  until  details  are  visible  at  the  back. 
The  development  is  an  operation  in  which  very  widely  different 
treatment  may  be  necessary,  according  to  atmospheric  conditions 
and  other  circumstances  which  affect  the  solubility  of  the  pig- 
mented film ;  but  the  instructions  given  for  the  development  of 
the  non-transfer  pigment  print,  under  Gum-Bichromate,  may 
be  taken  as  generally  applicable.     When  the  basis  is  smooth 
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paper  coated  with  gelatine,  it  becomes  almost  essential  to  adopt 
M.  Artigue's  expedient  of  developing  with  a  soup-like  mixture 
ol  ground  sawdust  and  water,  as  then  the  image  lies  in  what 
is  in  effect  a  delicate  intaglio,  and  any  other  attrition  than  that 
of  the  wet  sawdust  would  tend  to  wipe  it  out  of  the  intaglio. 
The  sawdust  may  be  of  any  wood ;  but  it  should  either  be 
ground  in  a  roller-mill,  or  should  be  sifted,  and  only  that  used 
which  will  pass  through  a  No.  12  (12  meshes  to  linear  inch) 
sieve.  The  sawdust  being  mixed  with  water  of  the  required 
temperature  to  the  consistency  of  soup,  this  mixture  is  flushed 
and  re-flushed  over  the  pigmented  surface  until  development  is 
complete — any  increase  in  the  temperature  of  the  mixture  being 
regulated  by  the  considerations  given  above.  In  spite  of  the 
very  great  things  which  were  expected  of  the  Artigue  process 
when  the  last  edition  of  this  Dictionary  was  issued,  this 
process  has'  not  come  into  very  general  use,  the  more  plastic 
gum-bichromate  method  having  proved  more  widely  applicable. 
Those  interested  in  further  information  on  the  Artigue  process 
can  refer  to  Mr.  Pringle's  Paper  on  p.  84  of  The  Amateur 
Photographer  for  January  31st,  1896;  but,  on  the  other  hand, 
those  who  wish  to  realise  the  full  advantage  of  modern  methods 
in  which  the  essential  principle  of  the  Artigue  process  is  involved, 
should  study  the  article,  Gum-Bichkomate,  in  this  Dictionary. 

Artistic  Photography.  This  is  a  subject  which  cannot  well 
be  treated  of  in  the  present  work.  The  following  books  may, 
among  others,  be  studied  with  advantage.  "  Practical  Pictorial 
Photography,"  by  A.  Horsley  Hinton,  Part  I.  and  Part  II.,  is. 
each,  London,  Hazell,  Watson  &  Viney,  Ltd. ;  "  Picture  Making 
by  Photography,"  by  H.  P.  Robinson,  cloth,  2S.  6d.,  London, 
Hazell,  Watson  &  Viney,  Ltd. 

Artotype.    See  Collotype. 

Asphalt,  or  Bitumen  (Ger.,  Asphalt,  Judenpech;  Fr.,  Bitume 
dejudee  Asphalte;  Ital.,  Bitume  di  Giudea,  Asfalto).  Synonym  : 
Bitumen,  Jews'  pitch.  It  is  met  with  in  commerce  in  black  or 
brown  lumps  of  peculiar  gassy  and  tarry  odour,  and  is  obtained 
from  Syria,  Trinidad,  and  other  places.  Syrian  bitumen  is  the 
one  most  generally  used  in  photography  as  it  contains  52  per  cent, 
of  the  light-sensitive  preparation.    It  is  prepared  for  photographic 
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purposes  by  three  different  methods :  (i)  Solution  of  the  asphalt 
in  chloroform  and  precipitation  with  from  three  to  five  times  the 
quantity  of  ether.  (2)  Kayser's  method  of  washing  powdered 
raw  asphalt  with  ether,  and  using  the  dried  marc  for  tlie  prepara- 
tion of  the  light-sensitive  varnish.  (3)  Husnik's  method  of 
dissolving  raw  asphalt  in  the  smallest  quantity  possible  of 
German  turpentine  and  precipitating  with  several  times  the 
quantity  of  ether.  Kayser  proved  that  the  light-sensitiveness 
of  asphalt  increased  with  the  proportion  of  sulphur,  and  Valenta 
based  the  following  processes  of  increasing  the  sensitiveness  on 
this  statement.  To  prepare  the  light-sensitive  preparation  7  to  10 
parts  of  sulphur  should  be  dissolved  in  a  sufficient  quantity  of 
bisulphide  of  carbon,  and  added  to  100  parts  of  powdered  Syrian 
asphalt.  The  solution  is  then  freed  from  the  bisulphide  of 
carbon  by  evaporation,  and  best  heated  for  about  an  hour  in  a 
mortar  to  110°  C,  with  constant  attrition  with  the  pestle;  then 
in  a  roomy  air-bath  slowly  heated  till  sulphuretted  hydrogen 
escapes,  and  be  kept  at  a  temperature  of  about  180°  to  200° 
C.  for  5  to  6  hours.  The  formation  of  burnt  products,  which 
prove  a  decomposition  of  the  asphalt,  are  caused  by  too  high  a 
temperature,  and  is  to  be  avoided.  The  asphalt  thus  prepared, 
which  now  only  smells  faintly  of  sulphuretted  hydrogen,  should 
be  kept  in  a  well-closed'  bottle  in  the  dark.  For  working  in 
diffused  daylight,  and  especially  if  high  sensitiveness  is  desired, 
it  is  advisable  to  free  this  asphalt  from  any  existent  resin,  and 
from  traces  of  burnt  products,  which  may  be  effected  by  powder- 
ing and  treating  the  powder  with  ether,  and  with  agitation  in  a 
wide-mouthed  bottle  fitted  with  a  cork.  After  sufficient  action, 
2  to  3  hours,  the  ether  is  poured  oif  and  the  insoluble  portion  dried 
by  spreading  it  out  in  thin  layers  on  several  thicknesses  of  blotting 
paper.  For  use,  tour  parts  of  sulphurised  asphalt,  treated  as 
above,  are  to  be  dissolved  in  100  parts  of  benzol  (not  the  so- 
called  benzoline),  the  solution  filtered,  and  finally  diluted  till 
the  film  which  is  formed  by  pouring  it  on  the  zinc  plate  appears 
a  golden-yellow  colour.  (An  exposure  of  from  half-an-hour  to 
one  hour  of  the  solution  of  asphalt  in  an  open  flask  to  direct 
sunlight  is  advisable.)  To  develop  the  asphalt  pictures,  rectified 
oil  of  turpentine  free  from  acid,  as  for  example  French  or  Austrian 
turpentine,  should  be  used.  As  accelerator  of  development,  when 
there  has  been  considerable  over-exposure,  an  addition  of  so-called 
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Russian  or  Hungarian  turpentine  may  be  made,  which  oils,  when 
used  alone,  would  attack  the  image.  As  restrainer  in  developing, 
an  addition  of  ligroin,  benzoline  (petroleum  benzine),  or  wood 
oil  may  be  used.  The  development  is  best  effected  by  merely 
rocking  in  a  dish  without  the  help  of  any  pad  of  cotton  wool ; 
and  soon,  when  the  image  is  developed  clear,  it  should  be  well 
washed  in  a  stream  of  water  and  allowed  to  drain  and  dry.  (In 
order  to  avoid  the  unpleasant  action  of  adhering  drops  of  water, 
the  plate  may  be  washed  with  petroleum  benzine  before  wash- 
ing with  water.)  It  is  advantageous  before  gumming  the  plate 
to  expose  it,  as  the  image  adheres  better.  Valenta  also  sug- 
gests the  following  simplified  method  of  preparing  light-sensitive 
sulphurised  asphalt  or  bitumen: — loo  grammes  of  raw  Syrian 
asphalt  are  to  be  boiled  with  an  equal  quantity  of  commercial 
pseudo-cymene  in  which  12  grammes  of  sulphur  flowers  have 
been  dissolved.  When,  after  about  three  or  four  hours,  the 
formation  of  sulphuretted  hydrogen  has  ceased,  the  cymene 
is  distilled  off,  and  the  product  is  the  light-sensitive  asphalt 
from  which  the  film  is  prepared  in  the  usual  way  by  solution  in 
benzol.  The  new  preparation  is  soluble  in  benzol,  toluol,  cymene, 
xylol,  and  turpentine  ;  it  is  said  to  be  even  more  sensitive  than 
that  prepared  by  Valenta's  other  method.  Bitumen  is  used  in 
several  photomechanical  processes  for  making  a  light-sensitive 
film,  and  raw  bitumen  for  laying  the  ground  in  photogravure. 
A  kind  of  artificial  asphaltum  has  been  prepared  from  petroleum, 
Messrs.  Mabery  &  Byerley  having  found  that,  if  petroleum  is 
slowly  distilled  in  a  current  of  air,  and  at  a  temperature  not 
exceeding  650°  F.,  asphalts  of  various  degrees  of  hardness  are 
formed.  They  do  not  appear,  however,  to  have  studied  the  sen- 
sitiveness to  light  of  the  new  asphalts,  but  being  able  in  some 
sense  to  control  these,  the  viscosity  or  brittleness  of  the  product 
should  be  an  advantage  in  those  etching  processes  on  metal  in 
which  dusted  on  resists  are  used.  (See  the  following  article. 
Asphalt  Process.) 

Asphalt  Process,  or  Bitumen  Process.  This  process  is  the 
first  by  which  a  fixed  photograph,  in  the  ordinary  sense  of  the  term, 
was  produced,  and  it  is  still  employed  in  making  photo-etched 
blocks  and  plates.  Niepce,  as  early  as  1827,  produced  a  photo- 
graph of.  Kew  Church  on  a  metal  plate  coated  with  a  bitumen 
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varnish,  and  probably  he  employed  oil  of  turpentine  to  wash  away 
that  bitumen  which  had  not  been  rendered  insoluble  by  the  action 
of  light.  All  btiumens  and  asphalts  are  more  or  less  sensitive 
to  light ;  light  causing  the  material  to  become  insoluble  in  the 
usual  solvents  ;  and  any  bitumen  or  asphalt  may  be  dissolved  in 
benzol  (from  i  of  asphalt  in  20  of  benzol,  to  i  of  asphalt  in  6  of 
benzol),  and  a  metal  plate  having  been  coated  as  described  in 
the  preceding  article,  exposure  is  given  under  a  negative  if  relief 
block  is  wanted,  or  under  a  positive  if  an  intaglio  plate  is  re- 
quired. A  sufficient  exposure  having  been  given,  the  plate  is 
developed  as  already  described.  If  the  plate  is  copper  it  may 
now  be  etched  with  a  solution  of  ferric  chloride  (perchloride  of 
iron),  as  explained  under  the  head.  Photogravure,  and  men- 
tioned in  the  article.  Fish  Glue  Process.  If  the  plate  upon 
which  the  bitumen  resist  has  been  obtained  is  zinc,  the  per- 
chloride of  iron  may  be  used,  but  the  method  of  etching  described 
under  Chemigraphy  is  more  usual  for  zinc.  An  alternative 
method  of  working  on  zinc  is  to  treat  the  zinc  by  the  "  litho- 
graphic ''  method,  and  print  in  the  lithographic  press. 

Bitumen  Process  on  Lithographic  Stone.  A  lithographic  stone, 
cleaned  and  prepared  in  the  ordinary  way,  is  coated  with  the 
sensitive  bitumen  varnish  (the  best  being  that  prepared  as 
directed  in  the  preceding  article),  and  after  exposure  under  a 
negative,  the  soluble  bitumen  is  removed  as  already  directed 
(see  preceding  article).  The  stone,  having  been  next  washed  by 
a  vigorous  stream  of  water,  is  dried,  and  treated  by  the  usual 
lithographic  method.  A  good  handbook  of  lithography,  which 
gives  full  details,  is  Richmond's  "  Grammar  of  Lithography,'' 
London,  1880,  Wyman  &  Sons. 

Half-tone  or  Process  Blocks  by  the  Bitumen  Process.  A  copper 
or  zinc  plate  is  coated  with  bitumen,  and  it  is  exposed  under  a 
stippled  negative  of  the  kind  mentioned  in  the  article,  Fish 
Glue  Process.  After  development,  or  the  removal  of  the 
superfluous  bitumen,  the  plate  is  etched. 

Alberini's  Reversal  Bitumen  Process.  Alberini  finds  that  all 
the  above  methods  may  be  reversed  if  crude  bitumen  is  used, 
and  if,  after  sufficient  exposure,  the  film  is  developed  by  flooding 
with  alcohol,  the  action  of  the  alcohol  being  assisted  by  gentle 
friction  with  a  tuft  of  cotton  wool.  In  this  way  the  exposed  por- 
tions of  the  film  become  disintegrated  and  removed,  apparently 
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not  by  solution,  but  by  a  breaking  up  of  the  exposed  bitumen 
into  small  scales  or  grains.  (See  The  Amateur  Photographer, 
October  28th,  1898,  p.  854.) 

Astigmatism  ('a,  negative  particle,  and  o-T-iy/ii;,  a  dot  or  point). 
A  defect  in  lenses  from  which  vertical  and  horizontal  lines  near 
the  margin  of  the  field  cannot  be  both  accurately  focussed  at 


Fig.  7 

the  same  time.  It  is  particularly  noticeable  with  lenses  of  large 
aperture,  and  is  cured  to  some  extent  by  the  use  of  small 
diaphragms  or  by  special  selection  of  the  glass  and  calculation 
of  the  curves.  This  should  not  be  confounded  with  curvature 
of  the  field,  as  in  this  case  the  alteration  of  the  focus  will 
improve  the  marginal  definition,  though  destroying  the  focus  in 
the  centre.  To  explain  this  we  must  have  recourse  to  fig.  7. 
If  we  assume  1 0  m  n\.o  be  a  convex  lens,  and  a  b  its  axis,  and 
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R,R,R,R,R  rays  proceeding  from  a  point  at  some  distance  from  the 
axis,  and  from  this  point  draw  a  line  r  p,  cutting  the  axis  at  c,. 
and  draw  through  this  point,  and  the  principle  axis  of  the  lens,  a 
plane,  the  lens  will  be  cut  by  the  line  m.  At  right  angles  to  this 
we  draw  the  plane  o  n,  through  which  the  plane  of  rays,iR",R,R"', 
shall  pass.  We  shall  now  see  that  the  rays  passing  through 
oc  n  will  meet  at  the  point  p,  but  the  rays,  r',r',  passing  through 


Fie.  8. 

m  will  cut  the  axis  r  p  at  <?.  If  we  assume  that  we  have  two 
straight  lines  as  in  fig.  8  to  reproduce  at  the  margins  of  the  focus- 
sing screen,  we  shall  find  that  we  can  at  the  point  P  obtain  an 
image  oibb  every  point  of  which  is  slightly  lengthened,  and  can  be 
represented  as  in  fig.  8  d,  whilst  the  upright  line  a  a  will  be  repre- 
sented by  «',  e"  and  appear  as  in  fig.  8  d.  If,  however,  we  focus 
on  a  a,  then  we  shall  obtain  a  sharp  image  at  «,  whilst  bb  will  be 


Fig.  9. 

represented  as  in  fig.  7  c.  Some  of  the  later  forms  of  lenses  are  free 
rom  astigmatism  over  a  large  field,  notably  the  Anastigraats  of  • 
Zeiss  and  Goerz.  In  the  old  forms  the  optician  has  to  make  a 
compromise  between  curvature  of  the  field  and  astigmatism  ;  and 
the  best  lenses  are  those  which  represent  a  point  as  a  somewhat 
thickened  star.  In  focussing  a  line  at  P,  fig.  7,  and  racking  the 
lens  in  to  o,  it  goes  through  the  shapes  shown  in  fig.  9. 
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Astronomical  Photography.  This  is  to  a  great  extent  beyond 
the  reach  of  the  ordinary  worker,  as  the  size  of  the  images  given 
by  ordinary  photographic  lenses  is  excessively  small,  being,  in  the 
case  of  the  sun  or  moon,  ^\  of  an  inch  in  diameter  for  every  ten 
inches  of  focus,  but  with  Dallmeyer's  telephotographic  lenses 
considerable  augmentation  of  the  size  is  obtained  ;  on  the  other 
hand,  virhen  it  is  desired  to  obtain  negatives  of  any  portion  of  the 
sky,  portrait  lenses  of  about  6  inches  aperture  and  30  inches  focus 
may  be  used  for  half  or  whole  plates,  which  will  give  fairly 
successful  results.  A  useful  article  on  this  subject  will  be  found 
in  Astronomy  and  Astrophysics,  October  1892,  p.  641.  Pos- 
sessors of  a  i\  or  3-inch  refracting  telescope  may,  however, 
wish  to  utilise  the  same  for  lunar  or  stellar  work,  and  in  such  a 
case  it  is  necessary  to  remove  the  eye-piece,  and  attach  a  very 
light  camera  in  its  place,  the  operation  of  focussing  and  exposing 
being  the  same  as  usual,  using  very  rapid  plates,  and  giving 
exposures  of  about  |  or  J  sec. ;  longer  than  this  will  cause  blur- 
ring of  the  image,  due  to  the  combined  movements  of  the  earth 
and  moon.  As  astronomical  telescopes  are  corrected  for  the 
visual  and  not  the  chemical  rays,  it  is  necessary  to  find  out 
experimentally  the  difference ;  and  this  is  best  done  by  focussing 
with  the  eye  as  sharply  as  possible,  and  then  racking  the  plane 
of  the  sensitive  surface  further  out  by  sixteenths  of  an  inch, 
making  an  exposure  after  each  movement  till  the  sharpest  image 
is  obtained  on  the  negative  after  development.  The  distance 
thus  found  may  be  once  for  all  marked  on  the  draw-tube  of  the 
telescope.  A  simple  and  remarkably  ingenious  device,  described 
by  Lord  Crawford  about  twenty  years  ago,  serves  to  transform 
the  pillar  and  claw  stand  into  a  form  of  equatorial,  very  serviceable 
for  such  work  as  the  ordinary  amateur  is  likely  to  undertake ; 
any  object  in  the  great  revolving  sphere  of  the  heavens  being 
now  easily  followed  by  one  movement  of  the  telescope  or  camera, 
instead  of  the  double  movement  otherwise  necessary.  The  sketch 
shows  a  form  of  Lord  Crawford's  device,  easily  arranged  by 
any  one  possessing  a  small  telescope  and  stand  of  the  usual 
pattern.  In  the  first  place  the  telescope  stand  must  be  mounted 
on  a  firm  slab  or  bench,  as  shown  in  our  sketch,  the  bench  being 
adjusted  as  accurately  as  possible  north  and  south.  When  we 
say  the  telescope  stand  is  to  be  mounted  on  the  slab,  we  mean 
that  provision  should  be  made  for  readily  mounting  it,  as  the 
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bench  should  ordinarily  be  a  rough,  heavy  table  kept  out  ot 
doors,  a  recess  in  the  bench  and  thumbscrew  for  each  foot  being 
sufficient ;  and  care  should  be  taken  that  when  the  stand  is  in 
its  place  the  pillar  is  vertical.  A  position  b  is  now  found  on  the 
meridian  line  b  c,  where  a  line  drawn  from  the  centre  of  motion 
of  the  altitude  axis  a  will  form  at  B  the  angle  a  B  c  equal  to  the 
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latitude  of  the  place.  A  Londoner  would  therefore  make  the 
angle  a  b  c  equal  51°  30',  and  a  worker  in  Edinburgh  would 
make  it  equal  56°.  A  cord  is  now  attached  to  the  telescope  at 
the  object  glass  and  passed  through  the  hole  b,  this  cord  being- 
kept  conveniently  tense  by  a  weight  d,  which  weight  should  not 
be  so  heavy  as  to  interfere  with  the  free  control  of  the  telescope 
by  the  observer.  The  object  having  been  found,  the  cord  is 
clamped  at  b,  and  the  object  can  now  be  followed  by  so  moving 
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the  telescope  as  to  keep  the  cord  tense.  A  peg  of  wood  in  the 
hole  B  will  serve  to  clamp  the  cord,  although  Lord  Crawford 
used  a  clamping  screw  which  drove  the  cord  into  a  narrow  groove, 
and  so  very  accurately  fixed  its  position.  When  the  telescope 
is  used  as  a  camera  a  finder  as  shown  in  the  sketch,  is  especially 
useful,  although  it  is  not  difficult  to  so  mount  the  original  eye- 
piece of  the  telescope  in  the  focussing  screen  frame  of  the 
camera  that  it  will  serve  as  a  finder.  To  photograph  a  group  of 
stars  will  generally  involve  an  exposure  of  some  minutes,  and 
each  star  will  be  represented  not  as  a  point,  but  as  a  tracing  of 
its  apparent  path.  Such  a  stellar  photograph  has,  as  Dr.  Stolze 
pointed  out  some  years  ago,  the  special  advantage  that  a  spot  on 
the  plate  is  not  liable  to  be  confounded  with  a  stellar  image. 
Photographs  of  the  sun  may  be  so  instantaneous  that  the  move- 
ment does  not  count. 

Exposure  when  the  Moon  is  Photographed.  Writmg  in  The 
Amateur  Photographer  for  July  9th,  1897,  Dr.  Woolsey 
Blacklock  says : — "  I  would  suggest  that  the  maximum  exposure 
with  a  fixed  telescope  is  half  a  second,  if  the  image  is  intended  to 
be  enlarged  to  1^  inches,  and  it  ought  to  bear  this.  The  angular 
diameter  of  the  moon  may  be  taken  roughly  as  half  a  degree, 
and  it  moves  the  same  distance  in  two  minutes,  or  240  half- 
seconds,  therefore  if  the  final  image  is  intended  to  be  2\  inch 
diameter,  or  r^ths  of  an  inch,  it  will  practically  move  rrsth 
inches  in  half  a  second,  and  a  longer  exposure  will  cause 
blurring.  This  exposure  is  ample  for  the  full  moon  in  winter, 
but  scarcely  enough  for  the  craters  near  the  terminator  at  the 
quarters." 

Astronomical  Work  with  an  Ordinary  Camera.  Mr.  Barker 
North  treats  of  this  subject  in  The  Amateur  Photographer 
for  December  26th,  1901  (p.  514),  and  he  points  out  that,  for 
purposes  of  measurement,  star  trails  are  often  more  convenient 
than  point- like  images.  He  gives  a  photograph  showing  the 
trails  of  the  circumpolar  stars.  In  a  subsequent  issue  (Jan.  9th, 
1902,  p.  22),  Mr.  E.  W.  Maunder  emphasises  the  value  of  the 
star-trail  method  with  an  ordinary  camera,  and  he  points  out 
that,  by  interrupting  the  exposure  for  about  20  seconds,  the  time 
of  any  events  {e.g.  a  meteor)  may  be  registered.  Further,  it  is 
pointed  out  how  the  trail  method  with  gaps  may  prove  valuable 
as  a  means  of  automatic  record. 
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Atmograph,  Atmography.  Pictures  obtained  or  developed 
by  the  action  of  smoke  or  vapours  have  been  called  atmographs. 
(See  Vapography). 

Atmospliere  in  a  Fhotograpli.    See  Aerial  Perspective. 

Atmospheric  Action.  It  must  not  be  forgotten  that  deve- 
lopers are  substances  more  or  less  ready  to  take  up  oxygen  from 
the  atmosphere,  and  that  in  so  doing  not  only  is  their  developing 
action  weakened,  but  more  or  less  objectionable  products  are 
formed.  When  a  made  up  developer  is  required  in  considerable 
quantity,  so  as  to  be  ready  for  frequent  use,  the  device  sketched 
below  serves  admirably  as  a  protection  against  deterioration  by 
atmospheric  action,  and  yet  allows  small  quantities  to  be  drawn 
off  for  use  as  required.  Let  A  be  the  top  of  the  work  bench  in 
which  is  cut  a  hole  large  enough  to  easily  admit  the  neck  of  the 
bottle,  B,  which  bottle  stands  on  a  shelf,  i,  so  trimmed  at  one  end 
as  to  allow  of  the  bottle  being  placed  in  position  as  shown.  The 
bottle.  A,  may  be  of  any  required  size,  from  a  pint  to  a  gallon  or 
more,  and  it  is  fitted  with  a  doubly  perforated  indiarubber  cork 
(obtainable  at  Hancock's  Rubber  Works,  Goswell  Road).  Two 
bent  glass  tubes  pass  through  the  cork  as  shown,  instructions  for 
obtaining  and  bending  these  being  given  under  the  article  Glass 
{q.v.).  The  cork  bearing  the  tubes  having  been  removed  the 
developer  is  poured  in,  and  then  sufficient  of  the  ordinary  paraffin 
oil  used  for  lamps  to  form  a  floating  layer,  h,  about  an  inch  deep. 
The  cork  being  placed  in  position,  any  required  quantity  of 
the  developer  can  be  made  to  flow  out  of  the  doubly  bent 
tube,  E,  into  the  developing  cup,  f,  by  blowing  in  the  tube,  d. 
When  the  paraffin  oil  is  first  poured  in,  the  tube,  e,  should  be 
sufficiently  immersed  in  the  fluid  to  well  cover  the  end,  in  order 
to  prevent  any  oil  entering  the  tube  in  question.  When  fresh 
developer  is  to  be  added  to  the  contents  of  the  bottle,  a  con- 
venient plan  is  to  pour  it  through  d,  to  which  a  funnel,  j,  is 
temporarily  connected  by  an  indiarubber  tube,  as  by  this  means 
the  paraffin  oil  is  kept  from  the  end  of  the  tube,  e.  Other  means 
of  providing  for  this  will  suggest  themselves,  such,  for  example, 
as  the  precaution  of  closing  the  upper  end  of  e  with  the  finger 
when  replacing  it  after  removal.  If  the  developer  is  poured  in 
through  D,  the  attachment  of  a  short  length  of  rubber  tube  as  a 
mouthpiece  is  an  obvious  precaution.    Another  way  of  filling  the 
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apparatus  is  to  raise  the  developing  cup,  r,  so  that  e  about 
touches  the  bottom,  pour  in  the  developer  and  suck  out  the  air 
at  D,  keeping  a  sufficient  supply  in  f.  In  practice  this  is  un- 
pleasant, owing  to  the  vapour  of  paraffin  which  is  inhaled,  to 
say  nothing  of  the  possibility  of  sucking  liquid  paraffin  into 
the  mouth.  Although  the  atmospheric  action  through  the  upper 
end  of  E  will  never  be  considerable,  it  may  often— or,  indeed, 


Fig.  II 


generally — be  closed  by  a  small  cup  ol  water,  in  which  a  crystal 
of  sodium  sulphite  may  be  dissolved,  this  cup  being  retained  in 
position  by  a  suitable  block,  G.  Protection  of  sensitised  paper, 
etc.,  from  atmospheric  action.    (See  Calcium  Tube.) 

Atomic  Theory,  Calculations  based  on.  See  Equivalence, 
Chemical  ;  also  Weights  and  Measures 

Anrantia.  N(C6H,[N02],)jNHj  is  formed  by  the  nitrifica- 
tion of  Diphenylamin.  The  commercial  preparation  contains 
numerous  impurities  insoluble  in  alcohol,  but  the  pure  dye  is 
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easily  soluble  in  alcohol,  is  not  destroyed  by  acids,  and  with 
alkalies  turns  more  reddish.  It  has  been  used  in  orthochromatic 
photography,  not  only  for  sensitising  plates,  but  also  for  the  pre- 
paration of  the  coloured  Screens  {g.v.^,  and  in  the  preparation 
of  a  solution  which  has  been  recommended  as  an  addition 
to  developers,  so  that  plates  could  be  developed  in'  ordinary 
rooms  without  fogging.  The  formula  of  such  a  preparation  is  as 
follows : — 

Aurantia  ...  ...  ...  ...  ...  1 6  parts. 

Carmine  ...  ...  ...  ...  ...         8     ,, 

Water  ...  ...  ...  ...  ...  24     „ 

Alcohol  ...  ...  ...  ..  ...  24     ,, 

Add  sufficient  ammonia  to  effect  complete  solution.  Six  parts 
of  this  to  be  added  to  every  100  of  developer.  Its  use,  we  need 
scarcely  add,  is  not  to  be  commended. 

Aurine.  Synonyms :  Rosolic  acid,  Yellow  coralline.  This 
is  a  dark,  amorphous  mass  of  reddish-green,  iridescent  tinge, 
formed  by  the  treatment  of  carbolic  acid  with  acids,  etc.  It  is 
insoluble  in  water,  but  soluble  in  spirit  and  ether,  which  it 
colours' yellow.  It  has  been  suggested  to  make  non-actinic 
leather  collodion,  which  should  be  poured  on  the  back  of  the 
dry  plate  to  prevent  halation. 

Autogravure.  A  term  applied  to  prints  obtained  by  the 
Photogravure  process  (g.v.). 

Automatic  Oxygen  Generators.  Several  devices  exist  in 
which  the  gas-holder  itself  controls  the  generation  of  the  gas — 
a  clever  contrivance  by  Mr.  G.  R.  Prouse  being  described  in  the 
Magic  Lantern  Journal  for  1892.  Another  by  Mr.  Mcintosh, 
of  Chicago,  was  very  highly  spoken  of  by  Professor  Burton. 
Still  another  form  is  described  in  the  Magic  Lantern  Journal 
for  November,  1901. 

Automatic  Photography.  Several  machines  have  been  in- 
vented, consisting  of  mechanism  set  in  motion  by  dropping  a 
coin  in  a  slot,  and  which  are  supposed  to  turn  out  photographs. 
Such  devices  have  hitherto  been  unsuccessful,  and  generally  it 
has  been  necessary  to  provide  an  attendant  to  look  after  the 
working  of  the  machine.     Semi-automatic  machines,  in  which 
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the  passage  of  the  plate  through  the  various  baths  is  controlled 
by  an  operator  outside,  and  in  which  the  use  of  a  dark  room 
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is  avoided,  have  been  more  successful — notably,  the  apparatus 
of  Mr.  Nievsky,  which  is  shown  in  the  subjoined  sketch  (Fig.  12), 
taken  from  the  Photogram,  the  dotted  portion  being  a  black  cloth 
tent,  and  the  apparatus  supplied  by  M.  Fallen,  of  Paris,  the 
interior  of  which  is  shown  by  Fig.  13.  (See  also  following 
article.) 

Automatic  Printing  Machines.  As  far  back  as  i860, 
Mr.  Fontayne,  of  Cincinnati,  had  in  operation  an  exposure 
machine  in  which  two  hundred  exposures  a  minute  were  made 
upon  a  band  of  sensitive  paper.  Fontayne  used  sunlight  con- 
centrated upon  the  negative  by  a  large  condensing  lens,  and  at 
the  meeting  of  the  American  Photographical  Society,  held  on 
August  13th,  i860,  Mr.  C.  H.  Babcock  exhibited  bands  of  paper 
upon  which  Mr.  Fontayne  had  made  prints  by  his  machine. 
In  1882  Mr.  Tromel  introduced  a  very  much  simplified  form 
in  which  the  paper  was  not  exposed  automatically ;  in  fact, 
Mr.  Tromel's  device  was  really  not  much  more  than  a  com- 
bination of  a  roller  slide  and  a  printing  frame  ;  but  a  year 
afterwards.  Dr.  Just,  of  Vienna,  called  renewed  attention  to  the 
subject  of  automatic  exposures  on  a  band  of  paper,  by  exhibiting 
some  interesting  results  at  the  Brussels  Exhibition  in  1883.  He 
showed  four  series  of  prints  made  by  ordinary  daylight  at  the 
rate  of  from  400  to  500  an  hour ;  the  time  required  for  exposure 
limiting  the  speed.  He  also  showed  platinotypes  printed  on 
bands  of  paper  by  his  machine,  the  rate  of  production  being,  of 
course,  very  slow  in  this  case.  Soon  after  this,  Colonel  Hoe, 
a  member  of  the  celebrated  firm  of  printing-machine  makers, 
Messrs.  Hoe  &  Co.,  of  New  York,  gave  some  attention  to  the 
matter,  and  suggested  the  possibility  of  newspaper  printing  by 
flashing  the  electric  light  a  hundred  times  a  minute,  or  six 
thousand  times  an  hour,  through  a  negative  representing  one  side 
of  the  paper,  and  on  to  a  web  of  sensitive  paper  passing  under 
the  negative.  In  1886  Herr  E.  Krauss  constructed  an-  ingenious 
device  by  which  numbers  and  letters  might  be  impressed  from 
transparent  bands  upon  a  sensitive  plate,  thus  laying  the  founda- 
tion for  something  like  a  photographic  type-writer,  by  which  a 
"letterpress"  negative  may  be  made  as  rapidly  as  a  type 
writing ;  an  interesting  :novelty  in  connection  with  a  recent  in- 
vention by  Mr.  Friese  Greene.     One  form  of  Mr.  Friese  Greene's 
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machine  contains  what  may  be  regarded  as  a  cylindrical  and 
self-luminous  negative  ;  a  glass  cylinder  upon  which  is  wrapped 
a  celluloid  negative,  containing  an  incandescent  electric  lamp. 
As  the  band  of  bromide  rolls  over  this  it  becomes  impressed, 
and  before  it  leaves  the  machine  it  is  developed,  fixed,  washed, 
and  dried.  This  machine  is  intended  for  magazine  printing,  the 
text  being  printed  with  the  pictures,  by  the  type-writer  device 
above  mentioned.  A  single  line  of  characters  being  brought  into 
order  by  Mr.  Greene's  machine,  this  line  is  photographed  on  a 
roll  of  film  which  moves  just  the  depth  of  a  line,  when  another 
line  is  set,  and  photographed  on  the  same  roll  of  film. 

Autotype  Process.    See  Carbon  Process. 

Aux  Deux  Crayons.  A  certain  style  of  stained  or  toned  silver 
print  is  or  has  been  known  by  this  expression  in  the  United 
States.  Mr.  W.  Bell,  who  advocated  this  style,  says,  "  Make  two 
solutions,  viz.: — No.  i.  Aloes,  powdered,  I  oz.,  alcohol  12  ozs 
No.  2.  Water  12  ozs.,  liquor  ammonise  15  drops.  Immerse 
prints  on  albumenised  paper  in  No.  i  until  they  take  a  bright 
lemon  colour,  then  wash  them  well,  and  put  them  in  solution 
No.  2.  Let  them  remain  until  they  are  a  warm  orange  colour, 
and  again  wash  them.  Mount  and  touch  up  the  whites  with 
Chinese  or  any  good  white,  and  the  blacks  with  Indian  ink. 
After  touching  up  the  whites  and  blacks,  coat  the  pictures  with 
the  following: — Plain  collodion  6  ozs.,  castor-oil  12  drops." 
A  similar  proceeding  may  be  carried  out  with  bromide,  platino- 
type,  or  other  prints. 

Auxiliary  Exposure.  It  is  needless  to  state  that  a  certain 
minimum  exposure  is  necessary  to  obtain  any  action.  When, 
from  certain  circumstances,  the  exposure  is  too  short  to  allow 
of  the  whole  of  the  image,  particularly  in  the  shadows,  affecting 
the  film,  it  has  been  stated  that  an  auxiliary  exposure  is  of 
great  assistance.  The  auxiliary  exposure  may  be  either  pre- 
liminary to  or  after  the  real  exposure.  In  the  old  daguerreo- 
type days  it  was  sometimes  customary  to  expose  the  plate, 
after  the  real  exposure  had  been  given,  to  the  light  passing 
through  red  or  yellow  glass,  and  a  more  fully  exposed  image 
was  said  to  be  obtained.  With  the  wet-plate  process  a  similar 
proceeding  was    warmly   upheld    by   several    experts.      With 
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gelatino-bromide  plates,  in  consequence  of  their  rapidity,  the 
auxiliary  exposure  is  so  extremely  short  that  indubitable  proof 
of  its  advantage  is  hard  to  obtain.  A  method  suggested,  and 
which  has  certainly  the  merit  of  simplicity  to  recommend  it, 
is  to  replace  the  ordinary  lens  cap  with  a  flap  shutter,  the 
inside  of  which  is  a  sheet  of  pale  yellow  glass,  ground  on  one 
side.  The  shutter  is  so  arranged  that  the  glass  and  flap  can 
be  lifted  together  to  give  the  true  exposure ;  and,  when  this  is 
completed,  the  shutter  alone  is  lifted,  leaving  the  yellow  glass 
covering  the  lens,  and  a  flash  as  quick  as  possible  is  given 
through  this.  It  is  only  fair  to  add  that  the  benefit  of  an  auxiliary 
exposure  with  dry  plates  is  much  disputed,  and  possibly  because 
it  has  to  be  so  short,  or  else  general  fog  supervenes.  The 
rationale  of  auxiliary  exposure  is  that  it  either  commences 
the  necessary  chemical  action,  or  else  adds  to  the  action 
already  commenced  by  the  true  exposure,  and  thus  gives  a 
developable  image,  or  one  which  develops  more  easily.  Auxi- 
liary exposure  has  also  been  suggested  for  printing  processes, 
and  with  regard  to  gelatino-chloride  paper  there  is  no  doubt 
that  a  preliminary  exposure  to  white  light  prevents  loss  of 
detail  in  the  high  lights  during  the  processes  of  toning  and 
fixing. 

Axis.  The  axis  of  a  lens  is  the  imaginary  straight  line  which 
passes  through  the  optical  centre  of  the  lens.  The  principal  axis 
passes  through  the  centre  of  the  radius  of  curvature  and  the 
optical  centre  ;  any  other  straight  line  passing  through  the  optical 
centre  is  termed  a  secondary  axis. 

Azaline.  This  is  a  mixture  of  quinoline,  or  chinoline,  red  and 
quinoline  blue,  or  cyanin,  in  the  proportion  of  lo  parts  of  the 
former  to  i  part  of  the  latter  dissolved  in  looo  parts  of  alcohol 
and,  when  mixed  with  ammonia  and  water,  is  used  in  ortho- 
chromatic  photography  to  sensitise  plates  for  red  and  yellow. 
The  actual  bath  is  prepared  as  follows : — 

Azaline  solution,  as  above 4  parts. 

Liq.  ammonia  ...         ...  i 

Alcohol  ^o 

Water 70 

Azote,  Azotate.     Old  synonyms  for  nitrogen  and  nitrate. 
66 


Background 

fiackground.  Anything  used,  as  the  name  implies,  as  sub- 
ordinate to  or  behind  the  principal  figure  or  figures  or  objects  in 
a  photograph.  There  are  many  kinds — natural,  artificial,  in- 
teriors, exteriors,  or  plain.  Natural  backgrounds  when  properly 
used  are  the  most  pleasing,  and  as  these  cannot  be  made  to 
order,  the  intelligent  amateur  will  choose  his  own.  The  artificial 
background  is  too  well  known  from  the  work  of  the  professional 
to  need  much  description.  A  pleasing  plain  background  can  be 
made  with  a  workhouse  or  dark  brown  blanket,  or  with  one  of 
the  ordinary  kind.  An  ordinary  white  sheet,  or  even  brown 
paper  of  the  kind  used"  for  placing  under  carpets,  may  be  pressed 
into  service  in  place  of  better  material.  The  following  directions 
for  making  a  movable  background  may  be  of  service  to  some : — 
Make  a  frame  of  inch  deal  6  ft.  high  and  4  ft.  6  ins.  wide.  It  can 
be  made  to  take  to  pieces  by  using  iron  pins  at  the  corners.  At 
the  top  have  two  projecting  iron  rods,  about  4  ft.  long,  at  an  angle 
of  135°.  This  to  be  made  extendable  at  will.  Side-shades 
should  be  made  in  the  same  manner.  Unbleached  calico  can 
be '  used,  which  should  be  freely  painted  over  with  the  following 
distemper : — 

Common  whiting      lib. 

Glue  powder...        ...        ...  ^  „ 

Treacle  I  pint. 

Water  ^  gall. 

Mix  the  above  thoroughly,  and  add 

Ivory  black i  oz. 

Ultramarine  ...         i  ,, 

Red  ochre     ...        ...        i  „ 

ground  down  into  a  very  fine  cream  with  water.  It  can  be 
darkened  or  lightened  according  to  amount  of  colour  added  ;  the 
colour  is  lighter  when  dry.  Some  of  the  most  artistic  results  are 
to  be  obtained  by  the  use  of  graduated  or  shaded  backgrounds  ; 
these,  though  somewhat  difScijlt  to  successfully  make  at  home, 
may  be  obtained  at  a  very  reasonable  price  from  nearly  all 
dealers.  A  convenient  framd  or  support  for  amateurs'  back- 
grounds has  been  devised  by  M.  D'Abmonville.  To  each  end  of 
the  background  is  nailed  a  roller  of  bamboo ;  and  the  supports 
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are  two  long  lengths  of  bamboo  carrying  a  point  at  each  end, 
these  serving  to  support  the  background  against  a  wall  as  shown 
in  the  sketch  (Fig.  14),  the  lower  points  engaging  slightly  in  the 
floor  so  as  to  hinder  them  from  slipping  outwards.  For  porta- 
bility, the  two  long  lengths  which  serve  the  double  purpose  of 
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Fig.  14. 

struts  and  supports  may  be  divided  and  furnished  with  a  socket- 
joint  at  D.    (Also  see  Portraiture.) 

Backing  Plates  consists  of  coating  the  back  of  plates  with 
some  black  or  non-actinic  substance  to  prevent  Halation  (g.v.). 
The  essentials  of  a  perfect  backing  are  that  it  should  reflect 
no  rays  of  light — or,  at  least,  only  those  that  are  non-actinic — 
and  that  it  should  be  in  absolute  optical  contact  with  the  back 
of  plate.  Several  methods  have  been  recommended,  coating 
the  back  of  the  plate  with  collodion  stained  with  aurin  or  any 
non-actinic  dye  being  a  method  which  is  easier  advised  than 
done  in  the  dim  light  of  the  dark-room.  The  following,  if 
spread  upon  brown  paper  and  damped  before  applying  to  the 
plate,  answers  well :  — 


Powdered  burnt;  sienna 

Gum 

Glycerine      

Water 


I  oz. 

I  >, 

i  „ 

10  ozs. 
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Or 

Gelatine  50    g^g. 

Glycerine  j  02. 

Water  .  , 

T      J-  •      1  .  '"  '"'  "■  '"  " 

Indian  ink  or  ivory  black 30  grs. 

Whatever  backing  is  used,  it  must  be  removed  before  develop- 
ing. Debenham  has  suggested  the  use  of  caramel  or  burnt  sugar 
and  sienna;  it  has  been  found  to  be  the  most  effective  and 
easily  prepared  of  any,  and  is  made  with 

Mucilage        i  qz. 

Caramel         ....  i 

Burnt  Sienna  in  powder     ...         ...         ...         i 

Mix  in  a  mortar ;  distribute  this  over  the  back  of  the  plate  with 
a  roller  squeegee  or  pad  of  lint.  Cornu  recommends  a  mixture 
of  6  parts  of  oil  of  cloves,  and  i  part  of  oil  of  turpentine  made 
into  a  paste  with  lampblack. 

Bain  Marie.  A  water  bath,  similar  in  principle  to  the 
ordinary  glue  pot. 

Balance,  for  weighing.    See  Weighing  and  Measuring. 

Balance  of  Effect.  A  term  used  in  composition  to  denote 
the  proper  relation  of  lines  and  lights  and  shadows,  so  as  to 
secure  harmonious  and  symmetrical  pictures.  The  subject  is 
much  too  comprehensive  to  treat  of  here,  H.  P.  Robinson's 
"  Pictorial  Effect  in  Photography  "  being  the  best  guide  on  the 
subject. 

Balloon  Photography.  As  early  as  1858  Nadar  of  Paris 
obtained  a  photograph  of  the  earth  below  from  the  car  of  a  balloon, 
and  during  the  American  war  of  1861-2,  photography  from  balloons 
was  practically  applied  to  warfare.  Since  that  date  numerous 
experiments  have  been  made,  both  with  captivS  and  free  balloons, 
to  obtain  results  which  might  be  of  value  in  warfare.  The 
attempts  have  proved  that  such  work  is  not  only  possible,  but 
may  prove  of  value. 

Balsaming,  Re-,  of  Lenses.  In  order  to  reduce  reflection 
and  consequent  degradation  of  image,  those  contact  surfaces  of 
lenses  which  are  ground  to  the  same  curve  are  usually  cemented 
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together  with  Canada  balsam.  Occasionally  these  cemented 
surfaces  separate  more  or  less  completely,  or  the  balsam  under- 
goes a  kind  of  congelation ;  while  occasionally  it  becomes  so 
yellow  as  to  make  the  lens  extremely  slow  in  its  action.  The 
separation,  cleaning,  and  recementing  which  then  becomes 
necessary  is  neither  difficult  nor  does  it  involve  much  risk, 
although,  where  practicable,  it  is  better  to  send  the  lens  to  the 
maker.  The  principle  points  of  the  operation,  as  described  by 
Mr.  J.  Trail  Taylor,  are: — (i)  Boiling  the  combination  in  water, 
with  precautions  against  mechanical  damage  and  sudden  heating  ; 
(2)  separation  by  sliding  one  glass  over  the  other ;  (3)  clearing 
by  ether,  old  collodion,  or  alcohol ;  (4)  recementing.  For  this 
purpose  the  lens  with  the  concavity  is  laid  on  a  sheet  of  paper 
and  a  large  drop  of  clear  Canada  balsam  is  placed  centrally  on 
the  concavity.  The  convex  surface  is  now  brought  down  steadily 
into  its  place,  so  that  the  balsam  exudes  all  round.  The  two 
glasses  are  now  tied  with  a  long  string,  which  is  made  to  cross 
and  recross  in  many  directions,  care  being  taken  that  the  edges 
of  the  glasses  coincide.  In  this  condition  the  lens  is  allowed  to 
remain  in  a  warm  place  until  the  balsam  at  the  edges  has 
hardened,  when  the  string  is  removed  and  the  lens  cleaned  by 
similar  means  to  those  previously  employed. 

Barium  Bromide  (Ger.,  Baryum  bromid;  Fr.,  Bromure  de 
baryum ;  Ital.,  Bromuro  di  bario).  BaBr^.  Crystallises  with 
2H2O.  Solubility  :  100  parts  are  soluble  in  96  parts  of  cold  water, 
and  in  75  parts  boiling ;  it  is  also  soluble  in  alcohol  and  ether. 
Occasionally  used  in  collodion.  Like  all  barium  salts  it  is 
poisonous. 

Barium  Chloride  (Ger.,  Bariumchlorid  or  Chlorbarium  ;  Fr., 
Chlorure  de  baryum  ;  Ital.,  Cloruro  di  bario).  BaCl^.  Occurs  as 
white  tabular  crystals,  permanent  in  air,  which  lose  their  water 
ol  crystallisation  at  150°.  It  is  poisonous.  It  is  occasionally 
employed  in  salting  albumenised  paper,  and  for  making  Baryta 
Paper  {q.v^  and  imitation  opal  glass.  Solubility ;  36  per  cent, 
in  cold,  59  per  cent,  in  boiling,  water ;  O'Oi  per  cent,  in  cold 
alcohol,  0'5  per  cent,  in  hot  alcohol,  10  per  cent,  in  glycerine. 

Barium  Iodide  (Ger.,  lodbarium;  Fr.,  lodure  de  baryum; 
Ital.,    loduro    di   bario).      Balj  =  391.      Deliquescent    tabular 
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crystals.     Solubility  :  i  in  -48  of  cold,  and  i  in  -35  of  hot  water  ; 
soluble  in  spirit,  and  slightly  so  in  ether.     Used  in  collodion. 

Barium  Nitrate  (Ger.,  Bariumnitrat ;  Fr.,  Azotate  de 
baryum;  Ital.,  Azotato  di  barite).  Ba  (N03)2  =  261.  Solu- 
bility: 8  per  cent,  in  cold,  35  per  cent,  in  hot  water;  insoluble 
in  alcohol.  It  is  poisonous.  Used  to  prepare  ferrous  nitrate — a 
developer  for  the  wet-plate  process.  It  is  also  recommended  as 
an  addition  to  the  silver  bath  to  prevent  the  formation  of  pin- 
holes, and  has  been  suggested  as  an  ingredient  in  magnesium 
flash-light. 

Barium  Sulphate  (Ger.,  Bariumsulfat,  or  Schwerspath  ; 
Fr.,  Sulfate  de  baryutn;  Ital.,  Solfato  bi  barite).  BaSO,. 
Synonym  :  Heavy  spar,  Blanc  fixe,  Mountain  snow.  Used  as  a 
pigment  and  in  the  form  of  an  emulsion  to  prepare  baryta  paper 
and  imitation  opal  glass. 

Barjrta  Paper  (Ger.,  Kreide-papier,  or  Baryt-papier).  Paper 
coated  with  an  emulsion  of  sulphate  of  barium,  made  partly 
insoluble  by  chrome  alum,  and  which  is  used  as  a  support 
for  gelatino-chloride  printing-out  emulsions  and  for  collotype 
printing,  etc.     A  formula  for  its  preparation  is  the  following : — 

I. 

Gelatine,  Heinrich's             90  grs. 

Barium  chloride       30      „ 

Distilled  water         5  ozs. 

II. 

Ammonium  sulphate  15  grs. 

Distilled  water         2^  ozs. 

Soak  the  gelatine  in  the  water  till  soft,  add  the  barium,  and 
dissolve  by  heat ;  then  add  solution  II.  in  small  quantities, 
shaking  between  each  addition ;  allow  the  emulsion  to  set ; 
break  up  into  small  pieces ;  wash  thoroughly,  and  add  ■]\  grains 
of  chrome  alum  previously  dissolved  in  a  little  water. 

Base,  and  Basic.  An  approximate  definition  of  a  base  is 
having  properties  allied  to  those  of  an  alkali  {q.v^j,  as  far  as 
reacting  with  acids  to  form  salts  is  concerned.  Basic  salts  are 
salts    in  which   the   metallic,    basic,   or   electro   positive,    side 
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predominates ;  iron  (ferric)  and  lead  being  especially  ready  to 
form  basic  salts. 

Bas-relief,  PhotograpMc.  See  Sculpture,  Photo- 
graphic. 

Bath.  This  term  is  used  indiscriminately  to  describe  dishes 
and  other  vessels,  and  also  the  liquids  which  are  used  in  the 
same.  The  vessels  are  made  of  various  materials,  such  as 
porcelain,  glass,  ebonite,  celluloid,  etc.  The  only  term  which 
requires  explanation  in  connection  with  the  liquids  is  that  which 
is  frequently  used  when  speaking  of  the  strength  of  a  bath  :  it 
is  customary  to  say,  "a  60,  50,  or  48,  etc.,  grain  bath' — this 
means  that  60,  50,  or  48  grains  of  any  chemical  are  contained 
in  each  ounce  of  the  liquid. 

Beach's  Developer.  Named  after  its  inventor,  Mr.  F.  C. 
Beach,  of  New  York.     It  is  made  as  follows  : — 

Pyro  Solution. 

Hot  distilled  water ...         2  ozs. 

Sulphite  of  soda     ...         ...         2  ozs. 

When  cold  add 

Sulphurous  acid     ...         ...         2  ozs. 

Pyrogallol ^  oz. 

Potash  Solution. 

Carbonate  of  potash  3  ozs. 

Sulphite  of  soda     ...         ...         ...         ...  2    „ 

Water  ...  7    ,, 

Dissolve  the  salts  separately  and  mix.  For  a  plate  having  had 
the  normal  exposure,  mix  the  pyro  and  potash  solutions  in  equal 
proportions,  using  I  dram  of  each  to  every  i  oz.  of  water ;  for 
under-exposure,  use  more  of  the  potash  solution,  and  vice 
versa. 

Beechey's  Emvilsion  Process.    See  Collodion. 

Beeswax  (Ger.,  Wachs;  Fr.,  Cire ;  Ital.,  Cera).  This  is 
obtained  from  the  honeycomb  of  the  bee,  and  is  a  yellow  mass 
breaking  with  a  granular  structure  and  of  pleasant  smell.  It 
should  be  entirely  soluble  in  hot  oil  of  turpentine,  and  is  in- 
soluble in  alcohol  and  water.     White  wax  is  the  above  bleached 
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by  exposure  to  air  and  light,  and  cast  into  flat  round  cakes.  In 
certain  processes  of  carbon  printing  it  is  important  to  obtain 
pure  wax;  this  being  difficult  unless  the  original  comb  can  be 
obtained  from  a  beekeeper  who  does  not  fit  his  hives  with  the 
artificial  combs  or  bases  now  used  so  largely  to  increase  the 
output  of  honey. 

Bellows.  That  portion  of  the  camera  which  unites  the  back 
and  front  portions  is  called  the  bellows,  and  is  usually  con- 
structed of  cahco  or  leather.  For  those  anxious  to  make  their 
own  bellows  full  instruction  will  be  found  in  The  Amateur 
Photographer  for  July  loth,  1891,  p.  25.  There  are  three 
principal  varieties  of  bellows  in  use— the  square,  the  oblong, 
and  the  conical.  The  first  entails  most  weight,  the  second  is 
almost  obsolete,  and  the  third  the  most  prevalent  and  lightest. 
The  question  as  to  which  is  the  best  is  a  matter  of  personal 
opinion,  but  when  the  camera  is  to  be  used  with  a  very  wide- 
angle  lens  a  conical  bellowa  may  prove  obstructive,  owing  to  the 
unequal  stiffness  of  the  folds. 

Benzine  (Ger.,  Benzin;  Fr.,  Benzine;  Ital.,  Benzind). 
Synonym :  Benzol.  CeHj  =  78.  A  colourless  liquid,  with 
characteristic  smell  resembling  coal  gas,  obtained  commercially 
by  fractional  distillation  of  coal  tar,  between  36°  and  1 50°  C. ;  it  is 
purified  by  a  second  distillation  at  80°  C,  and  should  crystallise 
at  0°  C.  It  is  insoluble  in  water,  but  soluble  in  all  proportions 
in  alcohol  and  ether.  It  is  a  solvent  of  all  fixed  and  volatile  oils, 
and  greasy  substances  generally.  It  boils  at  about  Sj'C.j  and  at 
ordinary  temperature  gives  off  a  vapour  which  is  extremely 
explosive.  It  is  used  in  photography  as  a  solvent  in  encaustic 
paste,  for  the  preparation  of  matt  varnishes,  and  as  a  developer 
or  solvent  of  bitumen  in  certain  photomechanical  processes  not 
to  be  confounded  with  Benzoline  (jj.v.). 

Benzoline.  A  light  petroleum  spirit  used  for  burning  in 
lamps.  It  is  far  inferior  in  solvent  power  to  true  benzole  or 
benzine,  and  will  seldom  replace  it  in  photographic  operations. 

Berkeley's  Snlpho-Pyrogallol.    See  Sulpho-Pyrogallol.  - 

Bibliography  of  Photography.  The  number  of  photo- 
graphic books  which  have  been  published  is  much  greater  than 
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may  be  supposed  by  those  who  have  not  taken  pains  to  study 
the  subject,  and  a  complete  list  would  form  a  large  volume  in 
itself.  Those  persons  who  wish  to  follow  up  the  records  relating 
to  any  particular  branch  of  photographic  literature  will  find  very 
special  facilities  in  the  admirable  free  technical  library  main- 
tained by  the  Patent  Department  (Southampton  Buildings, 
Chancery  Lane,  London),  and  which  is  open  until  lo  o'clock  in 
the  evening  every  day  except  Sundays  and  public  holidays ;  the 
fact  of  it  being  open  late  on  Saturday  evenings  being  a  special 
advantage  to  many.  (See  below  for-  mention  of  catalogue.)  At 
the  British  Museum  library  the  collection  of  photographic  books 
is  very  complete,  but  not  so  readily  accessible  as  at  the  Patent 
Department  library.  The  photographic  books  belonging  to  the 
Royal  Photographic  Society  (66,  Russell  Square,  London),  have 
been  considerably  added  to  recently,  and  they  are  very  con- 
veniently arranged  for  reference.  This  library  is  not  public, 
and  although  a  member's  introduction  is  strictly  necessary,  there 
is  very  little  doubt  that  any  person  h*ifing  a  sufficient  reason  for 
research,  and  not  acquainted  with  a  member,  would  be  assisted 
by  the  permanent  officials  of  the  Society  in  obtaining  the 
required  introductions.  The  short  list  of  books  given  below 
comprises  two  classes  :  handbooks  or  special  treatises  now  in 
print,  and  important  monographs  or  works  on  special  branches 
of  photography  only  likely  to  be  obtainable  second  hand,  or  to 
be  available  for  reference  at  the  libraries  mentioned.  Three 
handbooks  and  one  history  of  photography  are  so  notable  and 
complete  that  they  merit  a  special  note,  as  reference  to  these 
may  often  save  further  trouble.     These  are  : — 

Traits  Encyclopediqm  de  Photographic.  By  C.  Fabre.  Four 
Volumes,  and  Supplement.  Price  60  fr.  Published  by 
Gauthier-Villars  &  Son,  55  Quai  des  Grands-Augustins, 
Paris. 

AusfUhrliches  Handbuch  der  Photographic.  By  Dr.  J.  M.  Eder. 
Four  Volumes.     Published  by  Knapp  of  Halle  a  S. 

Handbuch  dcr  Photographic.  By  G.  Pizzighelli.  Three 
Volumes.     Published  by  Knapp  of  Halle  a  S. 

Geschichte  der  Photographic.  One  Volume.  By  C.  Schienijl. 
Published  by  Hartleben,  of  Vienna,  Pest,  and  Leipzig. 
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General  List  of  Works  in  Print  and  Standard 

Reference  Books. 

Abney.     Instruction  in  Photography.     3s.  6d.     (Sampson  Low.) 

Photography  with  Emulsions.     3s.  6d.     (Sampson  Low.) 

Negative  Making,     is.     (Sampson  Low.) 

-. Recent  Advances  in  Photography.     (Society  of  Arts.) 

Treatise  on  Photography.     10th  ed.     5s.    (Sampson  Low.) 

Abney  and  Robinson.     The  Art  and  Practice  of  Silver  Printing. 

2s.  6d.     (Sampson  Low.) 
AcKROYD,   W.     The   Old  Light  and  the  New,  Dealing  with 

Radiography.     (Chapman  &  Hall.) 
Andrews,  L    Studies  in  Photography.     3s.    (Hazell,  Watson 

&  Viney,  Ld.) 
Baden-Pritchard.       The    Photographic   Studios   of  Europe. 

(Carter  &  Co.) 

About  Photography  and  Photographers.     (Carter  &  Co.) 

Bayley,  R.  Child.     Modern  Magic  Lanterns,     is.     (GilL) 
BoLAS,  T.     The  Application  of  Photography  to  the  Reproduction 

of  Printing  Surfaces  and  Pictures  in  Pigment.   2s.    (Society 

of  Arts.) 
The  Photographic  Studio ;  a  Guide  to  its   Construction, 

Design,  and  Selection  of  Locality.     2s.  6d.     (Marion.) 
BoLAS,  T.,  and  Brown.     The  Lens :  A  Practical  Guide  to  the 

Choice,    Use,    and    Testing    of    Photographic  ^Objectives. 

(Dawbarn  &  Ward,  1902.) 
BoLAS,  Tallent,  and  Senior.    A  Handbook  of  Photography 

in  Colours.     314  pp.     London,  1900.     (Marion.) 
Brothers,  A.    Photography  :  its  History,  Processes,  Apparatus, 

and  Materials.     (Charles  Griifin  &  Co.) 
Brown,   G.   E.      Development  and  Developers,      is.     (Hazell, 

Watson  &  Viney,  Ld.) 
Burnett's  Essays  (reprint).    (Lund.) 
Burton,  W.  K.     Modern  Photography.     (Sampson  Low.) 

Optics  for  Photographers.     (Sampson  Low.) 

Pocket-Book  for  Photographers.     (Sampson  Low.) 

Practical    Guide  to    Photographic    and  Photomechanical 

Printing  Processes.    (Marion  &  Co.) 

Burton,  W.  K.,  and  Pringle,  A.      Processes  of  Pure  Photo- 
graphy.   (Iliffe.) 
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Chadwick.  The  Stereoscopic  Manual,  is.  (Chadwick,  Manchester.) 
Clark, Lyonel.  Development,  is.  (Hazell, Watson  &Viney,Ld.) 

Platinum  Toning,     is.     (Hazell,  Watson  &  Viney.'Ld.) 

Dallmeyer,  J.  H.  •  On  the  Choice  and  Use  of  Lenses,     is.  (Dall- 

meyer,  Newman  Street.) 
Dallmeyer,  T.  R.    The  Telephotographic  Lens.   is.   (Dallmeyer.) 

Telephotography.       148    quarto    pages.       London,    1899. 

(Heinemann.) 

Davanne,  M.  La  Photographie;  Traite  Theorique  et  Pratique. 
Two  Volumes.     (Gauthier-Villars,  Paris.) 

Demachy  and  Maskell.  The  Gum-Bichromate,  or  Photo- 
Aquatint  Process  0/  Printing  in  Pigment  without  transfer. 
IS.    (Hazell,  Watson  &  Viney,  Ld.) 

Denison,  H.  a.     Treatise  on  Photogravure.     (Iliife.) 

Dresser,  A.  R.     Bromide  Enlarging.    (Out  of  print.) 

Lantern  Slides,  and  how  to  Make  them.   6d.    (Fallowfield.) 

Eder,  J.  M.    Ausfilhrliches  Handbuch.    Four  Volumes.    (Knapp, 

Hall6.) 

Modem    Dry    Plates.      1881.      Translated    by    Wilmer. 

(Carter  &  Co') 

Emerson,  H,  P.   Naturalistic  Photography.  5s.  (Sampson  Low.) 
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Patent  Office  Publications. 

Catalogue  of  Books  on  Photography.  "  Subject-matter  list  of 
works  on  Photography  and  the  alUed  arts  and  sciences,  in  the 
Library  of  the  Patent  Office,"  62  pages,  price  6d.  Published  at 
the  Patent  Office  (entrance  to  sales  department  in  Quality 
Court,  Chancery  Lane).  This  remarkably  useful  catalogue  of 
photographic  books  is  much  more  complete  than  it  is  possible  for 
a  short  bibliography  like  ours  to  be,  and  it  includes  practically  all 
the  reference  authorities  which  we  give  in  various  parts  of  this 
Dictionary.  The  works  being  classed  under  subject-matter 
heads  ;  this  list  is  specially  convenient  for  those  wishing  to  follow 
up  any  particular  subject. 

Abstracts  of  Patent  Specifications  relating  to  Photography. 
Nine  volumes  have  been  published,  and  they  may  be  obtained 
from  the  Sale  Office  mentioned  above. 

1839— 1859 
i860— 1866 
1867— 1876 
1877— 1883\  ... 
1877 — 1883/appendix 
1884— 1888 
1889— 1892 
1893 — 1896 
1897 — 1900 

The  sheets  of  the  volume  in  preparation  can  be  had  as  com- 
pleted (post  free),  by  paying  one  shilling  extra  in  advance. 

Official  and  Statutory  Tables   of   IVIetric  Equivalents. 

Order  in  Council  substituting  a  table  of  metric  equivalents  for 
that  in  Schedule  3,  Part  I.,  of  the  Weights  and  Measures  Act. 
Statutory  Rules  and  Orders,  1898,  No.  411.  Price  one  half- 
penny, Eyre  &  Spottiswoode,  East  Harding  Street,  Fleet  Street, 
E.C.,  and  32,   Abingdon  Street,  Westminster,  S.W. ;    or  John 
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Bichromate  Methods  Birds 

Menzies  &  Co.,  12,  Hanover  Street,  Edinburgh,  and  go,  West 
Nile  Street,  Glasgow;  or  Hodges,  Figgis,  &  Co.,  Ld.,  104, 
Grafton  Street,  Dublin. 

Bichromate  Methods.  Processes  in  which  the  material 
sensitive  to  light  is  an  alkaline  bichromate  in  contact  with 
organic  matter,  such  as  gum,  albumen,  or  gelatine.  Most 
methods  of  photographic  block  and  plate  making  come  under 
this  heading.  (See  Gum-bichromate,  Carbon  Printing, 
Artigue's  Process,  Photogravure,  Collotype,  Hydrotype, 
Aniline  Processes,  Fish  Glue  Process,  etc.) 

Biconcave.  An  optical  term  denoting  that  the  two  sides  of  a 
lens  are  hollowed  out.     (See  Lens.) 

Biconvex.  An  optical  term  denoting  that  the  two  sides  of  a 
lens  are  bulged  out.     (See  Lens.) 

Binocular  Camera.  Another  name  for  Stereoscopic  Camera 
or  for  camera  with  twin  lens  finder. 

Binocular  Portraits  or  hinographs.  This  term  has  been 
applied  to  portraits  in  which  the  two  elements  of  a  stereogram 
are  united  in  one  picture  ;  or  to  pictures  in  which  these  two 
elements  are  united,  and  also  all  possible  intermediate  views  of 
the  object.  The  most  simple  and  obvious  means  of  producing  a 
binograph  is  to  rotate  the  camera  in  a  horizontal  plane  during 
exposure  ;  the  centre  of  rotation  being  at  the  distance  of  the 
principal  object,  and  the  amount  of  rotation  must  correspond  to 
an  angle,  the  chord  of  which  is  equal  to  the  separation  of  the 
eyes.  In  the  early  days  of  photography  great  emphasis  was  laid 
on  the  artistic  possibilities  of  binographic  work,  as  it  introduces 
unsharpness  in  much  the  same  way  as  the  eye  sees  (see  J. 
Leighton's  article.  Photographic  Journal,  May  20th,  1854, 
p.  211),  and  it  is  quite  obvious  that  the  principle  is  as  applicable 
to  landscape  as  to  portraiture.  Examples  of  Binographic  por- 
traits, and  a  full  ■account  of  binography,  will  be  found  in  The 
Amateur  Photographer  for  July  26th,  1901  (p.  70  1073).  Mr. 
Fred  Boissonas,  of  Geneva,  is  the  most  notable  advocate  of 
binography  at  the  present  time. 

Bioscope.    See  Cinematograph. 

Birds,  Photographing.    See  Animals,  Photographing. 
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Bitumen.     See  Asphalt. 

Bitumen  Process.    See  Asphalt  Process. 

Black  Glass.  Glass  deeply  coloured  with  manganese  and 
iron.     Sometimes  used  as  a  reflector  in  photographing  clouds. 

Black  Varnish.    See  Varnish. 

Blacking.  The  interior  of  all  cameras,  dark  slides,  and  lens 
tubes  should  be  coated  with  a  dead  black  to  prevent  the  reflec- 
tion of  light  and  consequent  fog  on  the  plate.  A  good  black 
can  be  made  by  grinding  lamp  or  ivory  black  into  a  paste  with 
japanners'  gold  size.  Another  method  is  by  coating  the  wood, 
etc.,  with  a  solution  of  sulphate  of  iron,  and,  when  dry,  applying 
a  solution  of  tannin  or  decoction  of  logwood,  two  or  three  suc- 
cessive applications  being  sometimes  necessary.  For  blackening 
lens  mounts,  two  or  three  different  methods  are  employed.  Where 
the  mount  will  not  be  touched  by  the  fingers,  drop-black  ground 
up  with  weak  glue  and  water  may  serve,  but  a  better  method 
and  a  more  lasting  one  can  be  made  by  mixing  fine  lampblack 
with  lacquer,  and  applying  it  in  two  or  three  successive  coats  to 
the  heated  mount ;  but  where  the  mount  will  be  fingered,  it  is 
obvious  that  some  other  method  must  be  employed.  We  have 
the  choice  of  two,  one  of  which  results  in  a  bronze  colour,  the 
other  is  a  non-reflecting  dead  black.  For  the  former  colour, 
solution  of  perchloride  of  platinum  acidulated  with  nitric  acid  is 
used.  This  method  is  especially  useful  where  any  soldered  joints 
exist ;  where  solder  is  not  used,  an  absolute  dead  black  can  be 
obtained  by  dipping  the  article,  heated  fairly  hot,  into  a  solution 
of  nitrate  of  copper,  made  by  dissolving  copper  wire  in  dilute 
nitric  acid  ;  it  is  then  heated  over  a  Bunsen  burner  or  spirit 
lamp,  the  green  colour  of  the  copper  first  showing,  and  at  the 
proper  temperature  a  fine  dead  black  appears.  Another  method 
is  to  dissolve  i  part  of  carbonate  of  copper  in  8  parts  of  solution 
of  ammonia  and  adding  i8  parts  of  water.  Clean  the  brass  well 
and  immerse  in  the  solution  till  black,  rinse  with  water,  dry 
in  bran  or  sawdust,  and  give  a  rub  over  with  thin  oil  varnish. 
Another  formula  to  blacken  wood  is  as  follows  : — 

Extract  of  logwood J  oz. 

Chromate  of  potash  30  grs. 

Water  35  ozs. 
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Dissolve  the  extract  in  boiling  water,  add  the  chromate  also  in 
solution.  This  is  a  deep  violet  liquid  which  changes  to  black  in 
contact  with  the  wood.  To  blacken  leather-covered  hand  cameras 
which  have  become  shabby,  the  following  may  be  useful : 

Glue  ... 


Vinegar 
Gum  arabic 
Black  ink 

Isinglass 


4  oz. 
I J  pints. 
2  <3z. 
8  oz. 
2  drm. 


Break  the  glue  in  pieces,  put  in  a  basin,  pour  over  it  about  a 
pint  of  the  vinegar,  let  it  stand  till  it  becomes  perfectly  soft. 
Put  the  gum  in  another  vessel  with  the  ink  until  it  is  perfectly 
dissolved ;  melt  the  isinglass  in  as  much  water  as  will  cover  it, 
which  may  be  easily  done  by  placing  the  cup  near  the  fire  about 
an  hour  before  required  for  use.  To  mix  them,  pour  the  remain- 
ing vinegar  with  the  softened  glue  into  a  vessel  and  heat  on  a 
sand  bath  over  a  gentle  fire ;  stir  till  dissolved,  and  do  not  let 
heat  be  over  8o^  C.  Add  the  gum  and  heat  to  8o°  C,  add  the 
isinglass,  and  it  is  ready  for  use.  Put  as  much  as  required  in 
a  saucer,  beat  it  till  thin,  and  apply  with  a  small  sponge.  If  the 
article  is  dried  quickly  in  the  sun  or  before  the  fire  it  will  have 
a  better  polish. 

Blancliard's  Brush,  consists  of  a  piece  of  swansdown  calico 
doubled  and  fastened  by  means  of  an  indiarubber  band  round  a 


Fig.  15- 

Strip  of  glass  2  inches  wide  and  6  inches  long.  It  was  used  for 
coating  plates,  etc.,  with  substratum  for  the  collodion  process, 
and  is  useful  in  direct  carbon  printing ;  also  in  many  processes 
where  paper  has  to  be^mopped  over  with  a  liquid.   The  Blanchard 
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brush  is  shown   in   the   subjoined  sketch,   fig.    15.     (See  also 
Buckle's  Brush.) 

Bleaching  Powder.  The  so-called  chloride  of  lime  of  the 
shops,  the  active  ingredient  of  which  is  probably  calcium  hypo- 
chlorite, and  this  in  contact  with  acids  liberates  the  powerfully 
oxidising  hypochlorous  acid. 

Bleaching  Prints  or  Engravings.  This  is  often  necessary 
before  making  a  photographic  copy.  Agitate  ^  oz.  of  fresh 
bleaching  powder  (see  preceding  article)  in  a  pint  of  water,  and 
filter.  The  print  is  first  soaked  in  water  and  then  transferred  to 
this  solution,  and  ten  minutes  or  so  should  be  allowed  for  com- 
plete penetration.  The  print  being  removed,  a  dozen  drops  or 
so  of  hydrochloric  acid  are  stirred  in  and  the  print  returned  to 
the  bath,  where  the  discoloration  should  gradually  disappear  ; 
but  failing  this,  the  print  should  be  once  more  removed  and  acid 
again  added.  When  the  bleaching  is  complete,  a  very  thorough 
removal  of  the  bleaching  agent  by  long  soaking  in  many  changes 
of  water  is  essential. 

Blisters.  One  of  the  worst  troubles  of  an  amateur,  whether 
working  with  plates  or  paper.  On  the  former,  blistering  is  usually 
the  precursor  of  a  general  Frilling  [q.v.').  Blisters  invariably 
make  their  appearance  on  prints,  either  in  the  fixing  bath  or  the 
first  washing  after.  It  is  more  generally  a  fault  with  papers  that 
are  heavily  charged  with  albumen  and  salt,  and  in  this  case  it  is 
most  likely  due  to  exosmose  action.  The  remedy  is  to  plunge 
the  prints  immediately  after  fixing  into  a  saturated  solution  of 
salt,  and  use  all  solutions  at  the  same  temperature.  Blisters 
are  frequently  caused  also  by  an  accumulatipn  of  gas  behind  the 
film  of  albumen,  and  in  this  case  it  would  seem  to  be  the  action 
of  hypo  upon  a  partially  decomposed  albumen.  A  cure  for  this 
is  to  dip  the  print  on  the  first  sign  of  blistering  into  a  bath  of 
methylated  spirit.  In  the  case  of  soriie  kinds  of  gelatino-bromide 
papers,  which  seem  particularly  liable  to  blisters,  a  bath  of 
chrome  alum  2  grs.,  water  i  oz.,  methylated  spirit  i  oz.,  will  be 
found  efficacious.  Formalin,  properly  used,  is  an  almost  certain 
preventive.     See  Formalin. 

Blocks  for  Printing.  The  many  methods  of  making  printing 
blocks  by  photographic  means  are  treated  of  under  special  heads, 
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and  the  student  will  get  direct  or  collateral  information  by  referr- 
ing to  Asphalt  Process,  Chemigraphy,  Collotype,  Dag- 
uerreotype (etching  of),  Obernetter's  Process,  Fish  Glue 
Process,  Galvanography  Leimtype,  Woodbury  Type, 
Zincography,  Prism  Reversing,  Reversed  Negatives  and 
Types,  originating  by  photographic  means. 

Blue  Grlass,  for  glazing  the  studio  and  for  making  lenses. 
Both  these  ideas  were  carried  out  at  a  very  early  period  in 
photographic  history,  and  are  occasionally  revived.  A  lens  of 
blue  glass  is  roughly  achromatised  by  the  cutting  off  of  the 
yellow  and  green,  but  is  much  inferior  to  the  usual  cemented 
combination.  Exposures  in  a  studio  glazed  with  blue  glass  are 
longer  than  in  a  studio  glazed  with  colourless  glass.  A  sheet  of 
blue  glass  may  be  fixed  over  the  ground  glass  of  the  camera  as  a 
means  of  damping  the  colour  contrasts,  and  so  enabling  the 
photographer  to  judge  better  of  the  effect  in  the  photograph. 

Blue  Printing  Process.    See  Cyanotype. 

Blue  Tones  in  Prints.  Ordinarily  a  sign  of  over-toning,  due 
to  too  great  a  deposit  of  gold  (see  Toning),  or  to  sulphuration 
due  to  an  acid  toning  bath. 

Blurring,  Any  image  possessing  an  indistinct  or  double 
outline  is  said  to  be  blurred,  and  may  be  caused  either  by 
movement  of  the  object  or  the  camera.  When  photographing 
in  a  high'  wind,  a  loop  of  stout  twine,  tied  to  the  bottom  of  the 
tripod,  and  hanging  down  to  within  6  inches  of  the  ground,  in 
which  the  foot  can  be  placed,  will  be  found  to  steady  it,  or  a 
bag  may  be  attached  to  the  string  and  filled  with  stones.  (See 
also  Halation.) 

Books,  Photographic.    See  Bibliography. 

Borax  (Ger.,  borsdures  natron;  Ital.,  Borace).  NajB^O., 
IC)H20=I79.  Synonyms:  Pyroborate,  Sodium  borate,  or  Bibo- 
rate.  It  occurs  in  colourless  octahedral  crystals  containing  30 
per  cent,  of  water,  or  in  hexagonal  prisms  with  47  per  cent,  of 
water;  also  as  an  amorphous  white  powder.  It  is  found  native 
in  various  .parts  of  the  world,  or  made  by  neutralising  boric 
acid  with  soda.     Solubility:   6  per  cent,  in  cold,  200  per  cent. 
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in  hot  water;  very  little  soluble  in  alcohol,  60  per  cent,  in 
glycerine.  It  is  used  in  toning,  and  has  also  been  suggested  as 
an  addition  to  developers,  and  when  added  in  the  proportion  of 
3  parts  to  every  4  of  sulphate  of  iron  is  said  to  give  brilliancy  to 
the  image.  It  is  a  restrainer  when  used  with  pyrogallol  and  pyro- 
catechine,  but  an  accelerator  with  eikonogen  and  hydroquinone. 

Brenzcatechiu.    See  Pyrocatechin. 

Brilliancy.  A  term  applied  to  negatives  to  denote  that  the 
lights  and  shadows  are  harmonious,  each  having  their  due  pro- 
portion of  deposit,  and  there  being  no  fog ;  the  resulting  prints 
are  in  an  equal  way  perfect  in  their  power  of  rendering  light 
and  shade,  distance  and  effect.  This  can  only  be  obtained  by 
careful  attention  to  exposure  and  all  the  subsequent  manipu- 
lations. 

Broken  Negatives.  When  such  an  unfortunate  accident  as 
the  breakage  of  a  negative  occurs,  and  the  film  is  uninjured,  it 
may  be  removed  as  described  undef  Negatives,  Stripping  of  ; 
but  should  the  film  be  broken,  lay  the  negative,  film  downward, 
upon  a  perfectly  level  surface,  carefully  place  the  fractured 
pieces  together,  and  apply  strips  of  gummed  paper  along  the 
edges  of  the  negative.  When  thoroughly  dry,  turn  the  negative 
over,  and  apply  some  strips  of  paper  along  the  margin  on  the 
film  side ;  allow  it  to  thoroughly  dry,  and  varnish  the  film.  To 
print  from  broken  negatives,  suspend  the  frames  from  an  ordinary 
roasting-jack,  or  place  the  frame  at  the  bottom  of  a  box  without 
a  lid  about  18  ins.  deep.  Mt.  Drinkwater's  method  of  dealing 
with  broken  negatives  is  explained  and  illustrated  in  The 
Amateur  Photographer  for  September  7th,  1900,  p.  188. 

Bromide  Paper.  Paper  coated  with  an  emulsion  of  bromide 
of  silver  in  gelatine,  with  or  without  other  silver  haloids,  and 
intended  for  obtaining  prifits  by  development  either  by  contact 
printing  or  enlarging  with  dayhght  or  artificial  light. 

Emulsion  for  Bromide  Paper  and  Opals.  Those  workers 
desirous  of  preparing  their  own  bromide  paper  and  opals  will  find 
the  following  directions  useful.  Dr.  Eder  states  that  "the 
emulsion  for  positive  prints  should  work  slowly,  have  little 
sensitiveness,  should  be  completely  free  from  fog,  and  give 
delicate  details.     This  is  best  obtained  by  means  of  an  emulsion, 
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which  contains  plenty  of  iodide  of  silver,  is  not  strongly 
ripened,  and  contains  plenty  of  gelatine."  He  suggests  the 
following : — 

No.  I.     For  Black  Tones. 
A.  Ammonium  bromide  ...         ...         ...  20  parts. 

Gelatine        ...         ...         ...  50 — 80     ,, 

Distilled  water         ...         ...       400     „ 

Allow  the  gelatine  to  soak  in  the  water  for  twelve  hours,  then 
dissolve  at  a  temperature  of  50 — 60°  C,  and  add  the  bromide  ; 
then  in  the  dark  room  add  gradually,  with  constant  and  violent 
shaking,  the  following  solution  heated  to  50 — 60°  C. : — 

Silver  nitrate  ...         30  parts. 

Distilled  water         400    ,, 

Allow  the  solutions  to  stand  from  half  to  one  hour,  and  then  pour 
out  into  a  flat  dish  to  set.  When  thoroughly  set  break  up  into 
small  pieces,  and  wash  in  the  usual  manner. 

No.  2.     For  Brown  Tones. 

A.  Ammonium  bromide  ...         ...         ...       18  parts. 

Potassium  iodide  ...  2 — 4 

Gelatine         ..  50 — 80 

Distilled  water  ...         ...     400 

B.  Silver  nitrate  ...         30 

Distilled  water  ...   '     400 

The  directions  for  making  the  same  as  above.  This  (No.  2) 
emulsion  gives  dark  brown  tones  with  ferrous  oxalate.  If  20 
parts  of  citric  acid  be  added  to  No.  2  A  the  tone  is  brighter.  If 
the  citric  acid  be  omitted,  and  4  parts  of  ammonia  be  added 
instead,  the  tone  is  a  darker  brown.  Commercial  bromide  paper 
is  usually  sold  in  three  grades — A,  smooth  surface  and  thin  paper 
suitable  for  mounting  and  small  prints ;  B,  smooth  surface  and 
thick  paper  suitable  for  larger  prints  and  book  illustrations  ;  and 
C,  rough  surface  and  thick  paper  suitable  for  enlargements. 
Some  manufacturers  also  issue  a  special  extra  rough  paper,  and 
others  a  paper  which  has  a  highly  glazed  surface  slightly  tinted 
and  obtained  by  coating  tinted  baryta  paper.  (See  Baryta 
Paper.)  It  is  usually  stated  that  a  particular  class  of  negative 
is  more  suitable  for  bromide  paper,  but  almost  any  negative 
may  be  used  provided  a  suitable  paper  be   chosen ;  for  very 
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dense  and  harsh  negatives  a  rapid  paper  should  be  chosen,  for 
thin  negatives  a  slow  paper  ;  the  former  may  be  exposed  a  very 
short  distance  from  the  light,  the  latter  a  longer  distance.  For 
all  bromide  contact-printing  artificial  light  should  be  used,  either 
gas  or  magnesium.  Commercial  bromide  paper  is  sold  of  various 
rapidities,  and  a  few  trials  will  enable  the  photographer  to  judge 
as  to  sensitiveness.  The  important  item  for  successful  results  is 
correct  exposure,  and  the  simplest  method  of  ascertaining  this 
is  the  following; — The  standards  used  are  a  No.  5  Bray  burner 
turned  up  to  its  fullest  extent  without  flaring,  a  fixed  distance  for 
exposure  from  the  Bray  burner,  viz.,  two  feet,  a  fixed  scale  of  feet 
from  the  burner,  or  a  six-foot  inch  tape,  and  lastly  a  piece  of 
flashed  opal,  smoothed  or  ground  on  the  opal  side  (any  size  may 
be  used,  but  about  half-plate  will  be  found  convenient).  The 
opal  glass  is  placed  in  contact  with  the  film  of  the  negative,  and 
the  two  held  up  before  the  gas  burner,  the  negative  being  next 
the  operator,  at  the  full  length  of  six  feet  from  the  burner.  Now 
examine  the  image,  and  approach  the  negative  nearer  the  light 
till  the  details,  such  as  the  markings  on  a  brick  or  stone  wall,  or 
the  trunk  of  leaves  of  a  tree,  just  become  visible.  Note  the  dis- 
tance between  this  point  and  the  end  of  the  inch  tape,  and  give 
an  exposure  corresponding  in  number  of  seconds  to  number  of 
inches — for  instance,  the  details  of  negative  become  visible 
36  inches  from  the  six-foot  mark  ;  therefore  36  seconds  exposure 
will  be  required  for  that  particular  negative  at  a  distance  of  two 
feet  from  the  burner.  An  alternative  method  is  to  cut  little  strips 
of  bromide  paper,  and  place  one  in  contact  with  the  half-tones, 
and  a  deep  shadow  of  the  negative,  and  give  the  strip  an  exposure ; 
then  replace  by  another  strip,  and  give  a  longer  exposure ;  and 
then  repeat  for  a  third  time.  On  development  it  is  easy  to  see 
the  correct  exposure.  The  first  essential  for  development  is  of 
course  a  developer ;  and  for  enlargements  the  old  ferrous  oxalate 
still  holds  a  place,  though  many  operators  now  use  quinol  or 
eikonogen,  synthol,  amidol,  or  one  of  the  newer  developing 
agents,  or  a  mixture  of  the  two.  The  formula  for  a  good  all- 
round  ferrous  oxalate  developer  is  as  follows : — 

I. 

Neutral  oxalate  of  potash  ...     •    ...         ...         6  ozs. 

Distilled  water  ...         ...       25    „ 
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II. 

Ferrous  sulphate      2i  ozs. 

Sulphuric  acid  2  drops. 

7i  ozs. 


Distilled  water 


III. 

Bromide  of  ammonium       480  grs. 

Distilled  water         30  ozs. 

To  make  the  developer,  add  one  part  of  solution  of  ferrous 
sulphate  to  six  parts  of  oxalate  solution,  and  a  few  drops  of 
solution  of  bromide  as  a  restrainer.  In  mixing  the  developer  it 
is  essential  that  the  solution  of  iron  be  added  to  the  oxalate,  and 
not  the  reverse,  or  a  thick  yellow  precipitate  of  ferrous  oxalate 
will  be  formed.  It  is  advisable  to  use  distilled  water  for  all 
solutions,  or  a  precipitate  of  oxalate  of  lime  will  be  formed,  and 
the  solution  will  be  clouded,  and  both  the  oxalate  and  ferrous 
sulphate  solutions  should  be  distinctly  acid  to  test  paper. 
Another  formula  which  we  have  used  with  success  is  the 
following : — 

One  Solution  Formula. 

Neutral  oxalate  of  potash  2,600  grs. 

Citric  acid      ..,         ...         ...         100  „ 

Ferrous  sulphate      975  ,, 

Boiling  distilled  water        20  ozs. 

Dissolve  the  oxalate  in  the  water,  and  add  the  citric  acid,  and 
finally  the  ferrous  sulphate ;  stir  till  the  whole  of  the  latter  is 
dissolved,  and  a  deep  orange  yellow  solution  is  formed.  For  use 
one  part  of  this  solution  is  diluted  with  three  parts  of  water,  or 
preferably  with  the  same  quantity  of  the  following  solution,  when 
it  will  be  about  equal  in  strength  to  that  made  by  the  first 
formula.  The  solution  may  be  kept  good  for  months  in  the 
syphon  bottle  (Fig.  11),  described  under  Atmospheric  Action. 

Solution  for  Diluting  Concentrated  Developer. 

Neutral  oxalate  of  potash 120  grs. 

Distilled  water  4  ozs. 

Another  formula  for  a  one-solution  developer,  which  was 
suggested  by  Carey  Lea,  the  well-known  American  scientist,  is 
as  follows  : — 

Neutral  oxalate  of  potash 1,600  grs. 

Distilled  water         ...         10  ozs. 
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Heat  to  the  boiling  point,  and  add 

Ferrous  oxalate        500  grs. 

Stir  till  dissolved,  and  bottle  whilst  warm.  Some  ferrous 
oxalate  may  precipitate  out,  but  this  will  have  but  little  effect 
upon  the  action  of  the  developer,  which  is  a  saturated  solution 
of  ferrous  oxalate.  But  the  two  latter  methods  were  those  first 
used,  and  have  been  gradually  supplanted  by  the  two-solution 
formula. 

Ferrous  Citro-Oxalate  Developer.  This  modification  of  the 
oxalate  developer  was  suggested  by  Abney  in  1881,  his  original 
formula  being : — 

Neutral  potassium  citrate    ...         ...         ...     100  grs. 

Ferrous  oxalate        ...         ...         ...         ...       22  „ 

Distilled  water         i  oz. 

The  citrate  of  potassium  is  dissolved  in  the  water  by  the  aid  of 
heat  and  the  ferrous  oxalate  added,  and  the  whole  allowed  to 
cool.  A  more  convenient  method,  however,  which  Abney 
suggested  in  1882  is" to  make  two  solutions  as  follows; — 

No.  I 


Potassium  citrate     . 
Potassium  oxalate 
Distilled  water 

No.  2. 

.,.     700  grs 
...     200  „ 
...       3J0ZS 

Ferrous  sulphate 
Distilled  water 

...     300  grs 
...       34  ozs 

The  solutions  are  mixed  in  equal  proportions  just  before  using. 
The  citro-oxalate  developer  does  not  require  any  addition  of 
bromide  as  restrainer,  its  action  not  being  quite  so  energetic  as 
the  ordinary  oxalate,  but  it  gives  a  fine  velvety  black  deposit  with 
most  papers.  Further  notes  on  modifications  and  additions  to 
the  oxalate  developer  will  be  found  in  the  Appendix. 

Pyrogallol  Developers.  Alkaline  pyrogallol,  having  a  great 
tendency  to  the  production  of  unpleasant  brown  tones,  and  also 
to  give  rise  to  stains,  has  never  yet  found  much  favour  for 
enlarging  purposes,  and  therefore  no  formula  will  be  given  for 
this,  although  a  few  workers  have  advised  its  use. 

Quinol  Developers.  Hydroquinone,  or  quinol,  has  been  used 
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with  great  success  by  many  operators,  but  there  is  again  with 
this  developer  a  tendency  to  brown  in  the  deposit,  which  is 
extremely  unpleasing  to  some.  We  can  recommend  the  following 
for  black  tones : — 

No.  I. 

Quinol  

Sodium  sulphite  (recryst.) 

Sulphurous  acid       ...         

Distilled  water,  to  make     ... 

No.  2. 

Sodium  carbonate 

Potassium  hydrate  ...         

Potassium  bromide  ... 
Distilled  water,  to  make     ... 

Mix  in  equal  parts,  and  dilute  with  three  times  the  quantity  ol 
water. 

Glydn^  Ortol,  and  Pyrocatechin  developers  serve  well  for 
bromide  paper;  but  the  preparation  as  described  under  De- 
velopment AND  Developers  should  be  diluted  somewhat — 
generally  with  from  3  to  5  volumes  of  water. 

Eikonogen.  We  have  found  the  following  formula  satis- 
factory : — 

No.  I. 

Eikonogen     ...         ...         ...       5°  S^s. 

Sodium  sulphite       ...         ...         5°  m 

Distilled  water,  to  make     ...         ...         ...        10  ozs. 

No.  2. 

Sodium  carbonate 437  grs. 

Potassium  hydrate 5^  >, 

Distilled  water,  to  make     10  ozs. 

For  use  mix  in  equal  parts,  aiTd  add  an  equal  quantity  of 
water. 

Amidol.  The  following  developing  formula  is  satisfactory, 
more  or  less  potassium  bromide  may  be  used  as  a  restrainer,  but 
the  bromide  should  never  be  left  out  altogether. 
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Water  20  ozs. 

Sulphite  soda  650  grs. 

Bromide  potass        10   „ 

Amidol  50    „ 

Mix  in  order  named.  This  sfiould  be  used  within  four  or  five 
days,  as  it  gradually  loses  developing  powers 

Synthol.  This  new  introduction  by  Messrs.  Burton  &  Sons, 
of  Bethnal  Green,  is  an  admirable  developer  for  the  various 
bromide  papers.     We  have  found  tiie  following  to  be  satisfactory. 

Normal  or  Stock  Solution. 

Synthol  3°  grs. 

Crystallised  Sulphite  of  Soda        150    .> 

Water  12  ozs. 

This  solution  will  keep  for  several  days  in  an  ordinary  bottle, 
or  for  weeks  if  in  the  special  vessel  described  under  the  heading 
Atmospheric  Action.  In  many  cases  it  may  be  used  without 
addition.  If,  however,  there  is  the  slightest  tendency  towards  a 
fogging  of  the  whites,  a  little  bromide  of  potassium  may  be 
added  ;  the  quantity  ranging  from  i  to  10  drops  of  a  10  per  cent, 
solution  to  each  fluid  ounce  of  the  developer.  No  free  alkali 
should  be  used  with  synthol. 

Clearing  and  Fixing.  The  "paper  having  been  exposed,  and 
our  developer  made,  we  are  now  ready  for  the  all-important 
operation  of  development ;  but  before  giving  directions  for  this 
procedure  there  are  one  or  two  little  points  which  it  will  be  well 
to  explain.  It  is  advisable  to  have  four  or  five  dishes,  and  the 
most  convenient  are  the  deep  porcelain  kind.  Dishes  used  for 
ferrous  oxalate  development  must  be  used  for  no  other  purpose  j 
dishes  which  have  been  used  for  pyro,  guinol,  eikonogen,  or 
fixing,  must  tiot  be  used,  or  stains  will  probably  occur.  The 
dishes  must  be  absolutely  clean,  and  so  must  the  measures  and 
hands.  Hypo  must  not  be  touched  till  the  whole  developing  has 
been  done  and  the  developer  and  developing  dish  put  away. 
Distilled  or  clean  rain  water  should  be  used  for  all  operations 
prior  to  clearing,  as  otherwise  a  precipitate  of  oxalate  of  lime 
may  cloud  the  prints.  After  these  important  points  have  been 
observed,  the  operator  may  reasonably  expect  good  results, 
provided  the  exposure  and  development  are  correctly  carried 
out.     It  is  advisable  to  have  four  or  five  dishes,  but  shift  may 
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be  made  with  a  less  number,  or  home-made  dishes  may  be 
constructed.  Keep  one  dish  solely  for  the  developing,  and  mark 
it  in  some  way  that  it  may  not  be  used  for  any  other  purpose. 
Mark  the  bottom  or  side  of  the  dish  with  black  enamel  with 
OX,  so  as  to  distinguish  it  easily.  Arrange  three  or  four 
dishes  side  by  side.  Into  the  first  pour  distilled  water  till 
about  one  inch  in  depth ;  into  the  second,  third  and  fourth  a 
clearing  solution  is  poured  to  the  depth  of  one  and  a  half 
inches.     The  clearing  solution  is  made  as  follows: — 

Acetic  acid    ...         i  dr. 

Distilled  water         ...         ...       lo  ozs. 

A  considerable  bulk  of  this,  solution  should  be  made,  so  that 
the  prints  can  be  moved  about  in  it  quite  freely.  The  hypo 
or  fixing  bath  should  not  be  touched  or  measured  out  till  the 
whole  of  the  developing  is  completed.  Now  take  an  exposed 
piece  of  paper  and  lay  it  face  downwards  on  the  distilled  water, 
and  as  soon  as  the  edges  begin  to  curl  up  lift  the  sheet  of  paper, 
turn  it  over  and  immerse  it  bodily  in  the  water,  and  allow  it  to 
soak  till  limp  ;  then  pour  the  distilled  water  off  into  a  jug  or  other 
convenient  vessel,  and  flood  the  paper  with  the  developer  in  one 
even  sweep ;  rock  the  dish  till  the  image  begins  to  appear. 
Allow  the  development  to  continue  till  the  picture  appears  dense 
or  black  enough  in  the  shadows,  when  by  this  time,  if  correctly 
exposed,  the  half  tones  and  high  lights  vvJU  be  full  of  detail.  At 
this  point,  then,  the  print  is  raised  from  the  developer  and 
immersed  at  once,  without  draining  or  washing,  into  the  first 
dish  containing  the  clearing  solution,  and  this  is  then  rocked  once 
or  twice,  and  allowed  to  remain  quiet.  The  developer  is  now 
poured  back  into  the  measure,  and  the  developing  dish  rinsed 
out  with  a  little  distilled  water,  and  drained,  again  filled  with 
distilled  water,  and  another  exposed  sheet  of  paper  treated  just 
like  the  one  as  described  above ;  but  while  the  paper  is  soaking 
in  the  developer,  the  already  developed  print  is  raised  from  the 
first  clearing  bath,  drained  slightly,  and  immersed  in  the  second 
clearing  bath.  Attention  is  now  turned  to  our  developing  print, 
and  when  this  is  developed  sufficiently  it  is  placed  in  the  first 
clearing  bath,  like  the  first  print,  without  draining  and  washing. 
We  now  proceed  to  treat  our  t  hird  print  in  like  manner  to  the 
first  two  ;  and  as  soon  as  placed  in  the  developer  the  first  print 
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is  removed  from  the  second  clearing  bath  and  placed  in  the  third, 
the  second  print  is  placed  in  the  second  bath,  and  this  leaves 
the  first  bath  ready  for  the  third  print.  When  three  prints  have 
been  cleared  in  the  first  bath,  it  is  poured  away,  and  the  second 
bath  put  in  its  place,  the  third  in  the  place  of  the  second,  the  first 
dish  now  being  in  the  third  place,  and  filled  with  fresh  clearing 
solution.  The  second  and  third  baths,  which  have  now  become 
the  first  and  second,  are  treated  in  a  similar  manner.  It  is  always 
as  well  to  use  a  good  quantity  of  developer,  as  it  can  be  used  for 
two  or  three  prints,  or  even  more,  without  any  loss  of  detail,  if 
the  developer  is  used  for  too  many  prints,  however,  the  latter 
gradually  become  lacking  in  detail  or  too  full  of  contrast.  The 
used  developer  need  not  be  thrown  away,  but  placed  on  one  side 
and  regenerated.  Having  finished  our  development,  the  develop- 
ing dish  is  washed,  dried,  and  put  away.  The  prints  still  in  the 
clearing  baths  are  placed  in  one  dish  and  flooded  twice  with 
fresh  clearing  solution,  the  solution  being  allowed  to  act  for  one 
minute  each  time,  and  then  well  washed  for  at  least  half  an 
hour  in  five  or  six  changes  of  water,  preferably  one  hour  in  ten 
changes  of  water.  The  print  is  then  ready  for  fixing,  which  may 
be  effected  by  immersing  for  ten  minutes  in 

Hyposulphite  of  soda  3  parts. 

Water  20     „ 

The  print  should  be  then  taken  out,  and  preferably  placed  in  a 
second  fixing  bath  of  the  same  strength  as  the  above,  where  it 
should  remain  for  ten  minutes.  The  time  required  for  thorough 
fixation  varies  much  according  to  the  texture  of  the  paper  and 
the  hardness  of  the  film  ;  but  if  the  sheet  is  held  up  to  the  light 
the  disappearance  of  the  opalescent  bromide  can  generally  be 
traced  in  the  white  parts.  At  least  double  the  time  required  for 
the  apparent  solution  of  the  bromide  should  be  given.  For 
washing  the  prints  any  of  the  usual  washing  tanks  may  be 
utilised,  or  the  prints  may  be  placed  in  a  dish  and  washed  by 
changing  the  water  every  ten  minutes  for  at  least  two  hours. 

Drying,  mounting,  and  finishing  the  prints.  To  dry  the 
washed  prints  it  is  advisable  to  hang  them  over  a  rod  or  cords. 
They  should  not  be  dried  between  blotting-paper.  We  have  suc- 
cessfully used  thin  laths  nailed  across  a  room,  on  which  the  prints 
are  laid.     Artificial  heat  should  not  be  used,  unless  it  is  warm  . 
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air.  The  most  usual  method  of  mounting  enlargements  is  on 
cloth  or  canvas,  and  the  directions  given  by  the  P^astman  Company 
for  this  purpose  will  be  found  quite  satisfactory.  For  mounting 
upon  cards  it  is  best  to  allow  the  print  to  dry  thoroughly,  then 
place  it  face  downwards  upon  a  sheet  of  clean  paper,  and  apply 
freshly  made  starch  paste,  not  too  stiff,  with  a  brush,  and  rub 
into  contact  with  a  soft  cloth,  or  use  a  roller  squeegee.  Enlarge- 
ments should  always  be  mounted  behind  a  cut-out  mount,  and  a 
small  gold  edging  of  from  J. to  J  inch  or  more,  according  to  the 
size,  adds  to  the  appearance ;  and  toned,  grey,  or  buff  mounts 
show  up  well.  The  smoother  varieties  of  bromide  paper  may  be 
both  rolled  and  burnished,  but  the  rough-surfaced  papers,  which 
are  the  more  artistic,  should  not  be  either  rolled  or  burnished. 
For  burnishing,  dry  Castile  soap  ■  should  be  used,  or  else  an 
alcoholic  solution  of  soap  made  as  follows ;  but  care  must  be 
exercised  in  the  use  of  the  latter,  or  stains  may  ensue : — 

Curd  soap     i  oz. 

Glycerine  soap         ...         J  oz. 

Shave  the  soap  finely,  rub  up  with  a  little  water,  and  heat 
till  dissolved,  adding  only  as  much  water  as  is  absolutely 
necessary  to  dissolve  the  soap.  This  solution  is  then  added 
gradually  to  32  ozs.  of  methylated  spirit,  well  shaken  and  filtered 
A  pad  of  linen  or  cotton  wool  is  soaked  with  the  solution 
and  rubbed  over  the  dry  print,  which  is  ready  for  burnishing 
when  the  alcohol  has  evaporated.  Retouching  may  be  effected 
by  means  of  a  lead  pencil,  or  preferably  by  a  mixture  of  pow- 
dered graphite  and  crayon,  a  suitable  kind  of  the  latter  being 
Conte-crayon  No.  i,  the  touches  being  afterwards  worked  up  with 
a  stump.  For  the  shadows  Conte-crayon  No.  3  should  be  used, 
whilst  for  the  high  lights  and  half  tones  a  harder  crayon,  such  as 
No.  o  or  No.  I,  will  be  found  useful.  Special  pencils  are  made 
for  retouching  bromide  prints  and  enlargements,  which  will  be 
found  to  answer  every  requirement.  Small  defects,  such  as  pro- 
duced by  pinholes  in  the  negative,  if  they  occur  in  a  high  light 
or  otherwise  white  place,  may  be  eradicated  by  scratching  out 
with  a  lancet  or  other  sharp-pointed  knife,  or  a  needle  mounted 
in  a  penholder.  Enlargements  on  rough-surface  paper  are 
specially  suitable  for  colouring  with  pastels  or  crayons,  water 
colours,  and  oil  colours,  by  means  of  the  air  brush,  etc.;  but  this 
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department  would  need  more  space  than  can  well  be  devoted  to 
the  subject.  Colouring  with  pastels  or  crayons  is,  however, 
extremely  easy,  the  rough  surface  of  the  paper  taking  the  colour 
well.  For  water  colours  it  is  advisable  to  gently  rub  the  surface 
of  the  enlargement  with  a  pad  of  fine  linen  or  cotton  wool  dipped 
in  weak  ammonia  water,  so  as  to  make  the  colours  take ;  or 
diluted  solution  of  ox-gall  may  be  used  for  the  same  purpose. 
The  enlargement  must  be  absolutely  dry  before  any  colour  is 
applied,  or  blisters  and  running  of  the  colours  will  ensue.  For 
finishing  in  oils,  the  enlargement  is  treated  as  follows.  We 
must  first  apologise  for  the  rough-and-ready  formula,  but  it 
was  obtained  from  a  professional  colourist,  who  had  used 
nothing  else  for  over  fifteen  years.  Obtain  one  pennyworth  of 
clear  size  and  dissolve  in  a  pint  of  warm  water,  and  flow 
over  the  enlargement  just  as  if  one  were  coating  a  dry  plate. 
The  film  must  not  be  touched  with  the  fingers.  When  quite 
evenly  covered,  set  the  canvas  up  about  four  feet  from  the 
fire  to  drain  and  dry,  when  it  will  be  found  that  the  oil  colours 
will  take  well,  and  yet  not  sink  in  and  stain  the  paper  or  canvas. 
Mr.  William  Brooks,  in  the  "Year  Book  of  Photography,"  1885, 
proposes  the  following  plan  for  the  greater  preservation  of  en- 
largements : — Good  white  shellac  is  dissolved  in  alcohol,  to  which 
solution  an  equal  quantity  of  a  saturated  solution  of  borax  in  water 
is  added  in  small  quantities,  and  shaken.  The  liquid  should  be 
quite  clear,  or  else  it  must  be  filtered,  and  it  should  remain  clear 
when  diluted  with  from  five  to  ten  times  the  quantity  of  water. 
The  enlargement  is  laid  flat  on  a  table  face  upwards,  and  the  dilute 
solution  is  sprayed  evenly  over  the  whole  surface  by  means  of  a 
spray  diffuser.  When  the  print  is  entirely  covered  and  damp,  it 
is  allowed  to  dry,  and  shows  no  trace  of  the  last  treatment. 

Collodionising  and  Waxing  Bromide  Pr.ints.  Bromide  prints 
may  be  given  a  slight  glaze  by  squeegeeing  the  print  whilst  wet 
down  to  waxed  plate  glass,  or  sheets  of  ebonite,  or  ferrotype  iron. 
A  still  higher  glaze  may  be  obtained  by  waxing  a  sheet  of  plate 
glass,  and  then  coating  it  with  enamel  collodion, 

Pyroxyline 6  grs. 

Methylated  alcohol i  oz. 

Ether i  „ 

As  soon  as  the  collodion  has  set  it  should  be  immersed  in  a  dish 
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of  distilled  water  till  it  no  longer  shows  a  greasy  appearance,  and 
the  print,  previously  soaked  in  water  till  limp,  placed  in  contact 
with  the  collodionised  glass  under  water ;  and  both  should  be 
carefully  lifted  out,  the  print  well  squeegeed  down  till  no  air 
bubbles  are  visible,  and  then  the  whole  set  up  to  dry.  When 
thoroughly  dry,  the  edges  should  be  cut  round  with  a  sharp  knife 
and  the  print  stripped.  The  print  may  also  be  polished  with 
encaustic  paste,  which  improves  the  appearance  and  detail  in  the 
shadows  without  conferring  too  high  a  gloss. 

Reducing  and  Intensifying  Bromide  Prints.  Sometimes  by 
an  error  of  judgment  a  bromide  print  or  enlargement  may  be 
over-developed  and  too  dark  and  heavy,  in  which  case  our  only 
remedy  is  to  resort  to  reduction  ;  and  most  of  the  methods 
adopted  for  landscape  work  may  here  be  applied.  The  most 
suitable,  however,  are  Howard  Farmer's  red  prussiate  of  potash 
reducer,  hypochlorite  of  soda,  or  Belitzski's  reducer. 

Howard  Farmer's  Reducer.  The  print  or  enlargement  is 
soaked  in  water  till  soft,  and  then  some  fresh  saturated  solution 
of  hyposulphite  of  soda  is  added,  and  the  dish  well  rocked ; 
then  a  few  drops  of  a  lo  per  cent,  solution  of  potassium  ferri- 
cyanide  or  red  prussiate  of  potash  are  added  to  the  solution,  and 
this  again  applied  to  the  print.  Reduction  will  visibly  take 
place,  the  intensity  of  the  action  being  controlled  by  the  amount 
of  solution  of  red  prussiate  used.  The  print  should  be  removed 
before  the  exact  stage  of  reduction  is  reached,  as  this  action 
continues  slightly  during  the  process  of  washing. 

Hypochlorite  of  Soda  Reducer.  For  this  reducer  two  solutions 
are  necessary,  one  the  so-called  Labarraque's  solution,  made  as 
follows  : — 

Chloride  of  lime       Jo  parts. 

Carbonate  of  soda loo     „ 

Water  250     „ 

Mix  the  chloride  of  lime  with  150  parts  of  water  and  the 
carbonate  of  soda  with  the  remainder ;  mix  the  two  solutions 
and  filter,  and  make  the  filtrate  measure  250  parts  by  washing 
the  filter  with  distilled  water.  The  second  solution  is  a  solution 
of  chrome  alum  made  by  dissolving 

Chrome  alum  10  parts. 

In  water        250     ,, 
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To  make  the  actual  reducer,  15  parts  of  each  solution  are 
mixed  together  and  diluted  with  120  parts  of  water.  This 
mixture  is  first  thick  and  green,  but  gradually  becomes  clear 
yellow,  in  which  condition  it  should  be  flooded  over  the  print, 
previously  moistened  with  water.  The  action  of  the  reducer  is 
to  convert  the  image,  or  part  of  it,  into  chloride  of  silver,  which 
must  of  necessity  be  dissolved  by  ordinary  hypo.  Care  must  be 
exercised  that  reduction  is  not  carried  too  far. 

BelitzsM's  Reducer.  This  is  the  method  which  in  our  hands 
has  given  the  best  results,  and  from  the  improved  formula  lately 
recommended  by  Herr  Belitzski  it  is  still  more  useful,  as  it  may 
be  kept  in  the  form  of  a  stock  solution.  The  formula  is  as 
follows : — 

Water  ...     300  parts. 

Potassium  ferric-oxalate     ...         ...         ...       15     ,, 

Sodium  sulphite      15     ,, 

Dissolve,  and  add  to  the  blood-red  solution 

Oxalic  acid 5  parts, 

and  shake  till  the  solution  turns  green  ;  pour  off  from  any  un- 
dissolved oxalic  acid,  and  add 

Hyposulphite  of  soda         75  parts. 

When  dissolved  it  is  ready  for  use.  To  reduce  the  print,  as 
soon  as  removed  from  the  fixing  bath,  rinse  with  water, 
flood  with  the  above  solution,  and  remove  as  soon  as  reduced 
sufficiently.  The  intensification  of  bromide  prints  is  by  no 
means  a  satisfactory  process ;  it  can  rarely  be  effected  without 
altering  the  colour  of  the  deposit.  There  are  one  or  two 
methods  applicable. 

Persulphate  of  Ammonium  Reducer.  This  has  the  useful 
property  of  lowering  the  tones  of  the  dense  blacks  in  due  ratio. 
In  other  words,  it  reduces  the  print  as  a  whole,  instead  of  chiefly 
reducing  the  lighter  tones.  In  other  i  words,  |the  persulphate 
reducer  does  not  brighten  the  print  like  other  reducers.  A 
solution  of  ammonium  persulphate,  8  grains  to  the  ounce  of 
water  (160  grains  to  a  pint)  is  convenient,  but  rather  a  large 
volume  should  be  used,  and  the  print  or  prints  should  be  kept  in 
constant  motion.  All  traces  of  "  hypo  "  should  be  washed  out 
before  the  persulphate  reducer  is  employed. 

Intensifying  or  toning  with  Mercury  and  Re-development. 
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This  is  perhaps  the  most  satisfactory  of  all  processes,  and  may  be 
effected  by  bleaching  the  print  in  a  solution  of  mercuric  chloride, 
and  then  re-developing  with  an  old,  used  ferrous-oxalate  de- 
veloper. 

Intensifying  or  toning  with  Monckhoveris  Silver  Cyanide.  The 
objection  to  the  use  of  this  formula  is  that  one  cannot  make 
sure  of  obtaining  a  black  tone  in  the  intensified  print,  the  colour 
of  the  image  tending  towards  a  brown. 

Intensifying  with  Silver.  It  may  be  quite  possible  to  intensify 
bromide  prints  with  an  acid  silver  and  iron,  or  acid  silver  and 
pyrogallol  intensifier ;  but  we,  so  far,  have  been  unable  to  obtain 
results  free  from  stains. 

Intensifying  or  toning  with  Uranium.  The  application  of  Selle's 
process  of  uranium  intensification,  first  suggested  for  collodion 
negatives  in  1865,  has  been  suggested  as  a  toning  process  for 
bromide  paper,  but  it  is  purely  an  intensification  process.  The 
following  formula,  which  is  a  modification  of  the  original  one, 
acts  well : — 

Potassium  ferridcyanide     i  part. 

Uranyl  nitrate  i     ,, 

Acetic  acid 20  parts. 

Distilled  water         200     ,, 

The  print,  when  perfectly  free  from  hypo,  should  be  soaked 
in  water  till  limp,  and  then  the  above  solution  applied.  When 
the  intensification  has  proceeded  far  enough,  wash  thoroughly 
for  half  an  hour  in  water  acidulated  with  acetic  acid. 

Intensifying  or  toning  with  Copper  Ferricyanide.  This 
method  gives  a  wide  range  of  tones  through  various  tints  of 
brown  and  reddish-brown  to  brilliant  red.  The  well-washed 
prints  are  immersed  in  the  following  solution,  which  should  be 
freshly  prepared. 

Neutral  potassium  citrate         140  grs. 

Crystallised  copper  sulphate 20  „ 

Potassium  Ferricyanide  9   » 

Water      8  fluid  ozs. 

First  dissolve  the  citrate,  then  the  copper,  and  finally  the 
ferricyanide.  The  prints  should  be  kept  in  motion  during  the 
action  of  the  toning  bath,  and  when  the  desired  tone  is  obtained 
they  should  be  thoroughly  washed. 
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Conversion  of  the  Image  into  Platinum.  The  silver  image  of 
the  bromide  print  may  be  converted  into  platinum  by  the 
following  process,  first  suggested  by  Vidal  in  1887.  The  well- 
washed  print  is  immersed  in  the  following  bath: — 

Platinum  perchloride  I  part. 

Distilled  water         2000  parts. 

Hydrochloric  acid 25     ,, 

till  the  desired  tone  is  obtained.  E.  Vogel,  junior,  recommends 
the  following— 

Chloroplatinite  of  potash I  part. 

Distilled  water         1 000  parts. 

Hydrochloric  acid 10     n 

The  print  is  placed  in  this  for  about  twenty  minutes,  and  is  then 
thoroughly  washed  and  fixed.  To  prove  the  substitution  of 
platinum  for  silver,  place  the  print  in  a  solution  containing  cupric 
chloride  made  as  follows : — 

No.  I. 

Calcium  chloride,  crystal 10  parts. 

Distilled  water         50     ,, 

No.  2. 

Sulphate  of  copper,  crystal  15  parts. 

Distilled  water         100     ,, 

When  the  salts  are  dissolved,  mix  the  two  solutions  and  pour  on 
to  a  filter  paper,  and  allow  the  filtrate  to  drain  through,  and 
wash  the  filter  paper  with  50  parts  of  distilled  water.  The 
print,  or  a  portion  of  it,  is  soaked  in  the  filtrate,  when  any  silver 
remaining  in  the  image  will  be  converted  into  chloride,  and  may, 
after  washing,  be  removed  by  the  use  of  the  ordinary  fixing 
bath ;  or  if  the  image  appear  pale  and  wanting  in  intensity,  it 
may  be  redeposited  in  the  shape  of  metallic  silver  by  applying 
an  old  ferrous  oxalate  developer.  If  the  print,  after  being  treated 
with  the  cupric  chloride  solution,  be  exposed  to  actinic  light,  the 
image  can  be  developed  in  shades  varying  in  colour  according 
to  the  duration  of  the  second  exposure. 

Failures. 

The  exposure  has  been  over-estimated ;    in  other  words,  the 

enlargement  is  over-exposed.     This  is  at  once  recognised  by  the 

resulting  print  being  flat,  wanting  in  contrast,  or  sunken  in.     The 

whites  even  may  not  be  pure,  but  show  signs  of  reduced  silver  ; 
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the  image  is  also  a  dull  grey,  and  contains  no  rich  blacks.  The 
obvious  remedy  is  to  shorten  the  exposure,  but  the  over-exposed 
print  may  also  be  improved  by  a  process  of  intensification. 

The  exposure  has  been  under-estimated,  or  the  enlargement  is 
under-exposed.  An  under-exposed  bromide  print  is  full  of  ex- 
treme contrast,  the  shadows  black  and  heavy,  and  the  high  lights 
wanting  in  detail,  and  showing  bare  patches  of  paper.  Increas- 
ing the  exposure  is  the  only  remedy,  and  an  under-exposed  print 
had  better  be  consigned  to  the  residue  box  rather  than  shown. 

The  print  is  flat,  and  wanting  in  contrasts,  and  does  not  even 
show  white  paper  under  the  pins  or  bands  which  hold  it  on  the 
easel.  This  is  probably  due  to  stray  actinic  light.  The  room  in 
which  the  enlargement  is  made,  and  the  lantern,  if  such  be  used, 
should  be  examined  for  stray  leakage.  Such  a  print  may  be 
improved  by  slightly  reducing,  washing,  thoroughly  converting 
the  image  into  chloride  of  silver,  and  redeveloping. 

Faults  due  to  the  Developer. 

The  print  during  development  becomes  covered  with  a  sandy 
yellow  deposit.  This  may  be  caused,  first,  by  too  much  acid  in 
the  developer ;  second,  by  want  of  acid  in  the  developer ;  third, 
by  using  too  much  ferrous  sulphate ;  fourth,  by  using  too  little 
oxalate  solution.  The  remedy  for  the  second  cause  is  the  addi- 
tion of  some  acid  to  the  developer,  both  to  the  oxalate  and  iron 
solutions.  Ferrous  oxalate,  formed  by  the  addition  of  ferrous 
sulphate  solution,  is  soluble  only  in  excess  of  oxalate  of  potash ; 
therefore,  if  too  much  iron  solution  be  added,  some  of  the  ferrous 
oxalate  will  be  precipitated.  In  such  a  case  pour  off  the  de- 
veloper, and  add  more  oxalate  solution  and  a  grain  or  two  of 
oxalic  acid.  If  the  oxalate  solution  is  allowed  to  sink  to  too 
low  a  temperature  some  of  the  oxalate  will  crystallise  out,  and 
the  solution  thus  be  weakened.     The  remedy  is  obvious. 

The  print  during  development  becomes  covered  with  a  white 
chalky  deposit.  This  deposit,  which  is  oxalate  of  lime,  is  caused 
by  using  ordinary  tap  or  hard  water  for  soaking  the  print  or  for 
diluting  the  developer.  The  remedy  is  obviously  the  use  of  dis- 
tilled water  or  clean  rain  water.  When,  however,  such  a  deposit 
occurs,  the  only  plan  is  to  continue  the  development  till  the  print 
is  done  enough,  and  then  remove  the  deposit  by  a  weak  hydro- 
chloric acid  or  sulphuric  acid  bath. 
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The  print  is  under-developed.  This  is  known  by  the  print 
being  full  of  gradation  and  detail,  but  not  sufficiently  dense  or 
black  enough  in  the  shadows.  The  addition  of  a  little  more 
ferrous  sulphate  solution  and  longer  development  is,  of  course, 
the  remedy.  In  the  case  of  a  finished  print  intensification  is  the 
only  remedy. 

The  print  is  over-developed.  This  is  known  by  the  print  being 
too  dark  and  heavy.  The  use  of  less  iron  or  shortened  duration 
of  development,  or,  in  the  case  of  a  finished  print,  reducing  the 
same. 

Faults  due  to  the  After-Operations  of  Clearing,  Fixing, 

Washing,  etc. 
The  print  is  yellow.  This  must  not  be  confounded  with  the 
yellow  deposit  of  ferrous  oxalate,  this  yellowness  being  caused, 
first,  by  washing  the  print  between  development  and  clearing,  or 
leaving  it  too  long  a  time  before  immersing  in  the  clearing  bath  ; 
second,  insufficient  acid,  or  too  little  clearing  bath ;  third,  in- 
sufficient washing  between  clearing  and  fixing  ;  fourth,  insufficient 
washing  after  fixing,  (i)  The  cause  of  this  yellow  stain  is  the 
action  of  the  air  upon  the  iron  salt,  or  by  the  action  of  the  alkaline 
and  earthy  salts  in  common  water,  when  the  print  is  washed 
between  development  and  clearing.  The  sole  action  of  the 
clearing  solution  is  to  eliminate  the  soluble  iron  salt,  and  prevent 
the  precipitation  of  any  insoluble  iron  compound.  (2)  Insufficient 
acid  or  insufficient  use  of  the  clearing-bath  tends  to  exactly  the 
same  results  as  given  under  No.  I.  (3)  Insufficient  washing 
between  clearing  and  fixing  produces  not  exactly  the  same  kind 
of  yellow  stain.  With  the  two  former  cases  the  stain  is  generally 
more  or  less  defined,  and  tends  to  an  orange  hue,  whilst  the 
third  fault  in  manipulation  is  generally  characterised  by  a  faint 
general  yellow  or  lemon  tint  all  over  the  print ;  and  it  arises,  in 
this  case,  from  the  decomposition  of  the  hypo  by  the  acid  of  the 
clearing-bath,  and  consequent  deposition  of  sulphur  in  the  film 
and  paper.  (4)  Insufficient  elimination  of  hypo  or  imperfect 
fixation  tends  to  subsequent  yellowing  of  the  paper  consequent 
on  the  decomposition  of  the  hyposulphites  of  silver.  Using  a 
fixing-bath  too  long  or  too  weak  also  gives  rise  to  the  same 
result,  or  not  allowing  the  prints  to  stay  sufficiently  long  in  the 
hypo  will  also  cause  the  same  effect.      The  prevention  of  these 
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faults  is  obvious.  The  cure  of  the  same,  when  existent,  depends 
solely  upon  the  nature  of  the  fault.  Thus,  if  the  yellow  colora- 
tion be  due  to  a  compound  of  iron  it  may  frequently  be  removed 
by  using  a  bath  of 

Sulphuric  acid  25  parts. 

Water  500     „ 

or 

Neutral  oxalate  of  potash 25  parts. 

Oxalic  acid ...         5     ,, 

Sulphuric  acid  ...         ,         ...         5     ,, 

Distilled  water         500     „ 

The  prints  should  be  allowed  to  soak  in  either  of  these  baths  for 
about  ten  minutes,  and  then  thoroughly  washed.  If  the  stain  is 
still  persistent,  it  may  be  assumed  to  be  sulphur  deposited  in  the 
paper.  We  have  found,  however,  that  many  a  yellow  stain  on 
bromide  paper  will  yield  to  the  following  treatment,  although  it 
may  refuse  to  budge  by  treatment  with  either  of  the  above  baths. 
The  print  is  thoroughly  well  wetted  and  laid  at  the  bottom  of  a 
dish,  with  just  sufficient  water  to  make  it  adhere  flat  to  the  bottom 
without  floating  about.  The  following  powder  is  then  sifted 
over  the  print ;  it  may  also  be  applied  in  the  form  of  a  paste. 
When  sifted  over  the  wet  print  it  should  form  a  damp,  sticky 
mass ;  and  this  may  be  allowed  to  remain  on  the  print  for  half 
an  hour,  and  then  well  washed  and  dried. 

Salt  of  sorrel,  or  acid  oxalate  of  potash  ...       15  parts. 

Cream  of  tartar        ...         ...         ...         ...         5     ,, 

Blisters.  These  pests  sometimes  make  their  appearance  when 
using  bromide  paper,  usually  in  the  first  washing  water  after  fix- 
ing, and  they  may  be  partially  prevented  by  adding  a  handful  of 
salt  to  the  first  washing  water  after  fixing,  or  preferably  by  using 
the  following  bath  just  after  clearing  : — ■ 

Chrome  alum  25  parts. 

Sulphuric  acid  6     „ 

Water  250     „ 

It  is  absolutely  necessary  that  the  print  should  be  well  washed 
to  eliminate  the  alum,  or  yellow  stains  would  ensue  from  the 
decomposition  of  hypo  by  the  alurii,  and  consequent  deposition 
of  sulphur.     See  Formalin,  for  another  preventive  of  blisters. 
It  seems  almost  unnecessary  to  give  any  explanatory  notes 
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as  to  the  cause  for  the  desire  for  warm  tones  on  bromide  paper. 
The  Eastman  Company  first  suggested,  we  believe,  the  applica- 
tion of  uranium  to  the  finished  print  on  their  transferrotype  paper, 
to  give  a  warmth  and  colour  which  could  not  be  obtained  by 
ordinary  development,  but  they  pointed  out  that  it  was  essentially 
a  process  of  intensification  ;  and  one  cannot  help  feeling  very 
strongly  that  it  is  so,  and  that  it  has  a  tendency  to  strengthen  up 
the  distance  so  as  to  destroy  to  some  extent  the  atmospheric 
effect.  In  Anthony's  International  Annual,  1889,  p.  266,  I  stated 
that  experiments  had  been  commenced,  which  would  enable  any 
one  to  obtain  warm  tones  even  to  purple  shades  on  bromide 
tints  ;  and  in  the  succeeding  volume,  1890,  p.  340,  I  suggested 
bleaching  the  image  with  a  chlorising  agent,  and  then  darkening 
with  sulphantimonite  of  soda  or  a  weak  developer.  Senier 
recommended  the  chlorising  of  the  image  and  redevelopment, 
and  A.  R.  Dresser  suggested  bleaching  with  mercury  and  re- 
development with  quinol.  In  his  excellent  book,  "  Leitfaden 
fur  den  Positiv-Entwicklungs-process  auf  Gelatine-Emulsions 
Papier,''  etc..  Dr.  E.  A.  Just  suggests  the  use  of  the  alkaline 
developers  for  obtaining  warm  tones;  and  Dr.  Stolze  ("Photo- 
Nachrichten,"  1891,  p.  4)  gives  a  summary  of  his  experiments 
to  obtain  warm  tones  by  various  developers,  and  finally  suggests 
giving  a  long  exposure,  and  developing  with  the  following : — 

A. 

Sodium  sulphite       20  parts. 

Eikonogen     ...         ...        4     „ 

Water  ...         300     „ 

B. 

Potash  carbonate     50  parts. 

Water  300    „ 

To  obtain  brownish  tones,  the  actual  developer  must  be  com- 
pounded as  follows : — 

Solution  A 50  parts. 

1,        B 20    „ 

Water  150-180     „ 

To  every  100  parts  of  this  add 

Solution  of  bromide  of  potash  (i  :  10)     ...    5-10  parts. 
Brown  or  blackish  brown  tones  only  are  to  be  thus  obtained. 
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Dr.  Stoize  also  suggests  bleaching  the  image  with  a  solution  of 
bromide  of  copper,  stating  that  this  is  preferable  to  chlorising 
the  image,  as  stains  are  less  likely  to  appear.  The  bromide  of 
copper  solution  can  be  made  by  dissolving  :-^ 

A. 

Copper  sulphate      i  part 

in 

Distilled  water        loo  parts; 

B. 

Potassium  bromide ...         i  part 

in 

Distilled  water        ,     loo  parts, 

and  mixing  the  two  solutions  ;  the  thus  bromised  image  should 
be  well  washed,  and  then  exposed  to  daylight  and  redeveloped 
with  the  above  eikonogen  developer  mixed  in  the  following 
proportions  > — 

Solution  A     ...         50  parts, 

B 20     „ 

Water  5000     „ 

Bromide  Pencils.  Special  pencils  for  retouching,  spotting 
out  and  working  up  bromide  prints  and  enlargements. 

Bromides,  These  are  salts  formed  by  the  union  of  bromine 
with  a  metal  or  pseudo-metal.  The  alkaline  bromides,  potas- 
sium and  ammonium,  are  used  as  restrainers,  or  for  emulsion 
making.  The  question  often  arises  as  to  whether  these  two  are 
of  equal  efficiency  as  restrainers,  but  has  not  been  satisfactorily 
answered.  If  Abney's  view  of  their  action  be  accepted,  then 
the  ammonium  salt  should  be  the  stronger.  He  says:  "In  the 
formulae  with  pyrogallic  acid,  it  will  be  noticed  that  a  soluble 
bromide  is  recommended  to  be  added  to  the  solution  of  pyro- 
gallic acid  and  ammonia.  This  is  to  check  the  reduction  of  the 
unaltered  silver  bromide,  the  soluble  bromide  seemingly  forming 
a  compound  with  it,  which  is  much  less  attackable  by  the 
developer." 

Bromine  (Ger.,  Brom;  Fr.,  Brome;  Ital.,  Bromo).  Br  =  80. 
A  non-metallic  element  obtained  as  a  deep  orange-red  liquid 
from  sea-water.     It  is  used  to  form  the  bromides. 
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Bronzing.  A  peculiar  metallic  lustre  seen  on  looking  at  the 
shadows  of  some  prints  at  a  certain  angle.  It  only  makes  its 
appearance  on  paper  sensitised  in  a  very  strong  bath,  and  with 
negatives  showing  very  bold  contrast.  It  usually  disappears  in 
the  fixing  bath.  If  it  should  still  show  after  fixing  and  drying, 
the  use  of  a  little  Encaustic  Paste  {q.v.)  will  remove  it. 

Buckle  Brush.  A  convenient  little  instrument,  made  by 
drawing  a  piece  of  silver  wire  bent  in  'half  through  a  piece  of 
small  glass  tubing,  a  tuft  of  cotton-wool  being  caught  in  the  arch 
of  the  wire ;  the  great  advantage  of  this  being  that,  when  dirty, 
the  cotton-wool  can  easily  be  replaced.  It  is  convenient  to  turn 
one  end  of  the  tube  out  like  the  mouth  of  a  cornet,  as  shown 
by  fig.  1 6,  as  this  shape  gives  firmness  and  stability  to  the  tuft 
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Fig.  l5. 

of  wool ;  a  very  easy  matter  to  one  who  will  study  our  remarks 
under  Glass  Working.  A  small  piece  of  sponge  is  often  more 
convenient  than  cotton-wool,  and  a  piece  of  string  than  a  wire. 

Burned-in  Photographs.  See  Enamel  and  Ceramic  Pho- 
tographs. 

Burnishing  is  the  operation  of  drawing  prints  over  the  surface 
of  a  heated  bar,  the  print  being  brushed  over  with  a  lubricator 
made  by  dissolving  five  grains  of  Castile  soap  in  an  ounce  of 
methylated  spirit.  This  should  be  rubbed  over  the  face  of  the 
print  with  a  piece  of  flannel,  and  allowed  to  dry  before  burnish- 
ing. The  hot  bar  of  burnisher  should  be  just  hot  enough  to  be 
comfortably  held  in  the  hand.  No  stoppage  must  occur  in  the 
movement  of  the  print  whilst  on  the  burnisher,  or  a  line  will  be 
caused  across  the  finished  print.  Should  the  bar  of  the  bur- 
nisher  become  scratched  at  any  time,  it  should  be  repolished 
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Cabinet  Calcium  Carbonate 

with  the  finest  enjery  ground  into  a  paste  with  oil.     (See  Agate 
Burnisher.) 

Cabinet.  A  special  size  of  the  commercial  photograph,  which 
measures  about  6  by  4  ins. 

Cadmium.  A  metal  which  accompanies  zinc,  the  compounas 
of  which  are  much  used  in  photography. 

Cadmium  and  Ammonium  Bromide  (Ger.,  Einfach-am- 
monvum-cadmiumbromid ;  Fr.,  Bromure  double  de  cadtnium 
et  d' ammonium ;  Ital.,  Bromuro  doppio  di  cadmio  e  d'ammonia). 
2CdBr22NH4BrH20  =  758.  This  salt  is  preferred  to  the  simple 
bromide  for  collodion  work  on  account  of  its  greater  solubility. 

Cadmium  and  Ammonium  Iodide  (Ger„  Zweifach  am- 
monium-cadmiumiodid ;  Fr.,  lodure  double  de  cadmium,  et 
d'ammoniutn ;  Ital.,  loduro  doppio  di  cadmio-  et  d'ammonia). 
Cdls,  2NH,I,  2H2O  =  565.  One  part  is  soluble  in  07  parts  of 
absolute  alcohol  and  in  i-8  parts  of  alcohol  and  ether  (1:1).  It 
is  used  in  the  collodion  process,  and  is  preferred  to  tlie  single 
salt  on  account  of  stability  and  solubility. 

Cadmium  Bromide  (Ger.,  Cadmiumbromid,  or  Bromcad- 
Tnium;  Fr.,  Brotnure  de  cadmium,;  Ital.,  Bromuro  di  cadmio). 
CdBr24H20  =  344.  One  part  by  weight  is  soluble  in 094  part  of 
cold  and  i  part  of  hot  water,  in  3*4  parts  of  absolute  alcohol, 
in  250  parts  of  ether,  and  16  parts  of  alcohol  and  ether  (i  :  i). 
At  100°  C.  the  crystals  lose  two  molecules  of  water  and  all 
the  water  at  200°  C.  It  is  used  in  the  manufacture  of  bromised 
collodion. 

Cadmium  Iodide  (Ger.,  Cadmiumiodid,  or  lodcadmium ;  Fr. 
lodure  de  cadmium ;  Ital.,  loduro  di  cadmio),  Cdlj  =  366, 
This  salt  is  formed  in  a  similar  manner  to  the  bromide,  and  it 
is  the  most  stable  of  all  iodide  salts.  One  part  dissolves  in  1-13 
parts  of  water,  in  0-98  parts  of  absolute  alcohol,  in  3-6  parts  of 
ether,  and  in  2  parts  of  alcohol  and  ether. 

Calcium  Carbonate  (Ger.,  Caldumcarbonat,  Kohlensdures 
Kalk,  Kreide;  Fr.,  Carbonate  de  chaux;  Ital.,  Carbonate  di 
cake).  CaCOj  =  100.  This  occurs  native  in  various  forms, 
such  as  Iceland  spar,  marble,  chalk,  etc.  It  is  almost  insoluble 
in  water,  0*007  per  cent,  being  taken  up  by  cold  and  0-005  per 
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cent,  by  hot  water ;  insoluble  in  alcohol  and  ether  ;  it  is  soluble 
in  water  containing  carbonic  acid,  a  soluble  salt,  Ca(HCO)„ 
being  formed.  It  is  used  for  cleaning  glass,  in  toning-baths,  and 
for  preparing  other  calcium  salts. 

Calcium,  Chloride  of  (Ger.,  Caldumchlorid ;  Fr.,  Chlorure 
de  calcium.;.  Ital.,  Cloruro  di  caldo).  CaCl2=iii.  Made  by 
dissolving  chalk  in  hydrochloric  acid,  and  evaporating  the  solu- 
tion. One  part  is  soluble  in  -25  parts  of  cold  water  and  -15  of 
hot,  in  7  parts  of  absolute  alcohol.  The  salt  is  met  with  in  two 
forms — as  a  crystalline  substance  and  also  in  the  form  of  white 
agglutinated  masses.  The  latter  form  is  used  for  the  preservation 
of  platinotype  and  other  paper,  and  acts  by  absorption  of  the 
aqueous  vapour  from  the  air ;  and  it  will  be  found  in  time  to 
become  very  moist,  and,  if  left  long  enough,  quite  liquid.  In 
either  case  it  should  be  collected  in  a  common  jar  or  vessel, 
and  placed  in  a  hot  oven,  when  the  water  absorbed  will  be 
driven  oft"  and  the  salt  will  be  as  good  as  new  so  far  as  its 
hygroscopic  qualities  go.  The  form  of  preservative  iiox  now 
most  used  is  commonly  called  a  Calcium  Tube  {q.v^. 

Calcium  Hydrate  (Ger.,  Cakiumhydroxid ;  Fr.,  Hydrate 
de  chaux ;  Ital.,  Cake  spentd),  Ca(OH)2  =  74.  Synonyms  : 
Calcium  Hydroxide,  Hydrate  of  Lime,  Slaked  Lime.  Prepared 
by  moistening  quicklime  with  water.  It  is  a  white  powder,  and 
is  soluble  in  760  parts  of  cold  water,  less  soluble  in  hot  water ; 
its  solution  is  called  lime-water. 

Calcium  Oxide.     Ordinary  quick  lime.    (See  Lime  Water.) 

Calcium  Tuhe  or  Box.  This  is  usually  a  metal  tube  with,  at 
one  end,  a  separate  chamber  to  contain  Calcium  Chloride  {q.v.), 
and  is  used  to  prevent  the  action  of  moisture  on  certain  papers, 
such  as  platinotype,  etc.  Another  pattern,  in  the  form  of  a  box, 
was  much  used  in  the  early  days  of  photography  under  the  name 
of  Marion's  Preservative  Case.  Carbon  tissue,  or  sensitised  albu- 
menised  paper,  may  be  kept  for  a  long  time  in  a  perfectly  dry 
atmosphere. 

Calculations  and  Constants.  SufBcient  data  for  the  most 
important  photographic  calculations  will  be  found  distributed 
under  various  headings,  as  Equivalence,  Chemical;  Hy- 
drometers    AND     HYDROMETRY,      ANGLE      OF     ViEW,      LENSES, 
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Thermometers,  Weights  and  Measures,  Exposure,  Focus 
AND  ITS  Bearing  on  Rapidity,  Shutters,  and  Solubilities, 
but  in  this  place  a  few  data  are  given  which  do  not  come  under 
these  headings,  or  which  may  be  conveniently  tabulated  for 
ready  reference : — 

Constants  to  facilitate  Rapid  Calculation,  mostly 
GIVEN  AS  Multipliers. 

Area  of  circle  :=  diameter  squared  x  7854, 
Avoirdupois  pounds  x  "oog        =  cwts. 
,,  „        X  -000455  =  tons. 

Cubic  inches  X  "00058    =  cubic  feet. 

„  „  X  -01638    =  Utres. 

,,      feet  X  -03705    =  cubic  yards. 

„        „  X  6-232      =  imperial  gallons. 

„      inches  x  -003607  =        „  ,, 

Circumference  of  circle  •=  diameter  x  3-1416. 


)t                              M 

X  -2251      ^=  side  of  inscribed  square. 

H                        n 

X  -2821      =      „       equal  square. 

M                                       M 

X  -31831    =  diameter. 

Diameter  of  circle 

X  3-1416    =  circumference. 

f)      >i 

X  -7071      =  side  of  inscribed  square. 

'»      1' 

X  -8862      =        „      equal  square. 

,,            squared 

X  -7854     "=  area  of  circle. 

Radius 

X  628318  =  circumference. 

Circumference 

4-  3-1416    =  diameter. 

Diameter 

=  1-128  \/area  of  circle. 

Length  of  arc 

=  number  of  degrees  x  -017453  radius. 

Arc  of  I  °  to  radius  i 

=  0-01745329. 

„      I'       1.         I 

=  000029088. 

„     I"       1.         I 

=  0-000004848. 

Volume  of  prism  and  cylinder     =    base  x  height, 

„          cone 

=  i  „     X      „ 

French  tonnes 

X  -984        =  English  tons. 

„       metres 

X  3281      =        „       feet. 

„       litres 

X  -2202      =  imperial  gallons. 

„       hectolitres 

X  2-7512    =  English  bushels. 

„       grammes 

X  -002205  =  lbs.  avoidupois. 

„       kilogrammes 

X  2-205     =    „            „ 

Feet  per  second 

X  -682        —  miles  per  hour. 
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Gallons 

X  4-541 

==  French  litres. 

Grains 

X  -001429 

=:  lbs.  avoirdupois. 

Miles  per  hour 

X  -1467 

=  feet  per  second. 

Pounds  avoirdupois 

X  7000 

=  grains. 

It              II 

X  -82286 

=  lbs.  troy. 

troy 

X  I-2I53 

=  lbs.  avoirdupois. 

„        avoirdupois 

X  -009 

^  cwts. 

11                       n 

X  -00045 

=  tons. 

„      on  sq.  inch 

X  144 

=  lbs.  per  sq.  foot. 

,,         „       foot 

X  -007 

=    ,1         „       inch. 

Square  root  of  area 

X  1-12837 

=  diameter  of  equal  circle 

„    of  diam.  of  sphere  X  3'i4i6 

=  convex  surface. 

Carcels 

X  9-5 

=  candles  (English). 

German  candles 

X  1-25 

=  English  candles. 

Carcels  per  sq.  metre  x  '86 

=  Candles  per  sq.  foot. 

Table  of  Circumferences,  Circles,  Squares,  Cubes,  Square 
Roots,  and  Cube  Roots. 


n. 

Circum- 
ference of 

Surface  of 
circle  of 

Squares 

Cubes 

Square 
roots 

Cube 
roots 

diameter  D. 

diameter  n. 

n". 

n*. 

VHT 

^n. 

I 

314 

0-79 

I 

I 

I -000 

I -000 

2 

628 

3-14 

4 

8 

I-4I4 

1-259 

3 

9-42 

7-07 

9 

27 

1-732 

1-442 

4 

12-57 

12-57 

16 

64 

2 -coo 

1-587 

.5 

15-71 

19-63 

25 

125 

2-336 

1-709 

6 

1885 

28-27 

36 

216 

2-449 

I-817 

7 

21-99 

38-48 

49 

343 

2-635 

1912 

8 

25-13 

50-27 

64 

512 

2-828 

2-00O 

9 

2827 

63-62 

81 

729 

3000 

2-080 

10 

31-42 

78-54 

100 

1,000 

3-162 

2-154 

II 

34-56 

95-03 

121 

1,331 

3-316 

2-223 

12 

37-70 

113-10 

144 

1,728 

3-464 

2-289 

'3 

4084 

132-73 

169 

2,179 

3-605 

2-351 

14 

43-98 

153-94 

196 

2,744 

3-741 

2-410 

15 

47-12 

176-71 

225 

3,375 

3872 

2-466 

16 

50-27 

201  06 

256 

4,096 

4-000 

2-519 

17 

53-41 

22698 

289 

4,913 

4-123 

2-571 

18 

56-55 

254-47 

324 

5,832 

4242 

2620 

19 

59-69 

283-53 

361 

6,859 

4-358 

2-668 

20 

62-83 

314-16 

400 

8,000 

4-472 

2-714 
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Table  of  Circumferences,  Circles,  Squares,  Cubes,  Square 
Roots,  and  Cube  Roots — Continued. 


n. 

Circum- 
ference of 

Surface  of 
circle  of 

Squares 

Cubes 

Square 
root 

Cube 

roots 

diameter  n. 

diameter  n. 

n''. 

n^. 

Vn. 

•^h: 

21 

65-97 

346'-36 

441 

9,261 

4-582 

2-758 

22 

69-11 

380-13 

484 

10,648 

4-690 

2-802 

23 

72'26 

415-48 

529 

12,167 

4-795 

2-843 

24 

75-40 

452-39 

576 

13,824 

4-898 

2-884 

25 

78-54 

490-87 

625 

15,625 

5  000 

2-924 

26 

81-68 

530-93 

676 

17,576 

5-099 

2-962 

27 

84-83 

572-56 

729 

19,683 

5-196 

3000 

28 

87-96 

615-75 

784 

21,952 

5-291 

3-036 

29 

91-11 

660-52 

841 

24,389 

5-381 

3-072 

30 

94-25 

706-86 

900 

27,000 

5-477 

3-107 

31 

97-39 

754-77 

961 

29,791 

5-567 

3-141 

32 

100-53 

804-25 

1,024 

32,768 

5-656 

3174 

33 

103-67 

855-30 

1,089 

35,937 

5  744 

3-207 

34 

1 068 1 

907-92 

1.156 

39,304 

5-830 

3'239 

35 

109-96 

962-11 

1,225 

42,875 

5-916 

3-271 

36 

113-10 

1017-88 

1,296 

46,656 

6'ooo 

3-301 

37 

116-24 

1075-21 

1,369 

50,653 

6-082 

3-332 

38 

119-38 

1134-11 

1.444 

54,872 

6-164 

3-361 

39 

T22-52 

1194-59 

1,521 

59,319 

6-244 

3-391 

40 

125-66 

1256-64 

1,600 

64,000 

6-324 

3'4i9 

41 

128-80 

1320-25 

1,681 

68,921 

6-403 

3448 

42 

131-95 

1385-44 

1,764 

74,088 

6-480 

3-476 

43 

13509 

1452-20 

1,849 

79,507 

6-557 

3-503 

44 

138-23 

1520-53 

1.936 

85,184 

6-633 

3-530 

45 

141-37 

1590-43 

2,025 

91,125 

6-708 

3556 

46 

1 44-5  J 

1661-90 

2,116 

97,336 

6-782 

3583 

47 

147-65 

1734-94 

2,209 

103,823 

^M 

3-608 

48 

150-80 

1809-56 

2,304 

110,592 

6-928 

3-634 

49 

153-94 

188574 

2,401 

117,649 

7-000 

3-659 

SO 

15708 

1963-49 

2,500 

125,000 

7071 

3-684 

51 

16022 

2042-82 

2,601 

132,651 

7-141 

3-708 

52 

163-36 

2123-72 

2,704 

140,608 

7-211 

3-732 

53 

16650 

2206-l8 

2,809 

148,877 

7-280 

3-756 

54 

169-65 

2290-21 

2,916 

157,464 

7-348 

3-779 

55 

172-79 

2375-83 

3,025 

166,375 

7-416 

3-802 

56 

175-93 

2463-01 

3,136 

175,616 

7-483 

3l^i 

57 

179-07 

2551-76 

3,249 

185,193 

7-549 

3-848 

58 

,182-21 

2642-08 

3.364 

195,112 

^1J5 

3-870 

59 

185-35 

2733-97 

3,481 

205,379 

7-681 

3-892 

60 

188-50 

2827-43 

3,600 

216,000 

7-745 

3-914 
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Table  of  Circumferences,  Circles,  Squares,  Cubes,  Square 
Roots,  and  Cube  'Roots— Continued. 


a. 

Circum- 
ference of 

Surface  of 
circle  of 

Squares 

Cubes 

Square 
roots 

Cube 
roots 

diameter  n. 

diameter  n. 

n*. 

n''. 

^'5'. 

■^5; 

6i 

191-64 

2922-47 

3>72i 

226,981 

7-810 

3936 

62 

19478 

3019-07 

3.844 

238,328 

7-874 

3-957 

63 

197-92 

3117-24 

3,969 

250,047 

7-937 

3979 

64 

201-06 

3216-99 

4,096 

262,144 

8000 

4-000 

65 

204-20 

33<8-3i 

4,225 

274,625 

8-062 

4-020 

66 

207-34 

3421-19 

4,356 

287,496 

8-124 

4041 

67 

210-49 

3525-65 

4,489 

300,763 

8-185 

4-061 

68 

213-63 

3631-68 

4,624 

314,432 

8-246 

4081 

69 

216-77 

3739-28 

4,761 

328,509 

8-306 

4-101 

70 

219-91 

3848-45 

4,900 

343,000 

8366 

4-121 

71 

233-05 

3959-19 

5,041 

357,911 

8-426 

4-140 

72 

226-19 

4071-50 

5,184 

373,248 

8-485 

4-160 

73 

229-34 

4185-39 

5,329 

389,017 

8-544 

4-179 

74 

232-48 

4300-84 

S-476 

405,224 

8-602 

4-198 

75 

235-62 

4417-86 

5,625 

421,875 

8-660 

4-217 

76 

238-76 

4536-46 

5,776 

438,976 

8-717 

4-235 

77 

241-90 

4656-62 

5,929 

456,533 

8-774 

4-254 

78 

245-04 

4778-36 

6,084 

474,552 

8-831 

4-272 

79 

248-19 

4901-67 

6,241 

493,039 

8-888 

4-290 

80 

25 '-33 

5026-55 

6,400 

512,000 

8-944 

4-308 

81 

254-47 

515300 

6,561 

531,441 

9-000 

4-326 

82 

257-61 

5  28 1  02 

6,724 

551,368 

9055 

4-344 

83 

260-75 

5410-61 

6,889 

571,787 

9-110 

4-362 

84 

263-89 

554J-77 

7,056 

592,704 

9165 

4-379 

85 

267-03 

5674-50 

7,225 

614,125 

9-219 

4-396 

86 

270-18 

580880 

7,396 

636,056 

9-273 

4-414 

•  87 

273-32 

5944-68 

7,569 

656,503 

9327 

4-431 

88 

27646 

6082-12 

7,744 

681,472 

9-386 

4-447 

89 

279-60 

6221-14 

7,921 

704,969 

9-433 

4-464 

90 

282-74 

6361-72 

8,100 

729,000 

9-486 

4-481 

91 

235-88 

6503-88 

8,281 

753,371 

9-539 

4-497 

92 

28903 

6647-61 

8,464 

778,688 

9-591 

4-514 

93 

292-17 

6792-91 

8,649 

804,357 

9-643 

4-530 

94 

295-31 

6939-78 

8,836 

830,584 

9695 

4546 

95 

298-45 

.7088-22 

9,025 

857-375 

9-746 

4-562 

96 

301-59 

723823 

9,216 

884,736 

9797 

4-578 

97 

304-73 

7389-81 

9,409 

912,673 

9-848 

4-594 

98 

307-88 

7542-96 

9,604 

941,192 

9899  . 

4-610 

99 

311-02 

7697-69 

9,801 

970,229 

9-949 

4-626 

100 

314-16 

7853-98 

lO.OOO 

1,000,000 

10-000 

4-642 
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Logarithms. 


». 

0 

1 

2 

3 

4 

5 

6 

7 

8 

9 

D. 

10 

oooo 

043 

086 

128 

170 

212 

253 

294 

334 

374 

40 

I 

414 

453 

492 

531 

569 

607 

645 

682 

719 

755 

37 

2 

_79_2 

828 

864 

899 

934 

969 

004 

038 

072 

106 

33 

3 

I  139 

173 

206 

239 

271 

303 

335 

367 

399 

430 

31 

4 

461 

492 

523 

553 

584 

614 

644 

673 

703 

732 

29 

S 

761 

79? 

818 

847 

87s 

903 

93i 

95? 

987 

014 

27 

6 

2041 

068 

095 

122 

148 

175 

201 

227 

253 

279 

25 

7 

304 

330 

355 

380 

405 

430 

455 

480 

5°4 

529 

24 

8 

553 

577 

601 

62s 

648 

672 

69s 

7.8 

742 

765 

23 

9 

788 

810 

833 

856 

878 

900 

923 

945 

967 

989 

21 

20 

3010 

032 

054 

075 

096 

118 

139 

160 

181 

201 

21 

I 

222 

243 

263 

284 

304 

324 

345 

365 

385 

404 

20 

2 

424 

444 

464 

483 

502 

522 

541 

560 

579 

598 

19 

3 

617 

636 

655 

674 

692 

711 

729 

747 

766 

784 

18 

4 

802 

820 

838 

856 

874 

892 

909 

927 

945 

962 

17 

5 

979 

997 

014 

531 

048 

56s 

082 

°99 

He 

^3 

17 

6 

4150 

166 

183 

200 

216 

232 

249 

265 

281 

298 

16 

7 

314 

330 

346 

362 

378 

393 

409 

425 

440 

456 

16 

8 

472 

487 

502 

518 

533 

548 

564 

579 

594 

609 

'5 

9 

624 

639 

654 

669 

683 

698 

713 

728 

742 

757 

14 

30 

771 

786 

800 

814 

829 

843 

857 

§11 

886 

9C0 

14 

I 

914 

928 

942 

955 

969 

983 

997 

on 

024 

038 

13 

2 

5051 

065 

079 

092 

105 

119 

132 

145 

159 

172 

13 

3 

185 

198 

211 

224 

237 

250 

263 

276 

289 

302 

13 

4 

31s 

328 

340 

353 

366 

378 

391 

403 

416 

428 

13 

5 

441 

453 

465 

478 

490 

502 

514 

527 

539 

551 

12 

6 

563 

575 

587 

599 

611 

623 

635 

647 

658 

670 

12 

.7 

682 

694 

705 

717 

729 

740 

752 

763 

775 

786 

12 

8 

798 

809 

821 

832 

843 

855 

866 

877 

888 

S99 

12 

9 

911 

922 

933 

944 

955 

966 

977 

988 

999 

010 

II 

N. 

0 

1 

2 

3 

4 

6 

6 

7 

8 

9 

Logarithms  facilitate  many  calculations,  especially  the  extrac- 
tion of  roots,  and  even  the  above  short  table  may  be  very  useful 
in  some  cases,  although  for  higher  numbers  a  more  extended 
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table  will  be  required.     The  following  short  explanation  gives 
sufficient  information  for  using  the  above  table  : — 

The  logarithm  of  a  number  is  the  power  to  which  lo  must  be 
raised  in  order  to  produce  that  number,  thus  : — 

lo  to  the  1st   or  lo'  =       lo,  and  the  Log.  of      lo  =  i 
lo      „     2nd  „  10*  =     ICO        „  ,,  100  =  2 

lo      „     3rd    „   lo^  =   looo        „  „        looo  =  3 


Without  giving  further  explanation,  the  following  table — 
capable  of  indefinite  extension  in  either  direction — may  be 
given  of  such  logarithms  as  are  whole  numbers : — 


Number. 
■001 
•01 
•I 
I' 
lo- 
100 
1000 
1 0000 


Logarithm. 

•  •       - 

3 

- 

2 

..       — 

I 

0 

■.       + 

I 

...       + 

2 

..       + 

3 

...       + 

4 

The  fractional  part  of  the  logarithm  (called  the  mantissa) 
is  alone  given  in  the  ordinary  table  of  logarithms,  and  is 
naturally  a  constituent  of  logarithms  of  numbers  intermediate 
between  the  above.  The  integer  number  (called  the  charac- 
teristic) is  added  by  the  user  of  the  table  according  to  the 
following  rules : — The  characteristic  is  one  less  than  the  number 
of  figures  to  the  left  of  the  decimal  point ;  but  if  the  number 
is  wholly  decimal,  the  characteristic  is  minus,  and  is  one  more 
than  the  number  of  cyphers  which  precede  the  first  significant 
figure. 

Example :  What  is  the  logarithm  of  279  ?  Reference  to  the 
table  of  logarithms  gives  '4456  as  the  mantissa  or  fractional  part, 
while  the  characteristic  will,  according  to  the  rule  above  given, 
be  2  ;  so  the  complete  logarithm  will  be  2-4456.  If  the  number 
instead  of  being  279  were  -0000279,  t^^  mantissa  would  still  be 
•4456  ;  but  the  characteristic  would  be  —  5,  making  the  complete 
logarithm  —  5'4455. 

Multiplication  by  Logarithms.  Add  the  logarithms  of  the 
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factors,  and   the    sum    will    be    the  logarithm   of   the   number 
required. 

Division,  by  Logarithms.  From  logarithm  of  dividend  subtract 
logarithm  of  divisor.  The  remainder  will  be  the  logarithm  of  the 
quotient. 

Extraction  of  Roots  by  Logarithms.  Divide  the  logarithms  by 
the  exponent  of  the  root  to  be  extracted.  The  quotient  will  be 
the  logarithm  of  the  required  root. 

The  last  column  of  the  table,  headed  D,  gives  differences 
between  successive  logarithms,  and  may  be  used  to  further' 
extend  the  table  by  interpolation.  Let,  for  example,  the 
logarithm  of  2795  be  required,  half  the  difference  is  added  to 
the  logarithm  previously  obtained,  and  we  get  "44.64.  Obviously 
the  last  figure  thus  obtained  cannot  always  be  relied  upon  as 
being  accurate  to  a  unit. 

Calomel.  An  old  name  for  the  insoluble  mercurous  chloride. 
When  digested  with  dilute  hydrochloric  acid  in  a  water  bath — 
say,  a  jam  jar  set  in  a  saucepan — it  is  rapidly  converted  into 
mercuric  chloride,  but  the  free  access  of  air  is  essential  to  this 
reaction.  Some  persons  who  require  mercuric  chloride  solution 
(corrosive  sublimate)  for  the  purpose  of  intensification,  prefer  to 
prepare  the  solution  as  above,  as  calomel  can  be  bought  without 
trouble,  while  mercuric  chloride  comes,  within  the  Poisons  Act. 
An  ounce  of  calomel  requires  about  \  a  fluid  ounce  of  the  strong 
commercial  hydrochloric  acid  and  12  ozs.  of  water.  Any  excess 
can  be  neutralised  with  ammonia. 

Calorific  Rays  of  the  Spectrum.  Those  rays  of  the  spectrum 
which  produce  or  emit  heat.  They  are  found  at  the  red  end 
of  the  spectrum,  the  most  powerful  being  situated  beyond  the 
visual  rays.  This  can  be  proved  in  the  following  manner : — 
The  rays  of  the  spectrum  are  conducted  through  a  solution 
oL  iodine  in  carbon  bisulphide,  which  absorbs  visual  rays,  but 
allows  heat  rays  to  pass  ;  these  can  be  brought  to  a  focus  by 
certain  means,  and  in  this  focus  magnesium  ribbon  will  catch 
fire,  and  platinum  be  brought  to  a  white  heat.  Taking  100 
as  the  maximum  intensity  of  the  heat  rays,  the  following  table 
will  give  the  values  of  the  colours  of  the  spectrum  as  heat- 
producers  : — 

1 1"; 


Calotype  Camera,  Lucida 

Violet             o 

Green            ...         ...         ...         ...         ...  2 

Yellow           '...  14 

Red 21 

End  of  visual  spectrum       ...         ...         ...  45 

Ultra  red,  or  invisible  rays            ...         ...  100 

Bodies  which  have  the  power  of  transmitting  heat  rays  are  said 
to  be  diathemianous,  those  which  do  not  possess  this  power, 
athermanoiis,  or  adiathermanous.  Glass  being  highly  adiather- 
manous,  photographic  lenses,  unless  they  are  pointed  at  the  sun, 
allow  but  few  heat  rays  to  pass  to  the  sensitive  film.  Rock  salt, 
on  the  other  hand,  allows  the  heat  rays  to  pass  very  freely,  and 
lenses  or  prisms  of  this  material  are  required  in  making  experi- 
ments on  the  calorific  rays,  or  radiant  heat. ' 

Calotype,  or  Tall)otype.  A  process  commonly  named  after 
its  patentee,  Fox  Talbot,  but  called  by  him  calotype  (xaXor, 
beautiful).  It  is  but  little  used  now,  excepting  in  a  modified 
form  for  making  enlargements,  but  interesting  from  its  being 
the  first  paper  negative  process  used.  The  following  is  a  short 
resume  of  the  process  : — Stout  paper,  of  an  even  surface  and  as 
grainless  as  possible,  is  brushed  over  with  a  solution  of  iodide 
of  silver  in  iodide  of  potassium.  It  is,  when  partially  dry,  washed 
twice  or  three  times  in  distilled  water  to  remove  the  iodide  of 
potassium  and  dried,  and  it  can  be  kept  for  some  little  time  in 
this  state,  as  it  is  but  faintly  sensitive  to  light.  When  required 
for  exposure  it  is  brushed  over  with  a  so],ution  of  gallo-nitrate  of 
silver  or  aceto-gallo-nitrate,  and  exposed  wet ;  the  exposure 
required  for  an  open  view  is  about  six  minutes.  In  all  cases 
a  faint  image  of  sky-line  should  be  apparent.  The  image  is 
developed  with  a  solution  of  gallo-nitrate  of  silver  in  excess  of 
gallic  acid.  The  negative  is  well  washed,  fixed  in  hypo,  and 
washed  and  dried  in  the  usual  way,  then  waxed  or  oiled  to  render 
it  translucent. 

Cameo.  Photographs  to  which,  by  means  of  dies  and  press,  a 
slight  convexity  is  given. 

Camera,  Lucida.  A  reflecting  device,  a  piece  of  flat  glass 
being  the  simplest  form,  by  which  the  reflection  6f  a  scene 
is  made  to  appear  as  if  superimposed  on  a  sheet  of  paper.     It 
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was  much  used  as  an  aid  in  sketching  before  the  invention  of 
photography. 

Camera  and  Camera  Stand.  The  old  term,  camera  obscura, 
is  now  shortened  into  camera,  excepting  in  a  few  cases  where 
an  old  style  tent-camera  is  used  as  an  exhibition  at  a  sea-side 
or  holiday  resort.  Every  form  of  camera  now  used  is  actually  a 
dark  chamber  or  box  into  which  the  image  of  external  objects 
may  be  projected  by  means  of  a  lens  or  other  image-forming 
device.  In  the  pre-photographic  days  portable  camera  obscuras 
were  made,  by  means  of  which  the  images  of  external  objects 
were  projected  upon  a  sheet  of  white  paper,  and  the  outlines 
traced  by  means  of  a  pencil.  The  first  photographic  camera  of 
Nicephore  Niepce,  appears  to  have  been  constructed  about  the 
year  a.d.  i8i6,  and  in  a  letter  written  during  this  year  he. 
describes  it  as  "  a  sort  of  artificial  eye  consisting  of  a  square  box 
fitted  with  an  adjustable  tube  containing  a  lens."  Certain  cameras 
are  described,  under  appropriate  headings,  as  Detective  or 
Hand  CARffiRA,  Cylindrograph,  Cyclograph,  Panoramic 
Camera,  Animals  Photographing,  and  Automatic  Photo- 
graphy ;  while  matters  of  importance  relating  to  the  camera  are 
similarly  dealt  with  under  suitable  headings — as,  for  example, 
Focussing  Screen,  Lens,  or  View  Finder. 

To  describe  the  many  forms  of  camera  and  support  which  have 
been  introduced  is  impracticable,  but  in  a  few  short  notes  we 
briefly  indicate  the  characteristics  of  a  few  representative  forms. 
The  camera  obscura  in  the  sixteenth  century  appears  to  have  been 
literally  a  dark  room  in  which  spectators  were  taken  in  order  to  see 
wonders  of  image  forming  by  a  lens,  and  it  would  seem  that  one  of 
the  first  persons  to  construct  and  use  a  portable  form  of  camera  was 
the  illustrious  Kepler.  General  Waterhouse  has  pointed  out  that 
Kepler,  in  his  Dioptrice,  published  in  1611,  very  clearly  explains 
the  principle  of  the  telephotographic  lens  ;  i.e.,  the  use  of  a  back 
concave  for  obtaining  a  larger  image  than  would  otherwise  have 
been  produced,  and  in  a  published  letter  of  Sir  Henry  Wootton 
to  Lord  Bacon,  there  is  an  account  of  a  visit  to  Kepler,  at  Lintz, 
Wootton  says  : — "  In  this  man's  study  I  was  much  taken  with 
the  draught  of  a  landscape  on  a  piece  of  paper,  methought 
masterly  done ;  whereof  inquiring  the  author,  he  (Kepler), 
betrayed  by  a  smile  it  was  himself,  adding  that  he  had  done  it 
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non  tanquam  pictor,  sed  tanquam  maihematicus.  Ktpler  then 
described  his  little  black  tent  fitted  with  a  convex  lens,  and  how, 
when  in  the  tent,  he  could  trace  natural  objects  with  a  pen.  The 
box  camera,  fitted  with  reflector  to  erect  image,  and  telephoto- 
combination,  having  an  adjustable  negative  lens,  is  described  by 
Zahn  in  his  Oculus  Artificialis  tek-dioptricus,  the  first  edition  of 
which  appeared  at  Wurzberg  in  1685. 

The  earliest  Daguerreotype  cameras  (1839),  were  plain  boxes 
which  had  to  be  taken  whole  into  the  dark  room.  Then  came 
the  dark  slide,  and  soon  after  the  introduction  of  the  Talbotype 
(or  Calotype)  in  1844,  attempts  were  made  to  construct  light  and 
portable  forms  of  camera  for  tourists.  The  first  were  made  with 
folding  bodies  of  wood,  but  soon  lighter  bodies  were  formed  of  a 
stretched  bag  of  textile  material  or  a  light  bellows.     The  Kinnear 


Fig.  17. 


Folding  Camera  of  i860  shown-^open  and  closed — by  fig.  17, 
marks  a  period. 

About  1880,  Mr.  Walter  B.  Woodbury  introduced  a  form  of 
camera,  all  parts  of  which  folded  corhpactly  into  a  dust-proof 
box.  This  camera,  shown  by  fig.  18,  is  epoch  marking  as 
being  an  original  conception,  from  which  many  details  have 
been  borrowed  by  more  recent  designers,  although  this  form 
as  a  whole  has  been  strangely  neglected,  considering  its  con- 
venience to  the  tourist,  and  the  security  it  offers  against  dust 
or  breakage. 

The  roller  slide,  whjch  in  the  early  days  of  photography  was 
a  separate  part,  is  now  usually  incorporated  vvith  and  inseparable 
from  the  camera.  It  is  interesting  to  note  that  Captain  Barr's 
daylight  changing  system,  which  involves  a  safety  strip  of  black 
material  at  the  end  of  the  roll,  has  now  become  almost  universal. 
The  chief  essentials  of  the  hand  camera  are  indicated  in  the 
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article  Detective  or  Hand  Camera,  while  Panoramic  and  other 
cameras  are  described  under  special  headings. 

For  copying  or  studio  purposes  it  is  usual  to  build  cameras 
very  solidly,  and  a  long  focussing-screw,  controlled  by  a  winch 
handle  at  the  screen  end  is  a  very  usual  thing,  but,  occasionally, 
rack  and  pinion  focussing  is  preferred. 

Tripods  and  Supports.  The  early  Daguerreotype  cameras 
were  simply  placed  upon  a  shelf  or  table  ;  occasionally  upon  a 
pedestal  support.  Out-door  photography  gave  rise  to  the  tripod, 
first  with  legs  of  unalterable  length  ;  but  in  the  sixties  very  many 
unsatisfactory  and  infirm  folding  tripods  were  devised,  the  folding 
being  for  portability  in  travelling.     It  was  soon  recognised  that 


Fig.  18. 


the  tourist  needs  telescopic  or  sliding  legs  rather  than  folding 
legs,  as  with  sliding  legs  not  only  can  the  height  be  adjusted,  but 
the  tripod  can  be  set  firmly  on  steps  or  the  side  of  a  hill.  In 
modern  tripod  making  there  has  been  a  steady  tendency  to 
replace  wood,  which  is  so  liable  to  swell  and  become  unmanage- 
able when  exposed  to  damp,  by  well-planned  constructions  in 
thin  sheet  metal.  As  an  example  of  an  up-to-date  tripod  we  may 
,call  attention  to  fig.  19.  The  "Perfecto,"  of  Messrs.  Rosenberg, 
concerning  which  The  Amateur  Photographer  of  January 
23rd,  1902,  says  : — "  It  is  made  throughout  of  tempered  sheet 
steel,  without  any  wood  parts  or  varnished  portions  to  wear  or 
become  sticky.  The  legs  are  telescopic,  but  not  cylindrical,  their 
shape  ensuring  the  joints  easily  sliding  when  clamping  screw  is 
in  use,  and  yet  securely  gripping  when  screwed  up.     Each  leg 
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can  be  clamped  at  any  height,  and,  in  addition,  the  tripod  head 
admits  of  the  camera  being  levelled  without  manipulating  the 
legs.  When  extended  and  when  closed,  the  lengths  are  55I  in. 
and  20J  in.  respectively.     The  total  weight  is  26  oz. 

Tripods  for  Heavy  Cameras.    Attachable  ties  and  struts  for 
use  with  large  and  heavy  cameras  are  now  sold  by  most  dealers  ; 


Fig.  19. 


these  struts  sometimes  binding  the  legs  together  inside,  while  at 
other  tiines  an  adjustable  extra  tie  is  supplied,  which  connects 
the  foot  of  the  foremost  leg  with  the  front  of  the  camera.  An 
old  device  of  a  similar  kind,  especially  useful  when  the  camera  is 
long,  fs  an  extra  leg  from  the  front  of  the  camera  to  the  ground. 
In  the  article  on  photographing  animals  (Animals,  Photograph- 
ing),  we  mention  an  old  and  useful  method  of  steadying  the 
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tripod  by  suspending  a  bag  or  net  full  of  stones  or  earth  from  the 
tripod  head.  In  order  to  prevent  actual  swinging  of  the  weight, 
it  should  lightly  touch  the  surface  of  the  ground  or  of  the  herb- 


l"ig.  20. 


Fig.  21. 


age.     In  windy  weather,  or  in  the  case  of  telephotographic  work, 
special  attention  should  be  given  to  the  firmness  of  the  tripod. 

The  Camera  Pointing    Vertically  Downwards.     When  mis- 
cellaneous objects  are  to  be  photographed,  as  in  a  museum  or  at 
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an  experimental  station,  no  system  is  so  generally  convenient 
as  that  in  which  the  camera  looks  down,  as  these  diagrams  from 
books,  natural  history  specimens,  anatomical  work  in  progress, 
and  also  specimens  resting  in  dishes  of  liquid,  can  all  be  photo- 
graphed with  but  little  delay  and  inconvenience.  In  Figs.  20  and 
21  we  show  two  arrangements  for  the  support  of  the  camera 
vertically.  Fig.  20,  that  of  J.  E.  Prowse  (The  Amateur  Photo- 
grapher, January  2nd,  1902),  and  Fig.  21,  that  of  Dr.  Donna- 
dieu;  the  former  easily  constructed  by  an  amateur,  while  the 
latter  is  a  more  expensive  device  suited  for  a  public  institution. 
When  a  transparent  object  is  to  be  photographed  it  can  be  laid 
on  a  sheet  of  plate  glass  used  as  a  stage ;  a  mirror  set  under- 
neath at  a  suitable  angle  directing  the  light  upwards.  It  may  be 
suggested  that  in  using  the  vertical  camera,  it  will  generally 
be  undesirable  to  put  the  apparatus  on  the  table,  but  rather  on 
the  floor ;  indeed  the  photographer  may  often  have  to  himself 
mount  upon  the  table.  If  the  camera  is  definitely  set  or  adjusted 
for  a  certain  focal  plane,  special  focussing  can  often  be  avoided  ; 
but  a  more  complex  system  of  datum  marks  and  adjustments  for 
various  scales  of  reduction  is  often  convenient. 

Camphor  (Gen,  Camphor;  Fr.,  Camphre ;  Ital.,  Canfora). 
This  is  obtained  from  several  trees  from  Japan  and  Borneo.  It 
is  met  with  in  solid,  colourless^  translucent,  crystalline  masses, 
usually  covered  with  minute  fissures  ;  it  is  very  tough,  but  can  be 
powdered  by  moistening  with  water,  alcohol,  or  ether.  It  has  a 
peculiar  smell  and  hot,  bitter  taste.  It  is  soluble  01  per  cent, 
in  water,  120  per  cent,  in  alcohol,  and  also  in  ether  and  most 
oils.  It  is  used  in  the  preparation  of  celluloid,  varnishes,  and 
as  an  antiseptic. 

Canada  Balsam  (Ger.,  Canadabalsam  ;  Fr.,  Baume  du  Canada; 
\ia\„  Bahama  del  Canada).  Synonym:  Canada  Turpentine.  A 
pale  greenish  and  faintly  yellow  turpentine  obtained  from  various 
species  of  pine  trees.  It  has  the  consistence  of  honey,  and 
a  pleasant  resinous  odour.  It  slowly  dries  by  exposure  to  the 
air  into  a  transparent  adhesive  varnish.  Insoluble  in  water, 
soluble  in  all  proportions  in  alcohol.  It  is  used  for  making 
varnishes,  and  for  cementing  lenses  together.  ■  (See  Balsaming, 
Re-,  of  Lenses.) 


Canvas,  Printing  on  Carbon 

Canvas,  Printing  on.  See  Silk,  Printing  on.  For  enlarg- 
ing on  canvas  see  Enlarging. 

Caontchouc.    See  India-rubber, 

Cap.  The  cover  used  at  the  time  of  exposure  to  open  and 
close  the  lens.  It  is  also  a  protection  against  accidental  injury. 
It  is  well  to  have  a  cap  for  each  end  of  the  lens  for  greater  pro- 
tection of  the  glasses.  To  prevent  accidental  losing  or  mislaying 
of  the  cap,  it  may  be  attached  to  the  lens  mount  by  a  piece  of 
string. 

Caramel,  When  ordinary  cane-sugar  is  heated  to  from  400° 
to  420°  F.,  the  molecule  of  sugar  C^HyjOu  loses  the  elements  of 
water,  and  caramel  CjjHigOg  is  formed.  It  is  highly  soluble  in 
water,  deliquescent,  and  has  a  deep  orange-brown  colour,  which 
is  highly  nonactinic.  It  is  used  in  photography  in  backing  plates 
as  a  preventive  of  halation.  The  preparation  of  caramel  is  easy 
if  sugar  is  heated  in  a  saucepan  over  a  slow  fire  and  with  constant 
stirring,  a  very  little  practical  experience  beihg  sufficient  to  enable 
the  operator  to  guard  against  over-heating  and  consequent  car- 
bonisation of  the  sugar. 

CarMde  of  Calcium.    See  Acetylene. 

Carbolic  Acid  (Ger.,  Carbolsdure ;  Fr.  Acide  Phenique). 
C6H5HO  =  94.  Synonyms:  Phenic  Acid,  Phenol,  Phen'ylic 
Alcohol,  Hydrate  of  Phenyl.  A  crystalline  substance,  which  is 
not  a  true  acid,  obtained  from  coal  tar  by  fractional  distillation. 
It  is  a  powerful  antiseptic  and  preservative,  for  which  purpose 
it  is  added  to  gelatine  and  certain  mountants.  Solubility :  1  in 
20  of  water,  mixes  in  all  proportions  with  alcohol  and  ether. 

Carbon.  An  elementary  body  which  is  met  with  in  many 
forms  ;  native  as  diamond  and  plumbago,  also  together  with 
hydrogen  in  the  coal  deposits.  The  various  forms  of  coke, 
retort  scale,  charcoal,  and  lamp  black  are  nearly  pure  carbon. 
Carbon  in  this  latter  form  is  the  chief  or  basic  pigment  used  in 
the  methods  of  printing  known  as  carbon  printing,  and  a  curious 
process  has  been  devised  in  which  carbon  itself  (or  possibly 
a  metallic  carbide),  in  contact  with  nitrate  of  silver,  appears  to  be 
sensitive  to  light.    (See  Carbonised  Plates.) 
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Carbon  Processes-  Carbon  printing  is  a  general  term  applied 
chiefly  to  those  printing  methods  in  which  a  pigment,  which  may 
be,  and  often  is,  carbon,  is  mixed  with  gelatine,  gum,  or  albumen 
and  applied  as  a  coating  on  paper.  The  film  being  made  sensitive 
by  soaking  in  a  solution  of  an  alkaline  bichromate — or  in  some 
cases  the  sensitising  material  is  added  to  the  organic  mixture  in 
the  first  instance — exposure  to  light  makes  the  bichromated 
organic  matter  insoluble,  while  the  unexposed  portions  can  be 
washed  away.  In  the  most  usual  form  of  carbon  or  pigment 
printing — also  frequently  called  autotype  printing — the  starting 
point  for  the  amateur  or  occasional  worker  is  a  material  sold  as 
carbon  tissue,  or  autotype  tissue,  and  this  consists  of  paper 
coated  with  a  thick  layer  of  gelatine,  somewhat  heavily  coloured 
with  suitable  pigments.  The  preparation  of  this  tissue  on  a 
small  scale  is  seldom  worth  undertaking,  but  particulars  will  be 
found  farther  on.  The  tissue  may  be  bought  ready  sensitive,  the 
bichromate  being  added  during  manufacture ;  but  as  its  keeping 
properties  are  very  uncertain  and  variable,  it  is  generally  best  to 
obtain  the  unsensitised  tissue,  which  may  be  had  in  various 
colours,  as  black,  engraving  black,  standard  brown,  standard 
purple,  portrait  brown,  portrait  purple,  sepia,  red  chalk,  and 
special  transparency  tissue  for  lantern  slides.  The  paper,  or 
tissue,  is  sensitised  in  the  following  bath  : — 

Bichromate  of  potash    ...         ...         ...         i  oz. 

Liq.  ammon.  fort.  '880  ...         ...         ...         5  drops. 

Distilled  water    ...         ...       20  ozs. 

The  tissue  is  immersed  in  this  for  two  minutes  in  hot  weather 
or  three  minutes  in  cold.  It  must  be  dried,  and  kept  protected 
from  light,  air,  and  damp.  From  the  colour  of  the  tissue  it  is 
evident  but  little,  if  any,  image  can  be  seen ;  therefore  the 
duration  of  exposure  is  judged  by  means  of  an  actinometer 
of  ordinary  chloride  albumenised  paper,  and  according  to  the 
density  of  the  negative  the  tissue  is  exposed  whilst  the  actino- 
meter registers  one,  two,  or  three  tints.  The  action  of  light 
continues  in  the  dark.  Allowance  must,  therefore,  be  made  for 
this  fact  if  the  tissue  is  not  to  be  developed  at  once.  As  the 
exposure  to  light  renders  the  gelatine  insoluble  (and  as  the 
action  of  development  is  to  remove  the  unacted-upon  gelatine), 
it  is  obvious  that  it  will  be  useless  to  try  and  develop  the  picture 
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upon  the  face,  as  the  gelatine  is  insoluble  there.  It  must,  there- 
fore, be  transferred  to  some  support,  so  as  to  enable  the  gelatine 
to  be  dissolved  away  from  the  back,  for  which  purpose  the 
paper  must  be  removed ;  and  as  this  transfer  would  reverse  the 
print — i.e.,  make  the  right  hand  of  the  picture  the  left — when  a 
negative  taken  in  the  ordinary  way  is  used,  a  temporary  support 
is  required,  from  which  the  developed  print  is  again  transferred 
to  its  correct  position.  This  temporary  support  may  be  either 
a  mulled  zinc  plate,  glass,  or  a  specially  prepared  paper,  accord- 
ing to  the  surface  desired.  From  the  temporary  support  again 
the  print  may  be  transferred  to  paper,  opal  glass,  porcelain, 
metals,  ivory,  terra-cotta,  stone,  wood,  or  other  material. 
The  special  transfer  paper  or  temporary  support  is  a  tough, 
smooth  paper  coated  with  shellac  and  rolled,  and  when  re- 
quired for  use  it  is  waxed  to  prevent  the  gelatine  film  from 
adhering  permanently  to  it,  the  following  solution  being  used 
for  that  purpose  : —  • 

Yellow  resin  ...         ...         36  grs. 

Yellow  wax  ...         ...         ...         ...       12    ,, 

Turpentine  ...         ...  ...         2  ozs. 

Melt  the  wax,  add  the  resin  and  turpentine.  The  writer  has 
found  the  substitution  of  ether  for  turpentine  a  decided  advantage, 
as  the  temporary  support  can  be  used  immediately;  when 
turpentine  is  used  some  hours  must  elapse  after  the  waxing 
solution  has  been  applied  to  the  paper,  which  is  done  with  a 
tuft  of  cotton-wool,  or  flannel,  and  a  fresh  tuft  of  wool  being 
used  to  polish.  A  piece  of  smooth  indiarubber  cloth  or 
"  macintosh,"  slightly  waxed  with  the  turpentine  solution,  is  a 
very  good  temporary  support.  The  printed  tissue  and  the 
waxed  temporary  support,  of  whatever  nature  it  may  be,  are 
immersed  in  cold  water,  till  the  tissue  begins  to  uncurl  and  float 
flat ;  it  is  brought  into  contact,  film  side  downwards,  with  the 
temporary  support,  and  both  raised  together  from  the  water,  and 
then  the  squeegee  is  used  to  bring  them  into  complete  contact. 
They  are  then  placed  between  blotting  boards  for  five  or  ten 
minutes,  and  immersed  in  a  bath  of  water  at  a  temperature  oi 
105°  or  110°  F.  When  the  pigmented  gelatine  begins  to  ooze 
out  at  the  edges  of  the  paper,  strip  off  the  paper  upon  which  the 
gelatine  was  spread,  and  keep  washing  the  print  with  the  hot 
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water  by  throwing  the  hot  water  on  to  it  with  the  hand,  or  by 
means  of  a  cup  or  soft  broad  brush,  or  a  small  sponge.  As  this 
is  done  it  will  be  found  that  the  gelatine  unacted  upon  by  light 
will  be  dissolved  away  and  will  carry  with  it  the  colouring 
pigment,  leaving  the  print  in  all  its  beauty.  As  soon  as  de- 
velopment is  complete  it  is  plunged  into  a  bath  of  cold  water 
to  set  the  gelatine,  and  then  it  is  placed  in  a  bath  of  the 
following : — 

Powdered  alum        ...         ...         I  oz. 

Water  20  ozs. 

This  not  only  fixes  the  print  by  hardening  the  gelatine,  but  it  also 
discharges  the  yellow  colour  of  any  remaining  bichromate  salt.  It 
is  allowed  to  remain  in  this  bath  for  about  ten  minutes,  or  till  the 
colour  is  entirely  discharged  from  the  whites  of  the  picture,  and 
finally  rinsed  twice  or  three  times  in  clear  water.  The  print  is 
now  ready  for  transferring  to  its  final  support,  of  whatever  nature 
that  may  be ;  but  before  this  transfer  can  take  place  it  is  necessary 
that  the  final  support  should  be  prepared  to  receive  it,  for  which 
purpose  it  is  coated  with  the  following  : — 

Nelson's  gelatine     j..         i  oz. 

Water  20  ozs. 

Soak  the  gelatine  in  the  water  for  an  hour,  or  till  soft,  and  then 
dissolve  by  the  aid  of  a  gentle  heat.  When  dissolved,  add 
to  it  gradually  12  grs.  of  chrome  alum  dissolved  in  i  oz.  of 
water.  The  commercial  final  support,  which  is  a  stout  paper, 
is  already  prepared,  and  merely  requires  soaking  in  alum  solu- 
tion, ^  oz.  to  the  pint,  an  hour  before  using.  The  print  on  its 
temporary  support  and  the  final  support,  whether  freshly  prepared 
or  not,  are  brought  into  close  contact  under  the  surface  of  water, 
and  complete  contact  obtained  by  means  of  a  squeegee,  and  are 
then  placed  in  blotting  boards,  or  hung  up  till  perfectly  dry,  when 
the  temporary  support  can  be  stripped  off,  leaving  the  print  in  its 
proper  position.  It  is  advisable  for  any  amateur  who  may  wish 
to  work  in  carbon  to  obtain  Sawyer's  "ABC  Guide  to  Autotype 
Printing."  The  disadvantage  of  this  form  of  the  process  is  the 
necessity  for  the  use  of  reversed  or  film  negatives,  or  of  a 
temporary  support ;  but  the  non-transfer  methods  (see  Ozotype, 
Gum-Bichromate,  and  also  Artigue's   Process)  obviate  the 
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above  disadvantage.  The  advantages  of  carbon  are  the  absolute 
permanency  of  the  pictures  as  regards  fading,  the  easy  manipula- 
tions of  the  process,  and  the  fact  that  prints  of  almost  any  colour 
may  be  transferred  to  any  material,  and  the  resulting  pictures 
can  be  retouched,  spotted,  or  otherwise  virorked  up  by  the  brush 
in  the  same  colour.  The  process  is  very  easy  and  simple,  and 
the  materials  so  cheap,  that  every  amateur  should  number  this 
amongst  his  photographic  processes.  Directions  have  been  given 
for  double  transfer  only.  Single  transfer  is  easier,  as  the  interme- 
diate or  temporary  support  is  not  required.  Reversed  negatives, 
however,  must  be  used,  and  the  print  is  developed  in  precisely 
the  same  manner  as  directed  above.  When  the  tissue  has  been 
exposed  it  is  transferred  at  once  to  its  final  support,  which  may 
be  prepared  with  solution  of  gelatine  as  directed  for  double 
transfer  or  albumenised  paper,  the  film  of  which  has  been  ren- 
dered insoluble  by  immersion  in  a  bath  of  two  volumes  of 
methylated  alcohol,  and  one  volume  of  water  may  be  used. 
The  transferred  print  is  then  well  washed  in  water  and  soaked 
in  the  alum  bath,  and  reared  up  to  dry  after  another  washing. 
It  is  stated  above  that  "  the  action  of  light  continues  in  the 
dark."  Some  doubt  has  been  thrown  on  this,  but  it  is  an 
acknowledged  fact  that  the  action  of  light  is  continued,  at  any 
rate,  in  a  damp  atmosphere.  The  foUowfing  are  some  of  the 
principal  mixtures  used  in  preparing  carbon  tissue.  The  jelly 
is  first  made  as  follows  : — 

Nelson's  transparent  sheet  gelatine  ...       lo  parts. 

White  sugar 4     „ 

Water  25     „ 

Soak  the  gelatine  in  the  water  until  soft,  and  dissolve  by  the  aid 
of  a  gentle  heat ;  add  the  sugar,  and  stir  thoroughly.  When  set, 
turn  the  jelly  out,  and  cut  off  the  bottom  part,  so  as  to  get  rid 
of  any  grit  that  may  have  settled  down.  A  good  photographic 
purple  brown  is  made  as  follows : — 

Vegetable  black 72  grs. 

Alizarine  lake  60    „ 

Indigo  13     IP 

Grind  these  with  about  4  ozs.  of  melted  jelly,  using  muUer  and 
slab,  and  add  to  6  lbs.  of  the  above-mentioned  jelly. 
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Black  Tissue. 

Jelly 2  lbs. 

Paris  black  pigment  5°  grs. 

Red  Chalk  or  Bartolozzi. 

Jelly 2  lbs. 

Venetian  red  3  ozs. 

Indian  ink     ...         ...         ...         ...         ...  8  grs. 

Transparency  Tissue. 

Jelly ,         ...        2  lbs. 

Indian  ink     200  grs. 

To  make  Double  Transfer  Paper. 

Hard  gelatine  ...         ...  lib. 

Fine  sulphate  of  baryta      ...         ...         ...  2  oz. 

Water  5   „ 

Soak  the  gelatine  till  soft,  and  dissolve  by  the  aid  of  heat ;  mix 
the  baryta,  and  add 

Chrome  alum  ...         ...         ...         ...       JOSH'S- 

dissolved  in 

Water  ...         ...  ..         ..  ...         4  ozs. 


For  Single  Transfer  Paper. 

Hard  gelatine           

I  lb. 

Water            

5  pints. 

Soak  the  gelatine,  and  dissolve  by  heat,  and  add  a  tew  drops  at 
a  time,  sufficient  of  the  following  to  slightly  coagulate  the 
mixture. 

Chrome  alum  ...         ...         ...         ...     300  grs. 

Water  I  pint. 

The  mixture  being  now  somewhat  thick  and  ropy,  sufficient 
acetic  acid  should  be  added  to  make  it  again  liquid.  The 
"new"  carbon  processes  without  transfer  are,  like  many  new 
things,  in  their  main  and  essential  features  the  oldest,  and  much 
attention  has  recently  been  given  to  them.  The  article  in  this 
Dictionary,  Artigde's  Process,  gives  such  working  directions 
as  should  enable  the  reader  either  to  obtain  satisfactory  results 
on  the  ready-prepared  paper  manufactured  under  the  superin- 
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tendence  of  M.  Artigue,  or  on  home-made  tissue ;  the  ins,truC- 
tions  of  Mr.  Duchochois  on  this  head,  and  there  quoted,  bein_g 
a  useful  guide. 

Carbon  Printing  on  a  Coloured  Base.  Occasionally  carbon 
prints  are  produced  on  a  tinted  or  coloured  base — a  coloured 
single  or  double  transfer  paper,  for  example ;  and  |remarkable 
effects  may  be  produced  in  this  way.  Thus,  the  interior  of  a 
blacksmith's  forge  has  been  printed  with  a  black  tissue  on  a 
bright  red  transfer  paper.  Dr.  Beisalski's  method  of  preparing 
a  coloured  single  transfer  paper  is  as  follows  : — Two  ounces  of 
clear  gelatine  are  dissolved  by  heat  in  a  pint  of  water,  and  when 
the  gelatine  is  dissolved  three  fluid  drachms  of  a  6-per-cent. 
solution  of  chrome  ahrni  are  added,  with  constant  agitation. 
This  gelatinous  basis  may  be  allowed  to  set,  and  when  required 
for  use  may  be  liquified  by  heat,  then  worked  up  in  a  warm 
mortar  with  the  necessary  pigment,  and  the  mixture  is  used 
when  so  cooled  as  to  be  of  the  consistency  of  the  semi-gelatinous 
colour  wash  used  by  house  decorators.  Any  permanent  pigment 
may  be  employed,  but  light  tmts  cannot  well  be  produced  by 
simply  reducing  the  amount  of  an  intense  colour,  the  mixing  in 
of  a  white  (such  as  zinc  white)  being  the  only  course.  The 
paper  to  be  coated  is  pinned  down  on  a  board,  and  the  half-set 
mixture  is  applied  with  a  bound  brush  like  the  stiff  or  semi- 
gelatinous  ceiling-wash  of  the  house  decorator.  When  dry,  the 
coating  becomes  insoluble. 

Coloured  Base  for  Double  Transfer.  The  coloured  coating  or 
film  prepared  as  above  is  too  insoluble  to  allow  the  paper  to  be 
used  for  double  transfer.  A  rather  stronger  gelatinous  solution 
(3  ozs.  gelatine  instead  of  2  ozs.)  and  considerably  less  chrome 
alum  solution  (about  10  drops  instead  of  3  drachms)  must  be 
used  in  preparing  a  double  transfer  paper ;  moreover,  the  coating 
should  be  thicker. 

"  Carbon  "  Tissue  Containing  a  White  Pigment.  A  tissue  is 
sometimes  made  up  with  a  white  pigment  like  sulphate  of 
barium.  If  such  a  tissue  is  exposed  under  a  positive  trans- 
parency, and  the  print  is  developed  upon  a  dark  surface,  or 
transferred  to  a  dark  surface,  a  picture  will  result  in  which  the 
ordinary  functions  of  the  tissue  and  transfer  paper  are  reversed. 
The  directions  given  above  for  tissue  will  serve  if  light  or  white 
pigments  are  substituted,  and  by  developing  an  impression  on 
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the  "white"  tissue,  upon  a  coloured  transfer  paper,  prints  in 
any  colpur  or  tint  can  be  obtained  by  the  use  of  one  tissue. 
The  "white"  tissue  is  very  convenient  when  a  print  is  to  be 
transferred  to  a  dark  surface— for  example,  a  black  panel  form- 
ing part  of  an  article  of  furniture. 

The  Mariotype  Carbon  Process  and  the  Ozotype  Carbon  Process. 
In  these  methods  of  working,  the  transfer  paper  or  ultimate  sup- 
port is  sensitised  and  exposed,  after  which  it  is  brought  into 
contact  with  the  pigmented  organic  matter,  this  latter  being  thus 
rendered  insoluble  locally  or  over  the  exposed  parts.  (See 
Mariotype  and  Ozotype.) 

Carbonates.  A  class  of  salts  largely  used  in  photography  and 
industrial  operations.  After  marble  and  chalk,  which  are  car- 
bonate of  calcium,  the  most  familiar  carbonate,  and  most  used  in 
photography,  is  that  of  sodium  (washing  soda),  NajCOa,  loHjO. 
The  white  powder  ordinarily  sold  as  carbonate  of  soda  by  the 
pharmaceutical  chemist  is  a  bicarbonate,  and  is  not  used  in  ordi- 
nary photographic  operations.  It  takes  its  name  from  a  period 
when  it  was  regarded  as  the  normal  carbonate,  the  salt  now  looked 
on  as  the  normal  carbonate  being  then  called  the  subcarbonate. 

Carbonised  Plates.  A  plate  of  metal  on  which  carbon  has 
been  deposited,  or  a  plate  of  compact  carbon  such  as  is  used  for 
batteries,  if  moistened  with  nitrate  of  silver  and  exposed  to  light 
gives  an  image  in  white  reduced  silver. 

Caricatures,  Photographic.  Among  the  most  common 
methods  of  making  these  may  be  mentioned  successive  expo- 
sure against  a  black  background,  the  use  of  painted  or  sketched 
screens  in  front  of  the  sitter,  and  photographing  the  reflection  from 
a  curved  mirror.  (See  Polypose,  Spirit  Photography,  and 
Anamorphoscope.) 

Carrier.  A  framework  of  wood  used  in  the  dark  sUde  to 
enable  the  operator  to  use  a  smaller  plate  than  the  full  size. 

Carte  de  Visite.  A  once  very  popular  size  of  the  professional 
photograph,  measuring  about  4  by  aj  ins. 

Cartridge,  Dry  photographic  chemicals  are  often  put  up  in 
cartridge  form  for  the  use  of  tourists,  and  home-made  cartridges, 
made  to  a  special  size,  are  often  convenient,  and  may  be  re-filled 
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many  times.  Roll  a  sheet  of  pasted  paper  round  a  rod  so  as  to 
form  a  tube,  and  when  dry  cut  to  suitable  lengths  and  close  with 
a  cork  at  each  end. 

Caseine.  The  constituent  of  milk  which,  when  coagulateS, 
produces  cheese.  Skim  cheese  dissolved  in  weak  ammonia 
yields  a  preparation  which  will  coat  paper  like  albumen,  and  in 
its  relation  to  silver  salts  caseine  is  similar  to  albumen ;  but  it  is 
not  much  used  in  modern  photography. 

Castile  Soap,  A  soap  made  from  soda  and  olive  oil,  and 
used  as  a  lubricant  for  burnishing.  Castile  soap  is  sometimes 
veined  or  marbled  by  the  addition  of  sulphate  of  iron,  and  when 
freshly  prepared  is  yellowish  white,  with  bluish-green  streaks. 
When  old  the  iron  salt  turns  red  by  oxidation.  The  white  Castile 
soap  is  to  be  preferred. 

Catalysotype.  An  old  process  invented  by  Dr.  Wood,  in 
which  paper  was  impregnated  with  syrup  of  iodide  of  iron,  and 
then  painted  with  a  solution  of  nitrate  of  silver.  It  iwas  then 
exposed  in  the  camera  and  the  image  gradually  appeared,  appar- 
ently by  the  action  of  moisture  in  the  air.  Sometimes  the  image 
was  developed  by  the  use  of  water.  This  method  appears  to  be 
the  foundation  of  certain  modern  processes  in  which  iron  and 
silver  are  used  in  conjunction,  and  water  intensifies  or  tones  the 
faint  image. 

Cathography,     Synonymous  with  Radiography  {g.v.). 

Caustic.  A  term  applied  to  corrosive  or  irritant  chemicals. 
Thus  nitrate  of  silver  is  known  as  lunar  caustic,  and  the  caustic 
alkaUes  are  the  hydrates  of  the  alkaline  metals.  In  optics  the 
term  caustic  (burning  line  or  burning  curve)  is  applied  to  lines  or 
curves  where  crossing  rays  illuminate  a  surface  with  double 
intensity.  The  bright  curved  line  often  seen  on  the  bottom  of  a 
cylindrical  earthenware  mug  (or  better  if  such  a  vessel  is  filled  to 
within  an  inch  of  the  top  with  milk) 'is  a  good  illustration.  See 
Brewster's  "  optics,"  1831  ed.,  p.  60  to  65.  On  p.  64  two  experi- 
ments are  described,  in  which  caustics  serve  very  well  to  illustrate 
the  nature  of  spherical  aberration. 

Celluloid.  A  compact  transparent  material,  the  chief  con- 
stituent of  which   is   pyroxyline  or  dinitro-cellulose ;  camphor 
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being  the  usual  medium  (or  quasi  solvent)  for  agglutination. 
Celluloid'  dissolved  in  amyl  acetate,  acetone,  or  other  suitable 
solvent,  forms  a  useful  varnish,  (For  a  method  of  repairing 
articles  of  celluloid,  see  note  under  Acetone.  See  also 
Cellulose.) 

Cellulose.  A  general  term  applied  to  the  fibrous  or  hard 
constituent  of  plants.  It  contains  CgHi^Oj,  and  is  the  basis  of 
the  various  kinds  of  paper,  linen,  and  cotton.  Treated  with 
nitric  acid,  or  mixtures  of  this  acid  with  sulphuric  acid,  it  yields 
a  more  or  less  completely  nitrated  product ;  that  in  which  two 
of  hydrogen  are  replaced  by  the  group  NOj  being  the  soluble 
pyroxyline  used  in  making  collodion  and  celluloid.  The  acetic 
and  other  derivatives  of  cellulose  have  been  suggested  for  the 
making  of  transparent  and  flexible  films  to  replace  ordinary 
Celluloid  (g.v.). 

Centigrade.    See  Thermometer. 

Centigram,  Centimetre.  See  Weighing  and  Measuring. 

Centrifugal  Separation.  Plener,  by  rapidly  rotating  a  metal 
vessel  silvered  inside,  and  containing  gelatino-bromide  emulsion, 
succeeded  in  separating  the  sensitive  constituent  which  adhered 
as  a  cheese-like  mass  to  the  inner  circumference  of  the  vessel. 
It  could  then  be  stirred  up  with  water  and  be  again  separated, 
and  so  washed  any  number  of  times,  after  which  it  could  be 
incorporated  with  fresh  gelatine.  This  method  has  since  been 
largely  employed  as  a  means  of  getting  rid  of  decomposed  gelatine, 
which  may  cause  frilling,  or  fog. 

Ceramic  Photography.  See  Enamel  and  Ceramic  Photo- 
graphy. 

Changing  Boxes  and  Bags.  The  changing  bag  is  a  very 
portable  form  of  the  dark  tent  (see  Dark  Tent),  and  devices  of 
this  kind  are  occasionally  used  for  changing  plates  when  out 
of  doors.  Generally  speaking  the  changing  bag  is  made  of 
opaque  material  with  arm  holes,  and  if  in  box  form  it  may  be 
called  a  changing  box.  Various  mechanical  devices  for  transfer- 
ring plates  from  the  dark  slide  to  a  store  box,  and  vice  versd,  are 
also  called  changing  boxes,  but  they  are  not  much  used  at  the 
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present  time.  Many  changing  boxes  and  bags  are  figured  and 
described  in  the  older  books  on  photography.  The  magaizine 
portion  of  a  camera,  if  detachable,  is  sometimes  called  a  changing 
box. 

Chemical  Calculations,  Beactions,  and  Equivalent  Quan- 
tities.   See  Equivalence,  Chemical,  and  Analysis. 

Chemical  Focus.    See  Chromatic  Aberration. 

Chemigraphy.  Relief  etching  on  metals,  the  resist  being  an 
original  drawing  on  the  metal,  a'  transfer  from  another  print,  or 
a  transfer  obtained  by  photographic  means.  Zinc  is  the  metal 
most  used,  and  very  weak  nitric  acid  (about  i  to  40)  the  mordant. 
As  the  etching  progresses,  the  lines  are  loaded  with  fresh  ink  and 
resin  powder.  This  mixture  -being  heated  on  the  plate,  runs 
down  on  the  sides  of  the  relief  and  affords  protection  against 
undercutting.  (See  list  of  references  under  Blocks  for  Print- 
ing.) 

Chlorates.  A  class  of  salts  derived  from  chloric  acid ;  the 
chlorate  of  potassium  KCIO3  being  used  as  a  source  of  oxygen, 
which  it  readily  yields  when  heated,  especially  if  a  small  pro- 
portion of  manganese  dioxide  is  present. 

Chlorides.  A  chloride  is  a  compound  of  a  metal  or  other 
element  with  chlorine,  the  most  common  chloride  being  sodium 
chloride,  or  common  salt,  NaCl.  The  so-called  chloride  of  lime 
and  chloride  of  soda  or  potash  come  under  a  different  category, 
containing  as  they  do  a  hypochlorite  as  the  active  constituent. 
(See  Bleaching  Powder  ;  also  Eau  de  Javelle.) 

Chloroform  (Ger.,  Chloroform;  Fr.,  Chloroforme ;  Ital., 
Chloroformio),  CHCI3.  Prepared  by  the  action  of  Bleaching 
Powder  {q.v.')  and  water  on  alcohol  or  methylated  alcohol.  It  is 
a  heavy,  colourless  liquid  of  pleasant  smell  and  sweet,  hot  taste. 
It  dissolves  in  alcohol  and  ether  in  all  proportions,  and  i  volume 
in  200  of  water.  It  evaporates  vfery  quickly,  and  leaves  no 
residue.     It  is  used  in  some  varnishes. 

Chlorophyll  (Ger.,  Chlorophyll  or  Blatfgriin;  Fr.,  Chloro- 
phylle ;  Ital.,  Clorofilla  or  Cromolo).  This  is  the  green  colouring 
matter  of  plants  and  leaves,  and  is  stated  to  be  composed  of 
two  substances,  phylloxanthine,  of  a  yellow  colour,  and  phyllo- 
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cyanine,  which  is  blue.  It  is  slightly  soluble  in  water,  but  more 
so  in  alcohol  and  ether.  It  has  been  used  for  sensitising  plates 
for  ortho-chromatic  work,  and  for  this  purpose  either  ivy,  parsley 
or  blue  myrtle  (periwinkle)  should  be  used.  The  fresh  leaves 
should  be  cut  up  small  and  rubbed  in  a  mortar,  and  then  allowed 
to  macerate  in  alcohol  for  24  hours.  Chlorophyll  solutions  do 
not  keep  well. 

Chromates.    See  Chromium. 

Chromatic  Aberration.  When  light  passes  through  a  prism 
or  a.  lens,  which  may  be  considered  as  formed  of  prisms,  it  is 
broken  up  or  refracted  into  its  constituent  rays.      If  a  beam  of 
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light,  RR,  strike  a  lens  (Fig.  22)  it  is  refracted  and  dispersed,  and 
as  the  violet  rays  are  bent  out  of  their  course  more  than  the  red,  it 
is  obvious  that  they  will  meet  at  a  point  nearer  the  lens  than  the 
red  rays,  as  shown  in  the  figure.  Therefore,  suppose  we  wish  to 
get  an  image  of  the  object  from,  which  rr  proceeds,  and  place  a 
screen  at  V,  we  shall  see  a  violet  image  surrounded  by  rings  of 
blue,  green,  orange,  yellow  and  red.  And  by  placing  the  screen 
at  Y,  we  shall  get  a  red  image  surrounded  by  orange,  yellow, 
green,  blue  and  violet  rings,  and  this  will  be  the  case  at  each  point 
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where  the  different  coloured  rays  cross  the  axis,  though  for  the 
sake  of  clearness  these  are  not  shown.  Now  the  brightest  part  of 
the  spectrum  to  the  human  eye  is  in  the  yellow,  whilst  the  rays 
which  act  most  on  the  plate  are  in  the  blue  and  violet,  so  that  if 
we  obtain  an  image  by  the  yellow  rays,  the  plate  would  be 
affected  by  the  blue  and  violet,  and  we  should  get  no  sharp 
picture,  because  at  Y  the  blue  rays  would  be  a  circle  instead  of 
a  point.  This  is  termed  non-coincidence  of  the  visual  and 
chemical  foci,  or  the  lenses  are  said  to  be  uncorrected  or  non- 
achromatic.  Now  it  is  a  fact  that  crown  and  flint  glass  have 
different  dispersive  powers,  that  is,  they  produce  spectra  which 
differ  in  the'position  of  the  Fraunhofer  lines.  With  the  crown  glass 
the  distances  between  a  b  and  b  c,  in  the  red  and  orange,  is 
greater  than  with  the  flint,  whereas  with  the  flint  the  distances 


Fig.  23- 

between  f  g  and  G  h  are  greater  than  with  the  crown.  Therefore 
we  may  assert  that,  with  the  crown  glass,  the  red  end  or  [less 
refrangible  rays  are  extended  at  the  expense  of  the  violet  or 
more  refrangible  rays,  whilst  with  the  flint  glass  the  opposite 
holds  good.'  We  have  seen  that  we  have  a  lens  which  is 
practically  a  collection  of  prisms;  we  have  also  seen  that  the 
visual  and  chemical  rays  do  not  have  the  same  focus,  and  it  is 
essential  they  should  possess  this  in  common.  Light  is  always 
refracted  towards  the  base  of  a  prism,  and  we  have  just  pointed 
out  that  flint  and  crown  glass  act  differently  on  the  spectrum ; 
the  one  extends  the  blue,  the  other  the  red  end  more,  so  that 
it  is  not  difficult  to  see  from  fig.  23,  that  what  we  want  to  do  is 
to  make  /fall  upon  /'.  This  represents,  exaggerated  of  course, 
the  action  of  a  convex  crown-glass  lens.  Now,  suppose  we 
examine  the  action  of  a  concave  flint-glass  lens.  In  this  case, 
fig.   24,  it  is  seen  that  the  blue   rays  are  bent  out  more  than 
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the  yellow,  so  tiiai,  if  we  combine  a  flint  concave  with  a  crown 
convex,  we  shall  get  the  blue  rays  extended  more,  and  thus 
neutralise  the  effect  of  the  crown  to  some  extent.  I  endeavour 
to  show  tTiis  in  fig.  25.  "the  focus  of  the  crown  lens  is  shown 
at  2  for  the  yellow  rays  and  at  I  for  the  blue  ;  but  by  adding 


Fig.  24. 


a  concave  flint,  the, focus  ^J'^  both  is  lengthened  to  /  Now, 
there  are  more  rays  than  the  blue  and  yellow  in  the  spectrum, 
and  it  naturally  occurs  to  ask  about  the  others ;  these  are  left 
outstanding,  and  at  /  form  coloured  rings  round  the  central 
spot  or  sharp  focus  J^,'  and  form  what  is  called  the  secondary 


Fig.  25. 


spectrum.  In  figs,  25  and  26  we  only  represent  two  lenses,  but 
if  we  use  three,  three  rays  may  be  combined  and  the  lens  is  said 
to  be  apochromatic,  and  the  faint  outstanding  rays  of  colour 
are  callfed  the  residuary  tertiary  spectrum.  The  advantage  of 
the  more  perfect  achromatism  of  lenses  at  the  present  time 
is  shown  from  the  following  statement.     The  ordinary  gelatiho- 
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bromide  plate  is  sensitive,  not  only  to  those  particular  portions 
of  the  spectrum  designated  by  d  and  f,  but  also  between  d  and  F, 
and  F  and  h  ;  and  if  we  use  colour-sensitive  plates,  we  find 
considerable  increase  of  sensitiveness  to  the  yellowish  green 
about  E,  so  that  those  rays  for  which  the  lens  is  not  perfectly 
achromatised  may  act,  and  as  these  rays  do  not  form  an  exact 
image  at  that  point  where  d  and  f  meet,  they  may  affect  the 
silver  in  such  a  manner  as  to  enable  the  developer  to  reduce 
the  same  ;  and  although  such  reduction  would  be  hardly  visible 


Fig.  26. 

to  the  naked  eye,  yet,  in  enlarging,  the  points  of  confusion  thus 
caused  might  become  visible,  and  give  indistinctness  or  fuzziness. 

Chromatic  Triangle.    See  Triangle,  Chromatic. 

Chromatype,  Chromotype.  Names  applied  to  certain 
bichromate  processes  ;  the  former  to  an  old  method  of  Mr. 
Ponton's  in  which  paper  was  sensitised  witli  one  dram  of 
sulphate  of  copper  in  half  an  ounce  of  water,  then  mixed  with 
half  an  ounce  of  saturated  solution  of  bichromate  of  potassium. 
After  exposure  it  yields  a  brown  picture  on  washing  with  nitrate 
of  silver  solution,  washing  alone  serving  for  fixation.  Several 
variations  were  made.  The  latter  name  was  applied  by  Mr. 
Lambert  to  carbon  points  developed  on  coUodionised  glass,  and 
stripped  when  dry  with  the  full  enamel  lustre. 

Chrome  Alum.    See  Alum. 

Chromium.  A  metal  unimportant  in  the  separate  state,  but 
the  compounds  of  which  are  much  used  in  |  the  industrial  arts. 
The  chromates  M'jCrO,,  and  bichromates  M^CrjO,,  when  soluble, 
make  gelatine  and  similar  substances  highly  sensitive  to  light, 
the  gelatine  becoming  insoluble,  (See  Carbon  Processes  and 
Artigue's  Process.) 
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Chromogramme,  The  assemblage  of  three  monochrome 
positives  which  control  the  coloured  lights  in  Mr.  Ive's  photo- 
chromoscope,  now  called  by  him  Kromskop  (g.v.). 

Chromotype.    See  Chromatype. 

Chrono-Fhotography.  The  taking  automatically  of  photo- 
graphs at  regular  intervals  for  such  devices  as  the  lantern 
zoetrope.     (See  Zoetrope.) 

Chrysotype.  An  obsolete  process :  paper  charged  with 
the  double  citrate  of  iron  and  ammonia  is  exposed,  and  then 
immersed  in  a  solution  of  chloride  of  gold,  whereby  a  permanent 
purple  print  is  obtained,  which  only  needs  washing. 

Cinematograph.  This  is  the  name  most  frequently  applied 
to  a  lantern  device  when  used  for  showing  photographs  as  in 


Fig.  27. 

motion,  the  central  principles  of  such  device  being  explained  in 
another  place.  (See  Zoetrope.)  During  the  interval  of  five 
years  which  ;has  elapsed  since  the  issue  of  the  seventh  edition 
of  this  Dictionary,  the  cinematograph  has  steadily  grown  in 
popularity,  and  at  the  present  time  those  in  London  places  of 
entertainment; often  see-on  the  screens  a  rehearsal  of  the  notable 
activities  of.the  same  day. 

Compact  and  convenient  cameras  for  making  the  exposures  on 
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the  band  for  sensitive  film  (see  Zoetrope)  can  now  be  had  in 
great  variety,  and  the  same  remark  applies  to  lantern  apparatus 


Fig.  28. 

for  projecting^ ;the  images  in  rapid  succession.  In  .fig.  27  is  seen 
a  sketch  of  one  of  the  best  forms  of  camera,  the  bioscope  of  the 
Warwick  Trading  Company,  and  fig.  28  shows  the  biospope 
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projector  of  the  same  firm.  The  croSs-like  shutter  covers  the 
lens  at  the  instant  when  the  film  is  moved,  so  as  to  bring  another 
view  into  the  field,  the  whole  play  of  movement  being  controlled 
by  the  winch]  handle.  (For  general  principles  of  this  and  other 
similar  lanterns  see  Zoetrope.) 

The  Kammatograph.  Those  ordinary  types  of  cinematograph, 
which  involve  the  use  of  a  long  band  of  film,  are  rather  incon- 
venient in  the  hands  of  the  amateur,  as  the  band  of  film — often 
several  hundred  feet  long— is  by  no  means  easy  to  deal  with  in 
an  ordinary  dark  room.  To  meet  this  difficulty,  Mr.  L.  Kamm 
has  designed  an  apparatus  by  which  between  500  and  600  small 
views  can  be  taken  in  rapid  succession  on  a  circular  glass  plate 

12  ins.  in  diameter.  This  negative  plate  is  developed  quite 
in  the  ordinary  way,  and  a  contact  transparency  m^de  from  it 
on  a  similar  disc  is  used  in  a  suitable  projecting  lantern.  The 
kammatograph  camera  is  by  no  means  the  enormous  construc- 
tion which  might  be  supposed  from  the  fact  that  it  takes  a  glass 
plate  12  ins.  in  diameter,  as  it  is  but  little  more  than  large 
enough  to  accommodate  the  plate,  the  dimensions  being  14  ins.  x 

13  ins.  X  4|-  ins.,  while  the  weight  is  only  8  lbs. 

Those  who  wish  to  fully  study  details  of  the  various  forms  of 
cinematograph  should  refer  to  Mr.  Henry  V.  Hopwood"s  "  Living 
Pictures,"  a  volume  of  276  pp.,  published  at  the  offices  of  The 
Optician,  125,  Fleet  Street,  London.  In  this  work  there  is  an 
exhaustive  bibhograpliy  of  papers  relating  to  the  cinematograph, 
and  a  list  of  patents  bearing  on  the  matter. 

Circle  of  Least  Confusion.  An  optical  term  to  denote  the 
nearest  approach  to  an  absolute  focus  of  a  pencil  of  light. 

Citric  Acid  (Ger.,  Citronehsdure ;  Fr.,  Acide  citrique ;  Ital., 
Acido  Citrico).  H3C5H5O7.  Occurs  naturally  in  the  juice  of 
many  fruits,  and  is  obtained  chiefly  from  the  lime  and  lemon 
juice  by  heating  and  adding  chalk,  collecting  the  precipitate  and 
decomposing  with  sulphuric  acid,  and  evaporating  the  solution 
till  crystals  are  obtained.  Solubility:  133  per  cent,  in  cold, 
200  per  cent,  in  hot  water,  soluble  in  alcohol  and  ether.  It  is 
used  to  make  citrates,  as  an  ingredient  of  clearing  solutions,  and 
as  a  preservative  for  sensitised  paper. 

Claude  Lorraine  Glass.  A  plate  of  black  glass,  one  side  of 
which  is  ground  to  a  convex  figure.    Used  by  painters  as  showing 
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a  reduced  representation  of  a  landscape  with  subdued  tints ;  but 
perhaps  more  specially  useful  to  landscape  photographers  in  this 
respect. 

Clearing  Bath..  Any  solution  used  to  clear  or  cleanse. a 
negative  or  positive  from  the  stains  of  development  is  thus 
termed.     The  following  are  those  in  most  common  use  : — 

Alum  2  ozs. 

Citric  acid i  oz. 

Water  20  ozs. 

Or 

Chrome  alum  ...         ...         ...         ...         i  oz. 

Citric  acid    ...         ...         ...         ...         ...         i    ,, 

Water  20  ozs. 

The  latter  is  specially  useful,  the  chrome  alum  having  a  special 
tanning  action  on  the  film  much  superior  to  ordinary  alum.  The 
addition  of  a  little  ferrous  sulphate  has  been  recommeoded, 
but  without  any  notable  benefit.  When  plates  are  developed 
by  pyrogallol  and  soda,  a  very  non-actinic  yellow  colour  is  given 
to  the  film,  which  protracts  the  operation  of  printing  most  in- 
ordinately. By  use  of  the  chrome  alum  bath  this  colour  is 
changed  to  fine  olive  green,  which  scarcely  effects  the  printing. 
In  the  case  of  ferrous-oxalate  development  the  same  bath  is 
useful  for  clearing  off  the  deposit  of  oxalate  of  hme  due  to  the 
use  of  hard  water,  whether  on  negatives,  positives,  opals,  or 
paper.  Mr.  B.  J.  Edwards  has  suggested  the  following,  which, 
as  it  possesses  one  or  two  features  distinct  from  the  others,  is 
here  given  :^ 

I. 

Alum I  oz. 

Citric  acid     ...         ...         ...  i    ,, 

Water  15   „ 

II. 

Saturated  solution  of  sulphate  of  iron     ...  5  ozs. 

For  ordinary  use  one  part  No.  II.  is  mixed  with  three  parts  of  No.  I. 
If  the  negative  is  a  little  too  dense,  the  use  of  No.  I.  solution 
alone  will  reduce  the  same.  If  not  quite  dense  enough,  the  use 
of  No.  II.  alone  will  often  give  the  slight  effect  required  to  pro- 
duce a  satisfactory  negative.     Mr.  Edwards  recommends  the  use 
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of  this  clearing  bath  immediately  after  fixing,  the  plate  being  only 
just  rinsed  after  being  taken  out  of  the  fixing  bath.  The 
following  solution  has  been  specially  recommended  for  removing 
pyro  stains  and  is  very  effectual : — 

Thiocarbamide         30  grs. 

Citric  acid     10  „ 

Water  5  ozs. 

Clich^.  A  term  applied  to  the  negatives,  positives,  and 
moulds: used  in  reproduction. 

Clips.  The  wooden  spring  clips  sold  at  the  oil  shops  can  be 
made  much  less  liable  to  injure  prepared  papers  and  prints,  by 
dipping  the  gripping  ends  in  melted  paraffin  wax.  The  gripping 
ends  of  metal  clips  may  be  dipped  in  the  sensitive  bitumen 
varnish  mentioned  in  another  place  (see  Asphalt  Processes). 
The  coating  becomes  gradually  hardened  and  increasingly  pro- 
tective by  exposure  to  light. 

Cloud  Negatives.  There  are  few  landscapes  or  seascapes 
taken  by  amateurs  which  would  not  be  improved  by  the  addition 
of  clouds — in  fact,  in  many  instances  an  otherwise  poor  print 
may  be  made  a  picture  by  the  judicious  use  of  the  same.  It 
must,  however,  be  borne  in  mind  that  clouds  which  are  unsuit- 
able to  the  landscape,  or  which  are  differently  lighted,  are  worse 
than  a  blank  sky.  For  taking  cloud  negatives  it  will  be  found 
that  slow  or  medium  plates,  rich  in  silver  and  preferably  coated 
with  a  bromo-iodide  emulsion,  will  answer  well ;  but  the  finest 
effects  will  be  obtained  by  the  use  of  isochromatic  or  orthochro- 
matic  plates,  with  a  yellow  screen  interposed  between  the  lens 
and  plate.  The  majority  of  landscape  photographs  have  the 
horizons  from  one-third  to  two-thirds  up  the  plate ;  therefore  it 
would  not  be  advisable  to  point  the  lens  to  the  zenith  to  obtain 
cloud  negatives,  as  the  lighting,  as  a  rule,  is  different  to  that  ob- 
tained nearer  the  horizon.  It  will  be  found  that  good  cloud 
scenes  may  be  obtained  without  much  difficulty  from  any  open 
space  near  London  or  any  other  city  or  towii ;  and  the  author 
has  obtained  very  fine  negatives  from  the  upper  windows  of  an 
ordinary  dwelling  house,  and  in  practice  he  makes  it  a  rule,  ;f 
possible,  to  include  some  of  the  housetops  or  distant  landscape 
in  the  field  of  view,  though  this  is  totally  disregarded  in  exposure 
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and  development.  The  lens  used  may  be,  of  course,  that  usually 
employed,  and  it  should  be  racked  out  to  its  equivalent  focus, 
and  a  comparatively  small  diaphragm  used — though  this  will 
depend  upon  the  character  of  the  clouds,  as  heavy,  dark  thunder- 
clouds will  require  a  larger  aperture  than  the  fleecy  clouds  of 
bright  weather.  For  dark  masses,  as  a  rule,  7/22  will  be  large 
enough ;  whilst  for  bright  sunlit  masses  on  a  blue  sky  as  small 
as  y/64  will  be  found  ample.  In  any  case,  however,  a  shutter 
exposure  will  be  required ;  generally  from  i  to  ^  sec.  will  be 
sufficient.  For  development  of  such  plates  it  is  advisable  to 
keep  down  pyro,  so  as  to  obtain  soft  and  delicate  negatives 
rather  than  bold  or  vigorous  contrasts,  and  the  development 
should  not  be  pushed  too  far.  For  sunrise  and  sunset  effects 
isochromatic  plates  are  a  sine  qud  non ;  these  alone  will  in  any 
way  do  but  tardy  justice  to  the  sometimes  beautiful  effects  to  be 
obtained  at  these  times ;  but  in  every  case  it  must  not  be  forgotten 
that  colour  must  be  disregarded,  shape  and  the  relative  massing 
of  the  clouds  alone  being  of  any  use  to  the  photographers.  To 
print  clouds  into  a  negative  it  is  advisable  first  to  take  a  print  on 
ordinary  albumenised  paper,  and  then  the  outUne  of  the  sky 
should  be  carefully  cut  with  a  sharp  pair  of  fine-pointed  scissors, 
and  this  mask,  as  it  is  termed,  should  be  adjusted  on  the  negative, 
and  the  sky  printed  in  on  the  print  after  the  landscape  or  sea- 
scape has  been  printed.  For  printing  clouds  in  enlargements 
and  lantern  slides  the  same  plan  may  be  adopted,  or  with  the 
latter  the  clouds  may  be  printed  on  another  plate,  and  the  same, 
when  developed,  fixed,  and  washed,  used  as  a  covering  glass. 
In  the  finished  print  clouds  should,  in  almost  every  case,  be 
subordinate  to  the  landscape,  and  therefore  they  should  not  be 
so  heavily  printed — in  fact,  in  some  cases  the  merest  suspicion 
of  clouds  is  quite  sufficient  to  J  produce  an  agreeable  effect.  For 
a  photographic  method  of  determining  the  height  of  clouds  see 
Nephograph. 

Coal-Tar  Colours.    See  Aniline  Colours. 

Coffee  Process.  In  this  method  Colonel  Barrett  used  in- 
fusion of  coffee  as  an  organifier  or  preservative  of  the  collodion 
bath  plate. 

Collodio-Chloride  Printing-out  Paper.  This  was  proposed 
by  Wharton  Simpson  in  1865,  and  for  some  considerable  time 
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CoUodio-chloride  was  a  very  favourite  printing  process.  It 
gradually  fell  into  disuse,  but  has  lately  been  revived.  Numer- 
ous formulae  have  been  suggested,  but  the  three  followring  will  be 
found  to  yield  good  results  : — 

Monckhoven's  Formula. 
A.     Plain  Collodion. 

Pyroxyline 5  parts. 

Ether loo    „ 

Alcohol  loo    ,, 

B. 

Magnesium  chloride  (cryst.)  ...         ...         i  part. 

Alcohol  lo  parts. 

Filter. 

C. 

Silver  nitrate  2  parts. 

Boiling  dist.  water  ...         ...         ...        3     ,, 

Alcohol  7     ,, 

Dissolve  the  silver,  previously  powdered,  in  the  water,  then  add 
the  alcohol. 

D. 

Citric  acid     ...         ...         2  parts. 

Boiling  dist.  water  ...         ...         ...         2     „ 

Alcohol  16    ,, 

To  make  the  emulsion,  take  of 

Solution  A 60  parts, 

and  add  gradually,  with  constant  shaking 

Solution  B.    ...         ...         ...         5  parts. 

Then  in  the  same  manner 

Solution  C ...         ...         6  parts, 

and  finally 

Solution  D ...         4  parts. 

The  emulsion  should  be  allowed  to  stand  at  least  eight  days,  and 
it  works,  if  anything,  better  in  six  months. 

Liesegang's  Formula. 
A. 

Silver  nitrate  2  parts. 

Alcohol  (weak  or  ordinary)  100     ,, 
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B. 

Strontium  chloride 

Alcohol  (weak  or  ordinary) 

C. 
Citric  acid    .... 
Alcohol  

D. 
Pyroxylin     "... 

Ether  

Alcohol  (strong  or  absolute) 
To  make  the  emulsion  fake  of 

Solution  D 

„         C 

„         B 

Mix  well  and  add  gradually,  with  constant  shaking, 

Solution  A 5  parts. 

The  emulsion   should  be   allowed  to   stand  three   days.     The 
following  is  the  one  which  has  given  us  the  best  results. 

Geldmacher's  Formula  {modified). 
A. 


2 

parts. 

lOO 

»t 

2 

parts. 

IOC 

M 

4  parts. 

lOO 

J» 

100 

)J 

I  GO 

parts. 

lO 

lo 

i          Schering's  Celloidin 

Ether             

Alcohol          

Castor  oil      



20  parts. 
...     400    ,, 
...     400     ,, 
4     ,- 

Silver  nitrate 
Distilled  water 
Alcohol          

B. 

20  parts. 
...       20     „ 
...       so    „ 

Citric  acid     

Alcohol          

C. 

5  parts. 
...       70    „ 

Lithium  Chloride 
Strontium  Chloride ... 
Alcohol          

D. 

25  parts. 
...     2-5     „ 
...      70    „ 

Mix  solutions  C  and  D  and  add  gradually 
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then  add  B  very  gradually  with  constant  shaking,  and  finally  5 
parts  of  pure  glycerine.  The  emulsion  should  now  be  allowed  to 
stand  for  six  hours.  Baryta  or  enamel  paper  is  always  used  as 
the  support,  and  the  edges  of  a  sheet  are  turned  up,  the  paper 
laid  on  a  sheet  of  plate  glass,  and  coated  with  the  collodion  just 
the  same  as  though  it  were  the  glass  itself.  It  is  then  allowed  to 
set  and  dry.  It  is  printed  in  just  the  same  way  as  any  ordinary 
gelatino-chloride  paper,  and  may  be  treated  and  toned  in  the  same 
way ;  but  it  will  be  found  that  the  paper  is  very  apt  to  curl  up  in 
the  solutions.  This  may  be  avoided  by  laying  the  print  on  the 
bottom  of  an  empty  dry  dish,  and  pouring  very  hot  water  on  to 
the  collodion  film,  allowing  it  to  soak  for  a  minute  and  then 
washingthoroughly,  either  in  plain  water  or  salt  water,  as  .suggested 
for  gelatino-chloride  paper.  The  best  results  are  obtained  with 
the  simple  sulphocyanide  bath.  One  important  precaution  to  be 
observed  in  the  use  of  this  paper  arises  from  the  fact  that,  if  bent 
sharply  across,  it  will  crack. 

For  a  list  of  books  on  CoUodio-Chloride  see  Aristotype  ;  and 
for  particulars  as  to  toning,  fixing,  and  treating  by  short  exposure 
with  subsequent  development,  see  Gelatino  Chloride. 

Collodion.  The  vehicle  used  in  wet-plate  processes  for 
holding  the  haloid  salts  necessary  for  the  formation  of  the 
sensitive  film.  It  is  prepared  by  dissolving  Pyroxyline  (g.v.) 
in  a  mixture  of  equal  parts  of  alcohol  and  ether,  and  it  is  a 
transparent  glutinous  liquid,  which,  when  poured  upon  any  sur- 
face, leaves,  by  the  evaporation  of  the  solvents,  an  attenuated 
film  of  pyroxyline  highly  transparent  and  structureless,  also  well 
adapted  for  the  purpose  for  which  it  is  required.  The  usual 
strength  is  as  follows  : — 

Pyroxyline     5  grs. 

Alcohol, -820  sp.  gr.  \oz. 

Ether,  725  sp.  gr J,, 

Methylated  alcohol  and  methylated  ether  may  be,  and  are, 
largely  used  on  account  of  their  cheapness.  A  special  kind  of 
collodion,  called  enamel  or  leather  collodion,  is  used  for 
Enamelling  Prints  {q.v.).  (See  also  following  article.  Collodion 
Processes.) 

Collodion  Processes.  A  short  account  of  the  Wet  Collodion 
Process  will  be    found  under  the   heading  Wet  Collodion 
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Process,  but  as  this  method  is  now  scarcely  used  excepting 
in  connection  with  negatives  for  photomechanical  processes,  the 
details  given  are  hardly  sufficient  to  serve  as  a  complete  guide 
to  a  beginner ;  and  a  clue  to  the  various  sources  of  failure — a 
modern  handbook  of  the  Wet  Collodion  Process — is  Mr.  Charles 
W.  Gamble's  "Wet  Collodion  Photography,"  published  by 
Hazell,  Watson  &  Viney,  Ld.  The  older  Dry  Collodion 
methods  may  be  dismissed  in  a  few  words.  The  plate  as  taken 
from  the  bath  was  washed  to  remove  free  nitrate  of  silver, 
and  an  organic  liquid,  as  coffee,  tannin  solution,  albumen,  weak 
gelatine  or  gum  was  poured  on,  so  as  to  prevent  the  collodion 
film  becoming  horny  and  impermeable  on  drying.  Such  plates 
may  »be  preserved  indefinitely  under  favourable  conditions. 
Previously  to  development  the  plate  was  soaked  in  water  to 
soften  the  film,  and  then  development  was  performed  with  a 
wet  collodion  developer  (see  Wet  Collodion  Process),  to 
which  nitrate  of  silver  had  been  added  to  replace  that  washed 
out  of  the  film.  The  development  of  dry  collodion  plates  with 
an  alkaUne  developer  and  no  free  nitrate  of  silver,  also  the 
making  of  collodion  emulsions  by  adding  a  silver  solution  to 
the  collodion,  were  important  steps  in  a  long  chain  of  experi- 
mental work  which  led  to  the  evolution  of  the  modern  gelatine 
emulsion  process.    (See  Emulsion.) 

CollograpMc  Process.    Syn.  with  Collotype. 

Collotype.  Synonyms  :  Albertype,  Artotype,  Phototype, 
Lichtdruck.  Collotype  is  a  photomechanical  process  by  which 
prints  in  greasy  ink  are  obtained  by  means  of  a  film  of  gelatine 
used  as  a  printing  surface.  Briefly  the  process  is  summed  up 
as  follows :  a  film  of  gelatine  containing  a  bichrqmate  salt  is 
exposed  to  light  under  a  negative,  washed,  and  inked  with 
greasy  ink,  which  adheres  only  to  those  places  which  have  been 
afifected  by  light.  By  using  a  suitable  press  many  proofs  can 
be  obtained.  Negatives  for  preparing  the  collotype  plates,  as  ' 
they  are  called,  must  be  reversed  (see  Reversed  Negatives), 
and  should  be  of  a  rather  soft,  dehcate  character,  free  from 
yellow  stain.  They  should  also  be  provided  with  a  safe  edge 
which  is  usually  made  of  tin  foil.  It  is  customary  to  prepare 
several  negatives  of  one  subject  when  a  large  number  of  pulls 
or  prints  is  required;    as  many  as  two,  four,  six,  or  eight, 
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bring  prepared  at  once,  on  sheets  of  plate  glass,  which  should^ 
be  about  fths  inch  thick;  the  edges  and  corners  should  be 
ground  off.  This  glass  is  grained,  and  it  is  usual  to  grain  two  at 
once  by  placing  some  emery  flour  moistened  with  water  on  one, 
which  should  be  laid  absolutely  flat  on  a  table,  and  placing 
another  plate  on  top,  and  working  this  about  till  both  surfaces 
are  evenly  grained ;  care  being  exercised  to  keep  the  emery 
moist.  As  soon  as  the  surfaces  are  ground,  the  emery  is  washed 
off  and  finer  emery  flour  used  in  the  same  way  till  the  surfaces 
look  perfectly  homogeneous  and  free  from  deep  pits  or  scratches. 
The  plates  are  then  thoroughly  washed,  rinsed  in  distilled  water, 
and  set  up  to  drain.  To  ensure  adherence  of  the  gelatine  to  the 
glass  during  the  hard  usage  to  which  it  is  subjected  in  printing 
a  substratum  is  required.  This  is  usually  a  mixture  of  beer  and 
silicate  of  soda  or  potash.  The  beer  to  be  used  is  that  known  as 
"  four  ale,"  and  it  should  be  allowed  to  stand  twenty-four  hours 
to  get  perfectly  flat.     The  mixture  is 

Four  ale        200  parts. 

Silicate  of  soda  (syrupy)    ...         ...         ...       10    ,, 

This  mixture  is  well  stirred,  allowed  to  stand  for  some  time,  and 
then  filtered  through  nainsook,  well  washed  previously,  and  it  is 
ready  for  use.  The  plates  are  heated  gently  in  a  collotype  drying 
oven,  and  then  rinsed  with  a  little  weak  ammonia  water,  and 
allowed  to  dry  ;  or  else,  after  being  dusted,  they  are  flowed  over 
with  the  silicate  mixture,  the  excess  being  allowed  to  run  off  into 
the  sink,  drained  for  a  minute,  and  a  second  coating  given  them, 
when  they  are  placed  in  the  oven  in  which  they  very  soon  dry. 
Another  substratum,  lately  recommended  by  Holzhausen  and 
Wetherman,  is 

No. 

Dextrine 

Sugar  

Alcohol  

Water  


No. 
Silicate  of  potash  (liquid) 
Tannin 


40  parts, 

S     ., 

5     ., 
40    „ 


...   1200  parts. 

2-5     „ 

Dissolve  the  dextrine  and  sugar  in  the  water,  and  add  the  alcohol. 
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Dissolve  the  tannin  in  a  small  quantity  of  water,  mix  with  the 
siUcate,  allow  to  stand  for  twenty-four  hours.  Both  solutions  will 
keep  some  time  separate.     For  use  take 


No.  I 


I  part. 


No.  2 2  parts. 


Water 


7 


Filter  through  cloth.  This  must  be  used  at  once  as  it  will 
not  keep.  The  plate  should  be  placed  on  a  levelling  stand, 
and  after  brushing,  plenty  of  the  solution  should  be  poured 
on  and  spread  evenly  over,  if  necessary  using  a  small  piece  of 
paper,  then  drain  off  and  place  in  a  rack  to  dry ;  when  dry  the 
plates  should  be  well  rinsed  to  get  rid  of  the  free  silicate,  and 
again  dried,  and  the  plates  are  then  ready  for  coating.  The 
plates  may  also  be  dried  in  the  oven,  being  placed  on  edge,  and 
leaving  the  door  open,  and  regulating  the  heat  to  about  ioo°  F. 
The  sensitive  coating  is  bichromated  gelatine  prepared  as  fol- 
lows : — Special  hard  gelatine,  8o  parts,  are  allowed  to  soak  in 
water  for  a  quarter  of  an  hour,  the  water  poured  off  and  as  much 
as  possible  squeezed  out ;  the  gelatine  is  then  placed  in  a  graduated 
measure,  and  water  added  to  looo  parts.  The  gelatine  is  melted 
by  the  aid  of  a  waterbath,  and  then  i6  parts  of  bichromate  of 
potash  iinely  powdered  are  added  and  dissolved  by  careful  stirring. 
The  mixture  is  then  filtered  through  fine  muslin.  The  glass  is 
now  carefully  levelled  in  the  oven  and  heated,  and  the  plate 
carefully  and  evenly  coated,  from  loo  to  200  minims  being 
allowed  for  about  4  ins.  square  of  glass.  The  plate  or  plates 
having  been  coated,  the  oven  is  closed  and  the  temperature 
allowed  to  attain  about  115°  F.,  and  this  temperature  must  be 
kept  even  during  the  whole  time  the  plates  are  drying ;  and  the 
oven  should  not  be  opened  till  the  plates  are  quite  dry,  which 
at  the  above  temperature  will  be  in  two.  or  three  hours.  At  the 
end  of  this  time  the  gas  under  the  oven  should  be  turned  out 
and  the  plates  allovifed  to  cool.  The  plates  when  cool  are  ready 
for  exposure,  and  this  is  effected  in  a  heavy  printing  frame 
with  plate-glass  front,  and  with  screw-bars  to  obtain  pressure. 
The  duration  of  exposure  is  sometimes  judged  by  examining  the 
plates  from  the  back,  but  the  safest  way  is  to  use  an  actinometer, 
using,  as  the  sensitive  actinometer  paper,  a  piece  of  paper 
coated  with  the  same  mixture  as  used  for  the  plates.     A  little 

149 


300  parts. 
600    ,,    • 

30     ,. 

30    „ 

Collotype 

experience  soon  determines  the  number  of  tints  required  for  the 
particular  class  of  negative.  After  exposure  the  plate  is  removed, 
placed  face  downwards  on  a  sheet  of  black  cloth  or  paper,  and  the 
back  exposed  to  the  light;  the  reason  for  this  being  to  cause 
perfect  adherence  to  the  glass,  and  to  lessen  the  relief,  which 
takes  but  a  short  time  and  may  be  determined  by  the  photometer 
or  by  the  plate  assuming  a  faint  brown  colour.  The  plate  is 
washed  for  some  hours  in  running  water,  or  till,  on  placing  on  a 
sheet  of  white  paper,  it  has  quite  lost  its  yellow  colour,  and  is 
then  dried  and  ready  for  printing,  or  maybe  kept  in  this  condition 
for  a  long  time.  For  printing,  the  plate  is  set  horizontally,  and 
covered  with  a  solution,  which  is  ca  led  the  etching  solution. 

Water  

Glycerine 
Ammonia 
Salt 

This  is  allowed  to  act  till,  on  passing  the  iSnger  gently  over  the 
plate,  the  film  seems  thoroughly  penetrated.  The  solution  is 
then  poured  off,  and  the  excess  removed  with  a  soft  sponge, 
and  the  plate  is  then  rather  sharply  dabbed  with  a  cloth  or  fine 
blotting  paper.  The  plate  is  now  ready  for  fixing  on  the  machine, 
which  may  be  either  the  hand  or  steam  press.  A  mask  of  stout 
waxed  paper  is  cut  and  mounted,  so  as  to  cover  the  margins,  and 
the  plate  is  then  inked  and  printed  from.  The  inking  is  usually 
effected  with  two  rollers — the  one  of  leather  which  is  used  with 
a  thick  ink  and  heavy  pressure  to  ink  the  shadows,  and  the  other 
a  gelatine  roller  with  a  thinner  ink  and  lighter  pressure  for  the 
half-tones.  The  paper  on  which  the  proofs  are  pulled  may  be  of 
various  kinds.  It  may  be  glazed  or  unglazed,  rough  or  smooth 
surface,  India,  China,  or  Whatman's,  according  to  the  result 
desired,  and  the  proofs  may  be  allowed  to  dry  without  further 
treatment,  or  they  may  be  glazed,  which  is  usually  effected  by 
floating  the  prints  on  an  aqueous  solution  of  white  lac,  or  by 
coating  them  with  an  ordinary  label  varnish,  and  drying  by  the 
heat  of  a  gas  stove,  when  they  present  the  appearance  of 
ordinary  albumen  prints.  The  lac  varnish  is  made  by  boiling 
60  parts  of  white  lac  with  1000  parts  of  water,  and  60  parts  of 
borax.  The  prints  are  floated  for  some  seconds  on  this  in 
exactly  the  same  way  as   for  sens'itising  albumen   paper,  and 
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then  allowed  to  dry.  The  label  varnish  is  a  commercial  article, 
or  may  be  prepared  with 

Mastic  30  parts. 

Oil  of  Lavender       5     j, 

Alcohol  150    „ 

Benzine         ...         ...         ...         ...         ...       40    „ 

this  is  allowed  to  stand  for  eight  days  with  occasional  agitation, 
and  then  decanted.  This  should  only  be  appUed  to  collotypes 
on  chromo  or  baryta  paper,  and  should  be  applied  with  a  broad 
brush,  and  the  prints  dried  in  an  oven  or  drying  box.  Grained 
copper,  zinc  and  lead  plates  have  also  been  used  instead  of 
glass  for  the  support,  but  have  not  found  much  application  com- 
mercially. Flexible  supports  have  also  been  used,  such  as  the 
so-called  vegetable  parchment. 

Colour,  Effect  of,  in  Photography.  See  Isochromatic 
Photography. 

Colour  of  the  Film.  This  exercises  a  great  effect  upon  the 
subsequent  operation  of  printing.  The  yellow-stained  film  is  the 
most  non-actinic  and  slowest,  the  olive-greenish  black  being  the 
quickest  and  giving  the  most  brilliant  prints. 

Colour-Sensitometer.  Abney's  colour  sensitometer  in  its 
simplest  form  consists  of  a  series,  or  row,  of  coloured  glasses,  and 
a  stepped  sector-disc  which  rotates  rapidly  in  front  of  these 
glasses ;  so  controlling  the  light  that  the  luminosity  of  each 
coloured  pane,  considered  as  a  window,  is  equal.  If  a  truly 
orthochromatic  plate  is  exposed  behind  this  system  of  coloured 
windows,  it  is  obvious  that  all  the  windows  will  make  equal 
impressions  on  the  plate  ;  but  no  plate  is  truly  orthochromatic,  so 
coloured  screens  have  to  be  adjusted  to  the  plate.  Assume,  for 
example,  that  the  blue  window  produces  a  greater  effect  on  the 
plate  than  any  other.  A  yellowish  screen  is  interposed  so  as  to 
reduce  the  effect  of  the  blue.  By  repeated  trials  on  this  system 
a  screen  can  be  adjusted  to  the  plate,  so  that  the  two  together 
will  be  practically  orthochromatic.  In  a  similar  way  plates  and 
screens  can  be  adjusted  to  register  any  groupings  of  colour,  or  to 
produce  any  required  pseudo-chromatic  effect.  In  the  same  kind 
of  way  we  can  so  adjust  screens  to  plates  as  to  register  the  three 
groupings  of  colour  necessary  in  making  the  triplet  of  negatives 
required  for  the  Du  Hauron  process  of  heliochromy.     Abney's 


Colour  Sensitising  Composite  Portraiture 

colour  sensitometer  has  probably  been  a  main  factor  in  the 
recent  extensive  use  made  of  the  Du  Hauron  process  for  com- 
mercial purposes.  A  very  full  description  of  Abney's  colour 
sensitometer  will  be  found  in  The  Amateur  Photographer  for 
July  19th  and  August  2nd,  1895. 

Colour  Sensitising.    See  Isochromatic  Photography. 

Colouring  Pliotographs.  An  operation  that  requires  con- 
siderable artistic  skill  and  ability.  Some  useful  details  will  be 
found  in  the  article  Bromide  Paper. 

Colours,  Photography  in.  See  Photography  in  Natural 
Colours. 

Colour  Triangle.    See  Triangle,  Chromatic. 

Combination  of  Printing  Processes.  Sometimes  a  print  is 
commenced  by  one  method  and  finished  by  another.  Mr. 
Silberer,  for  example,  prints  in  platinotype,  and  produces  special 
effects  by  an  over-printing  in  gum-bichromate.  See  Gum 
Bichromate. 

Comhination  Printing.    See  Printing. 

Combining  of  Lenses.    See  Amplifier,  Adon  and  Lens. 

Compensator,  Miethe's.  In  using  a  wide-angle  lens  the 
falling  off  of  the  light  from  the  centre  towards  the  edges  is 
often  a  serious  inconvenience ;  but  a  many-armed  star  cut  out  of 
black  paper  and  supported  a  distance  behind  the  lens,  will  often 
prove  a  remedy.  This  star  should  be  kept  in  rotation  during  a 
part  of  the  exposure,  and  then  removed.  A  neater  device  of  a 
similar  sort  was  suggested  some  years  ago  by  Dr.  Miethe. 
A  plano-convex  lens  of  tinted  or  "  smoked  "  glass  is  cemented 
in  a  plano-concave  lens,  the  combination  being  thus  equivalent 
to  a  plain  glass,  the  centre  of  which  is  more  opaque  than  the 
edges. 

Composite  Portraiture.  Mr.  Francis  Galton,  by  throwing 
faint  images  of  a  succession  of  accurately-adjusted  prints  (or 
negatives)  on  the  same  part  of  a  single  sensitised  plate,  has 
obtained  resultant  images  which  give  a  pictorial  average  of  all 
the  constituents.  Racial  characteristics  are  brought  out  in  a 
remarkable  way  in  the  composite  photograph.     Particulars  and 

152 


Composition 


Condensers 


examples  of  composite  portraiture  are  to  be  found  in  Mr. 
Galton's  "  Inquiries  into  Human  Faculty  "  (Macmillan),  and  in 
M.  Arthur  Batut's  "  La  Photographie  Applique^  a  la  Production 
du  Type  "  (Paris  :  Gauthier-Villars). 

Composition.  A  term  denoting  the  grouping  of  the  materials 
of  a  picture  so  as  to  form  a  pleasing  and  harmonious  whole. 
It  can  be  well  said  of  the  majority  of  photographs  taken  by 
amateurs  that  there  is  but  little  composition  in  them ;  most  being 
but  a  faithful  portrayal  of  subjects  as  they  are  found  naturally. 
But,  whilst  the  photographer  does  not  possess  that  wide  power 
of  composition  which  is  characteristic  of  the  artist's  work,  he 
can  at  least  modify  to  some  extent  the  scenes,  etc.,  ready 
found  to  his  hand.  The  amateur  who  desires  rather  to  produce 
pictures  than  faithful  photographs  is  recommended  to  obtain 
Robinson's  "Pictorial  Effect  in  Photography,"  and  "Picture 
Making  by  Photography,"  in  which  the  subject  is  most  ably 
treated  at  great  length.  These  two  books  should  form  part  of 
the  library  of  every  one  practising  photography. 

Concave,  Concavo-Concave,  Concavo-Convex  Lens.  See 
Lens. 

Concentrated  Solution.  A  term  often,  but  somewhat  loosely, 
applied  to  a  strong  or  saturated  solution.  (See  Solutions  and 
Solubilities). 

Condensers.  These  are  combinations  of  lenses  of  various 
forms,  which  have  for  their  purpose  the  condensing  or  collecting 


of  rays  of  light  which  would  otherwise  be  scattered  or  lost.    They 
form  a  necessary  part  of  every  lantern,  and  take  various    orms. 
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The  action  of  a  condenser  is  well  shown  in  the  following 
diagrams.  Let  R  be  the  light  emitting  rays  which  pass  through 
the  negative  on  slide  p,  and  let  o  be  the  objective  or  projecting 
lens.  It  will  be  seen  from  this  that  practically  very  little  light 
passing  through  the  slide  reaches  the  objective ;  but  by  placing 


Fig.  30. 

a  condenser  between  the  radiant  and  slide  it  will  be  seen  that  it 
refracts  light  which  would  otherwise  be  lost,  as  shown  by  the 
dotted  lines,  and  condenses  it,  so  that  it  is  utilised  by  the  pro- 
jecting lens.    Simple  lenses  could  be  used  for  condensers,  but  on 


yjy 


Fig.  31. 


Fig.  32. 


account  of  their  great  thickness  they  would  be  liable  to  crack, 
and  there  are  other  objections.  It  has  been  the  custom,  there- 
fore, to  split  the  single  lenses,  and  mount  the  two  lenses 
with  their  convex  surfaces  nearly  touching  as  in  fig.  31.  A 
further  imprlDvement,  suggested  by  Mr.  Traill  Taylor,  was  the 
form  shown  in  fig.  32,  which  consists  of  a  meniscus  lens  and  a 
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double  convex,  preferably  a  crossed  lens.  It  is  essential  with 
a  lantern — very  essential — that  as  much  light  as  possible  should 
be  utilised,  and  assuming  the  dotted  lines  a  and  b  to  represent 
an  angle  of  illumination  of  90°  it  is  seen  that  unless  the  con- 
denser is  placed  very  close  to  the  light,  and  is  of  short 
focus,  it  cannot   grasp  more   than   c  d  ;   therefore,   by  placing 


Fig-  33- 


a  small  lens  nearer  the  radiant,  as  in  fig.  33,  it  is  evident  that 
more  light  will  be  collected,  provided  the  third  lens  is  thin  and 
of  long  focus,  when  the  light  is  brought  to  within  two  inches 
of  the  small  lens,  and,  passing  through  it,  diverges,  and  then  is 
rendered  parallel  by  the  second  lens  and  condensed  by  the  third 
lens.     Further  than  that,  by   using  three   lenses   the   spherical 


\. 


Fig.  34- 

aberration  is  reduced  to  one-ninth  of  that  of  a  single  lens. 
Mr.  Traill  Taylor  suggested  many  years  ago  the  condenser  shown 
in  fig.  34,  which  consists  of  three  plano-convex  lenses,  the  centre 
being  achromatised.  This,  however,  is  expensive.  Grubb  sug- 
gested the  form  shown  in  fig.  35,  in  which  a  is  a  piece  of  plain 
glass  to  absorb  the  heat,  b  a  plano-convex  lens  which  acts  as  a 
condenser,  c  a  plano-convex,  and  d  an  over-corrected  combina- 
tion.    From  c  to  D  the  rays  are  practically  parallel,  and  thence 
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diverge,  and  are  condensed  by  the  large  lens  beyond  D.  The 
best  form  when  only  two  lenses  are  used,  is  that  shown  in  fig.  36, 
according  to  Mr.  Traill  Taylor,  whose  notes  on  this  subject  we  have 
condensed,  and  consists  of  a  plano-convex  lens  with  its  flat  side 


Fig-  35- 

to  the  radiant,  the  second  lens  being  a  crossed  lens.  Most  con- 
densers are  made  of  crown  glass,  and  have  a  shghtly  greenish 
tinge.  Colourless  optical  flint  would  be  better,  but  the  price 
would  be  higher.     All  condensers  should  be  so  loosely  mounted 


Fig-  36.  . 


in  thin  cells  that  they  can  be  turned  round,  otherwise  the  expan- 
sion by  the  heat  may  cause  them  to  crack.  Clock  glasses  filled 
with  liquid  have  been  suggested  as  condensers  for  enlarging,  but 
are  so  long  in  focus  as  to  be  practically  useless. 

Conjugate  Foci.    See  Focus. 

Constants,  Table  of.    See  Calculations  and  Constants. 

Contact,  Optical.  Any  two  substances  brought  into  close 
union  one  with  the  other,  so  as  to  absolutely  join,  and  made  to 
present  but  two  instead  of  four  surfaces,  are  said  to  be  in  optical 
contact.  A  familiar  example  is  the  common  mirror,  where  the 
amalgam  and  glass  are  in  optical  contact. 
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Contrast.  The  adjustment  of  the  light  and  shade  and  objects 
in  a  photograph  so  that  they  may  give  due  emphasis  the  one  to 
the  other. 

Convex.  The  opposite  to  concave — i.e.,  shaped  on  the  exterior 
into  a  spherical  or  round  form. 

Cooling  and  Freezing.  In  warm  weather  it  is  often  desirable 
to  cool  liquids,  such  as  developers  and  washing  waters,  and  to 
the  carbon  printer  some  means  of  cooling  is  occasionally  almost 
essential.  Bottles  containing  the  liquids  to  be  cooled — the  half 
gallon  bottles  known  as  Winchester  quarts  are  convenient — are 
wrapped  round  with  two  thicknesses  of  wet  calico,  this  being 
tied  on,  and  placed  where  there  is  a  strong  draught  of  air.  The 
dampness  of  the  covering  must  be  maintained,  which  can  con- 
veniently be  done  by  standing  the  bottles  in  a  shallow  tray 
containing  a  little  water.  When  ice  can  be  obtained,  it  is 
generally  more  convenient  to  cool  water  by  leaving  a  few  lumps 
of  ice  in  it,  and  a  similar  course  may  be  followed  with  other 
liquids,  when  the  addition  of  a  little  water  is  no  disadvantage ; 
otherwise  the  plan  of  standing  the  bottle  in  a  mixture  of  ice  and 
water  may  be  adopted.  In  special  cases  one  of  the  following 
freezing  mixtures  may  be  used : — 

No.  I. 

Crushed  ice  or  snow  2  parts. 

Common  salt  ...         ...         i  part. 

Will  reduce  the  temperature  from  about  +  10°  to  —  17  or  18°  C. 


No.  2. 

Crystallised  sulphate  of  sodium 

Commercial  hydrochloric  acid      

Will  give  about  the  same  reduction  as  the  above. 

8  parts. 
5    .. 

No.  3. 

Crystallised  phosphate  of  soda     

Dilute  ( I  to  3)  nitric  acid 

9  parts, 

4    „ 

Will  reduce  the  temperature  from  about  0°  to  -  28  or  29°  C. 

Copal.  A  resinous  substance  obtained  from  Madagascar, 
China,  Africa,  and  America,  and  the  product  of  several  widely 
differing  trees.     It  is  also  found  as  a  fossil.     It  occurs  in  pale 
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yellowish  tears  and  masses,  which  are  insoluble  in  water,  slightly 
soluble  in  alcohol,  more  so  in  alcohol  and  camphor,  freely  soluble 
in  chloroform,  ether,  and  turpentine.  It  is  used  for  making 
varnishes. 

Copper,  Bromide  of  (Ger.,  Kwpferbromid ;  Fr„  Bromure  de 
cuivre ;  Ital.,  Bromuro  di  rame).  CuBr2  =  223*3.  Synonym: 
Cupric  Bromide.  It  occurs  as  a  blackish  powder,  or  in  light-blue 
needle-like  crystals,  and  is  formed  by  dissolving  cupric  oxide  in 
hydrobromic  acid,  evaporating  and  crystallising,  also  by  mixing 
solutions  of  cupric  sulphate  and  bromide  of  potash,  evaporating, 
and  separating  the  sulphate  of  potash.  It  is  a  deliquescent 
salt,  and  slightly  soluble  in  alcohol.  It  is  used  as  a  first  step  in 
the  copper  method  of  intensification,  in  which  case  the  insoluble 
cuprous  bromide  CujEr^  is  formed  in  the  film. 

Copper,  Chloride  of  (Ger.,  Kupferchlorid ;  Fr.,  Chlorure  de 
cuivre;  Ital.,  Cloruro  di  rame).  CuClj  =  I34"3-  Synonym : 
Cupric  Chloride.  Formed  in  a  similar  manner  to  the  bromide, 
with  hydrochloric  acid,  or  by  mixing  a  solution  of  cupric  sulphate 
and  calcium  chloride,  filtering  from  the  precipitate  of  calcium 
sulphate,  evaporating,  and  drying.  It  forms  brilliant  emerald- 
green  needles,  which  are  very  deliquescent  and  easily  soluble  in 
alcohol.  It  is  used  as  a  reducer,  and  in  Obernetter's  copper 
process.  There  is  also  a  lower  chloride,  cuprous  chloride  CuCl 
or  CujClj,  which  is  sometimes  used  as  a  convenient  absorbent  of 
chlorine  in  the  preparation  of  chloroplatinite  of  potash. 

Copper  Perricyanide,  Toning  with.  See  under  Bromide 
Paper. 

Copper,  Sulphate  of  (Ger.,  Kupfersulfat,  or  Kupfervitriol ; 
Fr.,  Sulfate  de  cuivre,  or  Vitriol  bleu ;  Ital.,  Sulfate  di  rame), 
CuS04,5HjO  =  249-3.  Synonyms  :  Cupric  Sulphate,  Blue  Cop- 
peras, Blue  Vitriol.  This  is  made  by  roasting  copper  pyrites  with 
free  access  of  air,  lixiviation  of  the  mass  wdth  water,  evaporating, 
and  crystallising.  It  occurs  in  beautiful  blue  crystals,  some  of 
very  large  size.  Cupric  sulphate  has  been  used  as  an  addition 
to  the  ferrous  oxalate  developer,  its  action  being  stated  to  be 
merely  a  retarding  of  oxidation  of  the  ferrous  sulphate. 

Copying.  This  is  an  operation  which  is  frequently  necessary, 
and  maybe  divided  into  three  heads  for  convenience ;  id)  copying 
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black-and-white  objects;  {b)  copying  photographs ;  (c)  copying 
coloured  objects,  like  oil-paintings,  missals,  etc. 

(a)  Copying  Black-and-White  Work,  such  as  Engravings, 
Litte-Drawings,  etc.  For  the  professional  worker  wet  collodion 
undoubtedly  still  holds  its  own  in  this  branch ;  but  for  the 
amateur,  or  when  only  one  or  two  subjects  have  to  be  copied,  dry 
plates  may  be  used  with  satisfactory  results.  In  copying  a  black- 
and-whiteobject  we  want  no  gradation,  no  half-tones,  no  shadows; 
merely  black  and  white.  Should  the  paper  show  a  grain  it  is 
necessary  to  light  the  subject  in  such  a  manner  that  no  sign  of 


Vig.  37- 


this  grain  is  visible,  which  can  usually  be  efiected  by  a  full  front 
lighting,  and  by  even,  all-round  illumination  as  is  obtained  out  of 
doors.  Frequently  it  is  necessary  to  use  some  support  to  retain 
the  page  of  a  book  01"  print  flat ;  this  support  may  be  either  a 
piece  of  stout  wood  placed  behind  the  leaf  or  print,  which  can 
then  be  held  in  position  by  a  couple  of  stout  india-rubber  rings, 
if  the  print  to  be  copied  cannot  be  pinned  flat  by  the  aid  of 
drawing-pins.  A  capital  copying-stand,  suggested  by  the  "  Ker- 
nel," the  author  of  "  Photography  in  a  Nutshell,"  is  shown  in 
fig.  37.     This   is   so  obvious  that  we   need   hardly  explain  its 
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action.  The  most  suitable  plates  are  those  commercial  brands, 
which  are  specially  made  for  this  work,  and  which  are  called 
"  photo-mechanical "  ;  but,  failing  these,  any  ordinary  slow  lantern 
plate  designed  for  giving  black  tones  can  be  used.  The  lens 
should  be  a  rapid  rectilinear  or  doublet  of  not  too  long  a  focus, 
because  it  must  be  remembered  that  when  copying  at  close 
quarters  the  focus  is  lengthened,  and  therefore  a  lens  of  such  a 
focus  must  be  chosen  that  the  increased  focus  is  not  too  long  for 
the  bellows  of  the  camera.  This  increase  in  focus  must  be  taken 
into  account  when  estimating  the  factor  of  stop  aperture  for  cal- 
culating exposure.  The  exposure  of  course  will  vary  enormously 
with  the  subject ;  but,  as  some  guide,  it  may  be  said  that  copying 
a  black-and-white  line-drawing,  such  as  one  of  the  diagrams  in 
this  book,  the  same  size,  using  ^22  diaphragm  and  a  photo- 
mechanical plate  at  noon  in  an  ordinary  room,  facing  a  north- 
light  window  on  a  bright,  but  not  sunny  day,  the  exposure  given 
was  40  sees.,  and  found  to  be  correct.  For  development  ferrous 
oxalate,  eikonogen,  amidol,  and  metol  are  perhaps  less  suitable 
than  either  hydroquinone  or  pyro ;  glycin  also  being  of  value. 
The  main  point  in  developing  is  to  obtain  clear  glass  in  the 
lines  representing  the  blacks  of  the  print ;  density  of  the  part 
representing  the  paper  is  of  secondary  consideration  because 
it  may  be  obtained  afterwards  by  intensification,  though  with 
correct  exposure  good  density  combined  with  clear  glass  can 
be  easily  obtained.  Continue  development  as  far  and  as  long 
as  possible,  but  on  the  slightest  sign  of  any  deposit  on  the 
lines  instantly  drop  the  plate  in  an  acid  fixing-bath.  After 
fixation  wash  thoroughly,  and  then  examine  the  negative ;  should 
there  be  any  deposit  in  the  lines  reduce  by  the  aid  of  the  ferri- 
cyanide  and  hyposulphite  reducer,  thoroughly  wash,  soak  for  10 
mins.  in  a  hypo  eliminator,  again  wash,  and  intensify  with  the 
potassio-silver  cyanide  intensifier. 

(i)  Copying  Photographs.  In  copying  photographs,  photo- 
gravures, collotypes,  or  any  prints  in  which  there  is  half-tone,  it 
is  advisable  to  use  a  medium  rapidity  or  ordinary  plate,  and  with 
prints  with  a  considerable  amount  of  heavy  shadow  it  is  advisable 
even  to  use  a  more  rapid  plate.  The  developer  should  be  the 
one  usually  recommended  for  the  plates,  or  that  which  the 
operator  is  in  the  habit  of  using,  and  soft,  fuU-of-detail  negatives 
should  be  aimed  at. 
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(c)  Copying  Coloured  Objects^  Oil-Paintings,  etc.  With  all 
coloured  objects  there  is  only  one  particular  kind  to  use,  and 
that  is  the  colour-sensitive  plate.  When  the  object  contains 
much  red,  then  one  sensitised  for  this  colour  must  be  used ;  if 
there  is  much  blue  or  violet,  then  must  also  a  yellow  screen  or 
iilter  be  employed.  In  fact,  it  may  be  taken  for  granted  that 
with  all  oil-paintings  a  yellow  screen  is  advisable,  as  it  prevents 
the  reflections  from  the  cracks  and  inequalities  of  the  surface. 
The  best  light  in  which  to  copy  oil-paintings  is  sunhght.  In 
copying  oil-paintings  the  question  of  lighting  is  an  important 
one,  as  the  thicknesses  of  the  coats  of  paint  will  show  with 
strong  light  from  one  particular  direction ;  at  the  same  time,  it 
must  be  borne  in  mind  that  artists  frequently  desire  to  see  these 
inequalities  or  brush  marks,  whilst  for  ordinary  purposes  the 
■  brush  marks  are  objectionable.  For  the  correct  reproduction  of 
colours  it  is  necessary  to  use  light  filters,  which  will  cut  oif  the 
action  of  the  blue  and  violet  rays,  whilst  the  red  and  yellow  act. 
(The  composition  of  these  screens  for  this  purpose  is  given  under 
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As  regards  the  difficulty  of  mounting  the  object  to  be  copied 
on  a  vertical  position,  this  being  more  especially  a  trouble  when 
a  subject  has  to  be  copied  from  a  book,  it  is  often  convenient  to 
lay  the  original  on  the  floor  or  a  horizontal  surface  and  to  arrange 
for  the  camera  to  look  downwards  :  a  very  easy  matter  to  arrange 
if  the  necessary  distance  between  object  and  camera  is  approxi- 
mately determined  beforehand.  The  camera  can  then  be  clamped 
to  the  edge  of  a  table  or  some  other  piece  of  furniture ;  better 
still,  in  the  upper  angle  of  a  step-ladder,  in  which  case  the 
adjustment  as  to  distance  can  be  made  by  supporting  the  book 
at  the  required  height.  Special  stands  for  the  camera,  when 
looking  downwards,  have  been  designed,  and  these  generally 
include  an  adjustable  table  or  stage.  (For  a  new  and  remarkable 
method  of  copying  see  Playertype,  and  for  the  use  of  the 
camera  in  a  vertical  position  see  Camera  and  Camera  Stand.) 

Copyright.    See  Registration. 

Cotton  and  Gun  Cotton.  See  Cellulose,  Pyroxyline,  and 
Celluloid. 

Crawling.  A  term  applied  to  such  shifting  of  the  paper  in 
the  printing  frame  as  makes  a  portion  of  the  print  unsharp.     If 
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Cresoofylma  Crystal  Varnisli 

the  paper  is  not  quite  dry,  the  moisture  will  sometimes  diffuse 
into  the  backing  pad,  and  the  paper  will  contract ;  this  con- 
traction being  sometimes  as  much  as  -J-  of  an  inch  to  a  sheet, 
even  though  the  paper  seemed  quite  dry  to  the  touch. 

Crescofylma.  A  name  applied  to  a  commercial  preparation 
which  probably  contains  either  free  hydrofluoric  acid  or  an  acidi- 
fied fluoride,  and  used  as  a  means  of  floating  the  negative  film 
off  the  glass,  in  order  that  after  becoming  stretched  it  may  be 
mounted  on  another  plate,  or  otherwise  used  in  its  expanded 
form.     (See  Negatives,  Stripping  of.) 

Critical  Angle.  When  light  passes  from  a  dense  medium 
to  a  rare  medium  under  an  increasing  angle  with  the  perpen- 
dicular, an  angle  will  be  reached  at  which  the  refracted  ray 
should  make  an  angle  of  90°  with  the  normal.  This  is  called 
the  critical  angle,  and  then  internal  or  total  reflection  sets  in. 

Crossed  Lens.  The  form  of  single  lens  which  has  the  least 
spherical  aberration ;  double  convex,  and  best  with  radius  of 
posterior  surface  about  six  times  that  of  anterior  surface. 

Crystal  Cube,  or  Crystal  Miniature.  Mr.  Henry  Swan's 
device  for  showing  stereoscopic  effect.  A  cube  of  glass  is  made 
up  of  two  prisms,  the  angle  of  division  being  so  adjusted  in 
relation  to  the  refractive  power  of  the  glass,  that  one  eye  sees 
an  element  of  the  stereogram  by  transmission,  and  the  other  eye 
sees  the  second  element  of  the  stereogram  by  reflection.  The 
effect  is  as  if  a  solid  object  were  embedded  iu  the  glass. 

Crystal  Varnisli.  This  is  specially  designed  for  varnishing 
lantern-slides  and  transparencies,  and  is  made  by  dissolving — 

Gum  dammar  ...         ...         ...         ...       25  grs. 

in 

Benzole  ...         ...         ...         ...         ...         1  oz. 

another  formula  being 

Canada  balsam 
Shellac  (yellow) 

Sandarac       

Alcohol  
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160     „ 

170     „ 

000    „ 

Crystalotype  Curvature  of  the  Field 

Crystalotype.  Photography  on  glass  was  so  called  when 
first  introduced,  and  the  term  is  sometimes  applied  to  a  special 
photographic  decoration  of  glass.     (See  Hyalography.) 

Cubic  Centimetre.  A  now  de-legalised  measure  of  capacity, 
but  retained  in  the  statutory  cubic  measures.  By  the  Weights 
and  Measures  Act  of  1878,  a  measure  of  capacity,  called  the 
"  cubic  centimetre,''  was  legalised ;  but  under  statutory  powers 
conferred  by  the  Weights  and  Measures  (metric  system)  Act  of 
1897,  the  cubic  centimetre  has  been  de-legalised  as  a  measure 
of  capacity  and  a  nearly  corresponding  measure,  of  capacity,  the 
millilitre  (one  thousandth  of  a  litre)  has  been  substituted.  In 
order  to  secure  uniformity  and  accuracy,  not  only  in  measurement 
but  in  expression,  it  may  be  well  for  the  public  to  insist  on 
having  graduates  marked  off  in  the  now  statutory  millilitres  rather 
than  in  cubic  centimetres ;  although  for  the  rougher  photographic 
purposes  the  difference  may  be  unimportant.  Still,  when  an 
author  expresses  his  intention  in  cubic  centimetres,  there  is 
scarcely  a  justification  for  substituting  millilitres.  The  uncer- 
tainty as  to  the  litre  and  its  subdivisions  is  quite  an  old  trouble  in 
scientific  and  technical  laboratories.  Thus  Sutton  in  the  second 
or  1871  edition  of  his  "Volumetric  Analysis,"  refers  (p.  17)  to 
two  litres  then  in  general  use,  and  differing  by  12  c  c.  Sutton 
rather  illogically  proposed  to  graduate  instruments  to  a  medium 
litre  on  the  ground  that  "  there  are  many  thousands  of  graduated 
instruments  already  in  use  varying  between  these  extremes,  and 
as  these  cannot  well  be  annihilated,  the  adoption  of  a  mean  will 
give  a  less  probable  amount  of  error."  The  state  of  things  is 
perhaps  worse  at  present  than  that  years  ago  when  Sutton  wrote, 
but  the  new  statutory  definitions  which  have  come  into  force 
since  the  last  edition  of  this  Dictionary  was  published  should 
assist  in  securing  uniformity  and  the  rejection  of  all  old  and 
inaccurate  measures  graduated  to  the  protean  "  cubic  centimetre  " 
of  bygone  days.    (See  Metric  System.) 

\  Curvature  of  the  Field,  or  the  Aberration  of  Form.  The 
image  of  a  flat  object  should,  to  meet  all  the  requirements  of  the 
photographer,  be  formed  on  a  plane  or  flat  surface ;  but,  taking 
a  single  lens  (fig.  38),  we  shall  find  that  the  focus  for  b  is  at  e, 
whilst  the  focus  for  a  is  at  g,  for  c  zX.  f.  h  i  represents  the 
plane   of  the   sensitive   plate,   from   which   it   is   obvious   that, 
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,  theoretically,  only  the  point  e  would  be  in  focus.     A  concave  or 
negative  lens  has,  as  is  well    known   (see   also  Chromatic 


Fig.  38- 


Aberration),  no  real  focus,  and  the   marginal   rays  are  more 
refracted   than    the  central,  so    that  by  combining   a    concave 
a 


Fig.  39- 

with  a  convex  lens  we  lengthen  the  focus  of  the  marginal 
rays,  and  thus  flatten  the  field.  The  use  of  a  stop  also  still 
further  increases   the  flatness   of_  field,    as   shown   in   fig.    39. 
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a  i  c  is  a  plane  object,  next  come  diaphragm  and  lens ;  the 
rays  from  d — the  point  situated  on  the  axis — will  come  to  a 
focus  on  the  Une/g  ;  but,  those  rays  from  a  and  from  c,  which  are 
shown  in  fig.  29  as  coming  to  a  nearer'  focus,  are  cut  off;  while 
those  that  come  to  a  focus  on  the  line  fg  are  allowed  to 
pass ;  thus  we  shall  practically  have  a  sufficient  approximation 
to  a  flat  field. 

Cutting  Prints.  This  is  trimming  off  the  unnecessary  part 
of  the  print  till  of  the  desired  size.  It  should  always  be  done 
prior  to  toning,  to  save  the  waste  of  gold  in  toning  unnecessary 
matter,  and  it  is  best  done  whilst  the  print  is  dry.  Plate-glass 
cut,  with  polished  edges,  to  certain  sizes  can  be  obtained  com- 
mercially, but  any  old  negative  glass  or  flat  ruler  will  do  as  a 
guiding  edge.  Numerous  and  divers. knives  are  sold  for  trim- 
ming ;  but  the  author  has  found  a  leather-cutter's  knife,  termed 
a  clicker's  knife,  the  most  convenient,  and  the  price  is  but  a 
few  pence.  Too  many  amateurs  consider  that  the  finished 
print  should  be  exactly  the  full  size,  when  much  more  pleasing 
pictures  can  often  be  produced  by  trimming  off  certain  portions 
of  the  print. 

Cyanides.  A  class  of  salts  containing  Cyanogen  (q.v.) ;  the 
cyanide  of  potassium  being  the  most  important,  and  highly 
poisonous.  Double  cyanides,  like  the  sulphocyanides  and  ferro- 
cyanides,  although  apparently  not  actually  poisonous  themselves, 
should  be  regarded  with  extreme  caution,  as  simple  cyanides 
may  be  very  readily  produced  from  them  under  unexpected 
conditions. 

Cyanine  (Ger.,  Cyanin,  or  Chinolinbleu ;  Fr.,  Cyanine^  or 
Bleude  quinoleine ;  Ital.,  Cianind).  Synonyms:  Cyanine,  Cyanin 
Iodide,  Quinolin,  or  Chinoli'n  Blue.  CjgHgsNal  =  525.  This  is 
prepared  by  the  action  of  iodide  of  amyl  on  chinoline ;  it  occurs 
as  a  dark  blue  powder  or  prismatic  crystals,  with  metallic  lustre ; 
it  is  not  very  soluble  in  water,  but  more  so  in  alcohol.  As 
cyanine  is  sensitive  to  light  it  must  be  kept  in  the  dark.  It  is 
one  of  the  best  sensitisers  for  red,  and  for  this  purpose  is  used 
ill  orthochomatic  work,  the  disadvantage  being  that  the  plates 
are  very  liable  to  fog,  and  therefore  Dr.  Eder  suggests  the  use  of 
chloro-cyanin,  which  has  not  this  action,  and  gives  the  following 
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directions  for  making  the  same  : — Powder  the  ordinary,  com- 
mercial iodo-cyanin ;  place  in  a  porcelain  or  platinum  dish,  and 
cover  with  some  water  and  hydrochloric  acid ;  evaporate  to 
dryness  with  constant  stirring  ;  the  mass  thus  obtained  is  again 
wetted  with  hydrochloric  acid,  and  again  evaporated,  when 
hydriodic  acid  is  given  off  and  chloro-cyanin  is  left  behind.  By 
weighing  the  capsule  containing  the  cyanin  before  and  after  this 
treatment  one  may  dissolve  the  mass  at  once  in  alcohol  and  keep 
in  the  dark  for  use. 

Cyanogen,  Cyanogen  Soap.  Cyanogen  is  a  compound  radical, 
CN  or  (CN)2,  entering  into  the  composition  of  the  cyanides. 
Cyanogen  soap,  a  soap  containing  potassium  cyanide,  sold  for 
removing  silver  stains  from  the  hands. 

Cyanotype.  Synonyms:  Negative  Cyanotype,  Ferroprussiate, 
or  Blue  Process.  A  process  discovered  in  1842  by  Sir  John 
Herschel.  It  is  called  negative  cyanotype,  because  it  produces 
copies  of  engineers'  or  architects'  plans  with  white  lines  on  a  blue 
ground,  the  action  being  the  reduction  of  a  ferric  salt  by  light 
to  the  ferrous  state,  and  the  precipitation  of  Prussian  blue  by 
the  action  of  ferridcyanide  of  .potassium.  It  is  a  very  useful 
printing  process  for  amateurs  on  tour  as  very  little  need  be 
taken,  and  smooth  writing-paper  may  be  used  as  a  basis. 
Herschel's  formula  was 

A. 
Potassium  ferridcyanide     ...         ...         ...        '8  parts. 

Water  50     ,, 

B. 

Ammonio-citrate  of  iron      ...       10  parts. 

Water  ...         50     ,, 

The  solutions  are  mixed  in  equal  parts,  filtered,  and  kept  in  the 
dark,  and  will  keep  for  some  little  time.  The  ferridcyanide 
should  be  just  rinsed  with  water  to  clean  it  from  any  adherent 
powder,  and  the  solution  should  be  of  a  yellowish  or  orange-red 
colour,  and  not  greenish  blue ;  if  the  latter  colour,  it  should  be 
thrown  away  and  fresh  mixed  up,  or  heated  and  a  few  drops  of 
bromine  water  added.  Latimer  Clark  suggested  the  following 
improved  formula  : — 
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300     ,, 

80  parts. 

7     „ 

300     „ 

60     „ 

Cyattoty,pe 

A. 
Ammonio-citrate  of  iron     ... 
Water  

B. 
Potassium  ferridcyanide     ... 
Liquor  Ammonia 

Water  

Sat.  Sol. oxalic  acid  ... 

This   is   more   sensitive.     Ehrmann    and    Fries    suggested  the 

addition  of  bichromate  of  potash,  the  former  stating  that  this 

addition  kept  the  papers  unchanged  for  from  three  to  five 
months.     Ehrmann's  formula  is 

A. 
Ammonio-citrate  of  iron      ...         ...         ...       60  parts. 

Water  256    „ 

B. 
Potassium  ferridcyanide     ...         ...         ...       40  parts. 

.Water  256     „ 

IWix  in  equaliparts,  and  to  every  g6o  parts  of  the  mixture  add  i 
part  of  bichromate  of  potash.  Watt  suggested  the  addition  of 
boric  acid  for  the  same  purpose. 

A., 

Ammonio-citrate  of  iron     ...         ...         ...  g6  parts. 

Boric  acid      i  part. 

Water            i  go  parts. 

B. 
Potassium  ferridcyanide     ...         ...         ...       g6  parts. 

Water  ig6     „ 

Mix  in  equal  parts.  Rockwood  suggested  the  addition  of  gum 
Arabic,  or  dextrin,  as  a  preventive  of  the  solution  sinking  into 
the  paper. 

A. 

Potassium  ferridcyanide     i  part. 

Water  10  parts. 
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B. 

Ammonio-citrate  of  iron     3  parts. 

Water  10    „ 

Glim  Arabic,  or  dextrin       i  part. 

The  sensitising  solution  is  spread  over  well-sized  paper  with  a 
pad  or  brush,  working  in  one  direction,  and  then  across  to 
even  the  marks  out.  The  paper  is  then  hung  up  to  dry,  and 
appears  of  a  greenish-yellow  colour ;  and  where  the  light  acts 
on  it  it  turns  blue.  After  exposure  it  is  merely  washed  in 
water,  when  the  image  becomes  bright  blue,  and  the  ground,  or 
unexposed  portion,  should  remain  quite  white.  Over-printed 
proofs  may  be  reduced,  after  thoroughly  washing,  by  being 
dipped  into  a  weak  solution  of  ammonia  or  a  2  per  cent,  solution 
of  sodium  carbonate,  well  washing,  and  then  dipping  into  weak 
hydrochloric  or  acetic  acid  and  well  washing.  Under-printed 
proofs  may  be  intensified  by  immersion  in  a  solution  of  ferric 
chloride,  or  nitrate  or  sulphate  of  iron,  3'5  parts  to  1000  parts  of 
water,  till  the  image  appears  darker  in  colour,  and  then  well 
washing.  Corrections,  or  taking  out  spots,  etc.,  can  be  effected 
by  touching  the  dry  prints  with  a  4  per  cent,  solution  of  oxalate 
of  potash^  with  which  also  titles  may  be  written ;  and  if  red 
aniline  ink  be  added  to  tlie  above,  or  4  parts  of  oxalate  be 
dissolved  in  100  parts  of  the  red  ink,  the  title  will  appear  red  on 
the  blue  ground.  The  blue  images  thus  obtained  can  be  con- 
verted into  ink  images,  or  blackish  images,  by  soaking  first  in 
5  per  cent,  carbonate  of  potash  solution,  washing,  and  then 
immersing  in  a  similar  strength  of  tannin  solution ;  a  good 
brownish-black  colour  is  obtained  by  immersing  them  direct 
in  a  saturated  solution  of  carbonate  of  soda,  mixed  with  an 
equal  quantity  of  water,  to  which  has  been  added  as  much 
tannin  as  it  will  dissolve.  It  has  also  been  suggested  immersing 
the  prints  in  weak  hydrochloric  acid  to  clear  the  whites,  then  in 
weak  ammonia  1  :  15,000,  and  finally  in  a  bath  of 

Alum 10  parts. 

Tannin  I  part. 

Water  130  parts. 

exposing  the  prints  to  sunshine  for  ten  minutes,  and  then  bathing 
in  dilute  ammonia.  Cyanotype,  or  Ferroprussiate  prints,  may 
also    be   converted    into    silver   prints   by   immersing   them  in 
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a  2  per  cent,  solution  of  silver  nitrate,  washing  well,  and  de- 
veloping the  pale  yellow  image  with  ferrous  oxalate  developer. 
Instead  of  using  a  mixture  of  ferridcyanide  and  ammonio-citrate 
as  the  sensitive  mixture,  the  latter  solution  alone  may  be  used 
for  sensitising  the  paper,  and  the  ferridcyanide  solution  used  as 
a  developer  ;  or  development  may  be  with  a  chloride  of  gold 
solution.    (See  Chrysotype.) 

Positive  Cyanotype,  or  Pellet's  Process.  This  process  is  the 
opposite  to  the  last — that  is,  it  gives  blue  lines  on  a  white  ground 
from  a  plan,  or,  in  other  words,  where  the  light  acts  no  image  is 
formed ;  only  on  those  parts  where  the  light  does  not  act  is  a 
precipitate  of  Berlin  blue  formed  by  the  action  of  the  ferro- 
cyanide  of  potassium  with  a  ferrous  salt.  This  process  was  also 
suggested  by  Herschel,  but  no  satisfactory  progress  was  made 
till  Pellet  patented  in  1877  his  process  of  adding  a  viscous 
substance  to  the  sensitising  liquid.    Pellet  used 

Oxalic  acid    ...         ...         ...         ...         ...  5  parts. 

Ferric  chloride          ...         ...         lo    ,, 

Water            100     ,, 

Gum  Arabic...         ...         ...  9-5     „ 

In  1880  CoUache  patented  a  similar  process,  and  used 

Gum  Arabic  ...         ...         ...  ...    7-10  parts. 

Citric  acid     ...         ...         ...         ...         ...      2-3     „ 

Ferric  chloride  solution  45°  Baum6          ...      4-6     ,, 
Water  81-87     ,. 

Pizzighelli  in  i88i  gave  good  working  forraute  for  this  pro- 
cess : — 

I. 

Gum  Arabic  ...         ...         ...         ...         ...       2oparts. 

Water  100    „ 

II. 

Ammonio-citrate  of  iron     50  parts. 

Water  100    „ 

III. 

Ferric  chloride  50  parts. 

Water  100    „ 
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The  two  latter  solutions  will  keep  several  weeks.  The  solutions 
are  mixed  in  the  following  proportions  and  order : — 

Solution  No.  I.  20  parts. 

No.  II 8    „ 

No.  Ill 5     ,. 

As  soon  as  mixed  this  solution  is  thin,  then  becomes  thick  and 
cloudy,  and  then  clear  and  liquid  again,  when  it  is  ready  for  use. 
Well-sized  paper  is  evenly  coated  with  this  solution  with  a  broad 
brush,  and  the  coating  evened  out  with  another  brush.  It  must 
be  quickly  dried  in  a  warm  room,  and  protected  from  damp  and 
light.  In  printing,  the  image  appears  as  yellow  on  a  darker 
ground.     The  developer  is 

Potassium  ferrocyanide      ...         ...         ...       20  parts. 

Water  ...         ...         ...     100     ,, 

which  should  be  spread  over  the  proof  with  a  broad  brush,  care 
being  taken  that  no  solution  touches  the  back  of  the  paper  or 
stains  will  be  produced.  As  soon  as  the  image  appears  of  a 
deep  blue  colour,  the  print  should  be  well  washed,  and  then  laid 
in  dilute  hydrochloric  acid  i  :  10  till  the  ground  appears  white ; 
and  the  print  should  then  be  well  washed  and  dried.  Waterhouse 
has  suggested  another  process. 

I. 

Gum  Arabic ...         ...         ...     170  parts. 

Water  ...         ./ 650     „ 

II. 
Tartaric  Acid  ...         ...         ...         ...       40  parts. 

Water  150     ,, 

III. 
Sol.  ferric  chloride  45  °  Baum6      ...         ...     150-120  parts. 

Mix  solutions  l  and  2,  and  add  gradually,  with  constant 
stirring,  No.  3  ;  allow  the  mixture  to  stand  for  twenty-four  hours, 
and  then  dilute  with  water  till  the  specific  gravity  is  itoo.  The 
solution,  and  the  paper  sensitised  with  it,  will  keep  for  some 
considerable  time.  The  exposure  in  direct  sunlight  is  from  15 
to  40  seconds,  in  diffused  light  from  10  to  30  minutes.  As  the 
image  formed  by  light  is  only  very  faintly  visible,  it  is  advisable 
to  use  a  strip  of  paper,  either  exposed  under  one  corner  of  the 
plan  or  drawing,  or  under  a  similar   and  smaller  one  at  the 
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Cyclograph  Cylindrograph 

same  time;  and  when  test  slips  from  this  develop  a  blue  image 
on  a  yellow  ground  the  exposure  is  sufScient.  The  developer  is  a 
20  per  cent,  solution  of  ferrocyanide  of  potassium.  The  edges  of 
the  print  are  turned  back  so  as  to  form  a  sort  of  dish,  or  protecting 
shield,  so  that  no  developer  gets  on  the  back  of  the  paper.  The 
print  is  then  carefully  floated  on  to  the  developer  and  left  for 
about  thirty  minutes,  and  then  examined  at  one  corner  till  blue 
spots  begin  to  appear,  when  the  print  should  be  immediately 
removed,  floated  carefully  again  on  a  dish  of  clean  water  and  left 
for  some  minutes,  and  then  immersed  in  dilute  hydrochloric 
acid  I  :  100,  and  any  blue  spots  removed  by  carefully  brushing  ; 
and,  finally,  the  print  should  be  laid  at  the  bottom  of  an  empty 
dish  and  a  vigorous  stream  of  water  from  a  rose  or  tap  allowed 
to  play  on  it.  Corrections  are  made  by  the  same  solution 
previously  mentioned,  the  spots  being  touched  with  a  fine  pencil 
and  blotted  off  with  clean  blotting-paper. 

Cyclograph.  i.  A  form  of  the  Panoramic  Camera  {q.v.')  due 
to  M.  Damoizeau.  2.  A  device  of  Mr.  A.  H.  Smith  for  photo- 
graphing the  whole  circumference  of  a  cylindrical  object.  The 
object  rolls  along  a  smooth  edge  in  front  of  the  lens,  and  a 
narrow  slit  travels  with  it.  Under  these  circumstances  a  fixed 
lens  and  plate  may  be  used.  A  full  description  of  Smith's 
cyclograph,  and  of  modifications  to  suit  it  for  cones  and  other 
forms,  is  to  be  found  in  The  Journal  of  the  Royal  Photographic 
Society,  May  30th,  1895,  p.  253. 

Cylindrograpll.  A  panoramic  camera  designed  by  Captain 
Moessard,  and  which  includes  an  angle  of  170°.  The  sensitive 
surface — generally  gelatine-bromide  on  a  celluloid  base — is  bent 
into  a  half  circle,  and  during  exposure  the  lens  is  made  to  rotate 
on  a  vertical  axis,  which  axis  passes  through  what  is  virtually 
the  optical  centre  of  the  lens.  The  sketch  given  (Fig.  40), 
together  with  a  reference  to  the  article  Panoramic  Camera, 
will  make  the  nature  of  the  cylindograph  sufficiently  clear. 
In  order  that  views  taken  with  the  cylindograph  may  be  seen  as 
in  correct  perspective,  the  Cylindroscope  (which  see)  is  used. 
The  cylindrograph  has  been  used  with  much  success  as  an  aid 
in  surveying  by  photography  (see  Photogrammetry),  especially 
in  connection  with  railway  work  in  the  United  States,  as  if  care 
is  taken  in   producing   the   original  the  resulting  print  can  be 
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stamped  or  ruled  with  a  scale  of  vertical  lines,  marking  the  angles 
subtended  at  the  original  point  of  sight^or  it  can  be  placed 
under  a  glass  scale  on  which  such  lines  are  ruled.  In  the  case 
of  the  panoramic  picture  an  equal  scale  of  parts  will  plot  off  the 
subject  into  equal  horizontal  angles,  and  if  the  actual  radius  of 
the  camera  is  known,  together  with  the  aspect  of  one  object,  all 
the  horizontal  aspects  are  readily  obtainable  ;  whereas  with  an 
ordinary  photograph  such  determinations  are  much  more  complex 


Fig.  40. 

and  require  a  datum  mark  on  the  print  to  show  where  the  axis 
of  the  lens  cuts  the  scene.  The  original  form  of  all  cameras  of 
the  above  type  is  that  of  Marten's  (1845),  a  camera  used  with 
daguerreotype  plates  bent  into  a  half-circle.  In  recent  times 
cameras  of  the  above-mentioned  type,  and  adapted"  for  use 
with  roll-film,  have  become  very  popular.  (See  Panoramic 
Camera.) 

Cylindroscope.  Captain  Mogssard's  apparatus  for  exhibiting 
panoramic  views,  the  print  being  curved  to  a  radius  corresponding 
to  the  original  radius  of  the  panoramic  camera  which  was  used 
in  obtaining  the  negative.  The  point  of  view  is  in  the  centre, 
where,  if  necessary,  a  suitable  eye-lens  is  fixed.  Another  method 
of  viewing  cylindrographic  or  other  panoramic  pictures  devised 
by  Captain  Moessard  is  to  attach  the  print  to  the  outside  of  a 

172 


Daguerreotype 

cylinder  and  to  make  this  rotate  slowly  in  front  of  the  observer, 
when  the  effect  will  be  somewhat  similar  to  that  of  the  observer 
turning  round  at  the  position  where  the  panoramic  camera  was 
originally  stationed.    (See  Panoramic  Camera  and  Cylindro- 

GRAPH.) 

Daguerreotype.  An  early  process  for  obtaining  a  camera 
picture;  discovered  by  Daguerre.  A  sensitive  surface  of  silver 
iodide  and  bromide  was  formed  by  exposing  a  silvered  copper 
plate  to  the  direct  action  of  the  metalloids.  After  exposure, 
which  was  inordinately  prolonged,  the  development  was  effected 
by  exposing  the  plate  to  the  vapour  of  metallic  mercury,  which 
was  deposited  on  the  plate  as  an  amalgam  of  silver  and 
mercury.  The  unacted-upon  iodide  and  bromide  were  then 
dissolved  by  cyanide  of  potassium  or  hyposulphite  of  soda,  and 
the  image  toned  by  sel  d'or.  (See  Gold  Hyposulphite.)  The 
first  intaglio  photogravures  were  made  by  Mr.  Justice  Grove  in 
1840,  by  the  electrolytic  etching  of  the  daguerreotype  plate. 
The  plates  were  too  shallow  to  give  good  prints.  General 
Waterhouse  has  shown  that  the  latent  image  on  a  Daguerreotype 
plate  may  be  developed  by  ordinary  developers,  also  by 
physical  developers.  An  interesting  illustrated  account  of  the 
daguerreotype  process,  and  of  M.  Daguerre's  early  work  is  to 
be  found  in  Tissandier's  "  History  and  Handbook  of  Photo- 
graphy," translated  by  J.  Thomson,  London,  1876  (Sampson 
Low  &  Co.) 

Daguerreotype,  To  Clean  and  Copy.  Carefully  remove  the 
daguerreotype  from  its  frame  and  separate  from  its  covering 
glass,  and  place  face  upwards  in  a  dish  of  cold  water.  Be 
extremely  careful  not  to  touch  the  front  of  the  plate,  as  the 
slightest  touch  will  leave  a  permanent  mark.  Lift  the  plate  by 
the  corners,  and  remove  the  paper  from  the  back  when  suffi- 
ciently soaked ;  rinse  the  plate  thoroughly,  and,  should  the  water 
be  repelled  as  though  the  plate  were  greasy,  flow  over  a  little 
methylated  spirit.  If  the  tarnish  on  the  edges  be  blue  in  colour, 
immersion  in  an  ordinary  fixing  bath  will  remove  the  same  ;  but 
if  any  bronzing  is  visible,  make  a  solution  of  cyanide  of  potas- 
sium, ten  grains  to  the  ounce,  and  keep  pouring  this  on  and  off 
till  all  tarnish  is  removed.  Wash  the  plate  thoroughly  to  free 
from  cyanide,, and  rinse  well  with  distilled  water;  then  take  hold 
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of  one  corner  of  the  plate  with  a  pair  of  pHers,  and  dry  evenly 
from  a  top  corner  downwards  over  a  spirit  lamp  or  Bunsen 
burner.  If  any  stain  or  deposit  is  left  by  unequal  drying,  the 
plate  must  again  be  rinsed  with  distilled  water,  and  dried  in  the 
same  way.  The  chief  point  is  not  to  touch  the  plate  with  any- 
thing but  the  liquids,  or  a  mark  will  be  made  which  nothing 
will  eradicate.  To  copy  a  daguerreotype  the  best  plan  will 
be  to  place  it  inside  a  deep  box,  lined  with  velvet  or  black 
cloth,  with  a  hole  in  the  lid  for  the  lens  to  peep  through,  and  a 
piece  cut  out  _  of  one  side  only  to  illuminate  the  plate  by — 
sunshine  is  best,  though  the  light  from  an  enlarging  lantern 
is  equally  as  effective.  In  most  daguerreotypes  the  marks  of 
the  buffer  are  seen  as  fine  horizontal  lines.  In  copying,  these 
should  be  placed  vertically,  and  when  in  that  position  are  barely 
visible. 

Dallastiut.  A  secret  process  of  photo-blockmaking  for  the 
rendering  of  half-tone. 

Dammar.  A  tasteless,  odourless,  whitish  resin  obtained  from 
the  Amboyna  pine,  whose  habitat  is  the  Malay  Archipelago.  It  is 
used  in  varnish-making,  for  which  purpose  it  is  usually  dissolved 
in  turpentine,  or  benzole. 

Dark-Koom,  The  room  in  which  all  operations  requiring 
actual  handling  of  the  sensitive  plate  must  be  conducted.  It  is 
usually  lighted  by  daylight  filtered  through  some  non-actinic 
glass  or  medium.  It  was  the  custom  but  a  year  or  two  back 
to  iitilise  none  but  the  deep  ruby  glass  for  this  purpose,  but 
now  some  equally  non-actinic  colours  giving  much  more  general 
illumination  are  used.  A  good,  safe  light  can  be  obtained  by 
using  what  is  termed  cathedral  green  glass,  with  one  thickness 
of  canary  medium.  The  author  invariably  uses  artificial  light 
from  a  paraffin  lamp,  as  by  this  light,  which  is  constant,  a  much 
better  idea  of  the  progress  of  development  can  be  obtained  than 
by  such  a  variable  quantity  as  daylight.  Whatever  light  is  used 
it  should  always  be  tested  by  placing  a  sensitive  plate  upon  the 
developing  table  with  some  opaque  substance,  such  as  a  piece 
of  black  cardboard,  upon  it,  and  left  for  three  or  four  minutes 
and  then  the  plate  carefully  developed  should  show  no  image  of 
the  card.  The  general  arrangements  of  the  dark-room  must  be 
left  entirely  to  the  amateur,  but  the  following  may  be  considered 
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to  be  some  of  the  principal  features : — A  slielf  or  table  on  which 
to  develop.  This  should  be  of  a  convenient  height,  to  allow 
the  operator  to  sit  at  his  ease  whilst  developing.  It  should 
be  covered  with  some  non-absorbent  material,  such  as  sheet 
lead  or  zinc,  and  the  edge  of  this  should  be  turned  up  about 
a  quarter  of  an  inch  to  prevent  any  solution  which  might  be 
spilt  from  running  over.  There  should  also  be  a  sink,  with  a 
tap  and  a  good  supply  of  water.  Shelves  should  be  placed  at 
convenient  heights  for  the  storing  of  bottles,  printing  frames, 
boxes,  etc.  The  room  and  developing  table  should  be  kept' 
scrupulously  clean,  and  after  operations,  all  solutions  spilt  and 
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Fig.  41. 
the  trays,  measures,  etc.,  should  be  cleaned  and  put  away. 
There  are  many  objections  to  the  ordinary  system  of  a  dark 
room  door  with  a  bolt  on  the  inside,  but  when  the  door  opens 
directly  to  a  fully  lighted  place,  the  inside  bolt  is  absolutely 
necessary  as  a  protection  to  the  user  of  the  room.  Fig.  41 
indicates  a  perfectly  satisfactory  form  of  entrance  through  a 
vestibule  divided  by  a  hanging  curtain  of  dark  material.  The 
curtain  must  fit 'closely  at  the  top  also  at  one  end,  and  the  inside 
of  the  vestibule  should  be  distempered  dull  black  or  orange. 

Dark-Tent.  A  portable  dark-room,  little  used  now,  but  of 
absolute  necessity  for  outdoor  work  in  the  old  days  of  the  wet 
process.    (See  Changing  Boxes  and  Bag.) 
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Seoompositiou  of  Light  Density 

Decomposition  of  Light.  White  light  on  passing  through 
a  prism  is  decomposed  or  separated  into  its  constituent  rays. 
All  lenses  being  formed  on  the  principle  of  a  prism,  it  is  evident 
that  light  passing  through  a  lens  would  be  decomposed  and  give 
rise  to  chromatic  aberration,  but  this  is  obviated  by  combining  a 
lens  of  different  shape  and  glass,  so  as  to  recombine  the  scattered 
rays.     (See  Chromatic  Aberration,  and  Lens.) 

Definition  is  the  accurate  concentration  by  the  lens  of  thi 
light  from  a  point  in  an  object  to  the  corresponding  point  in  its 
image  without  spreading  to  adjacent  parts.  Perfection  of  defini- 
tion depends  chiefly  on  the  characteristic  curves  of  the  lens,  on 
the  composition  of  the  glass  employed,  the  relative  positions 
and  forms  of  the  surfaces  and  their  proper  grinding,  the  cen- 
tring of  the  elements  of  a  combination,  and,  in  a  doublet,  the 
centring  and  due  separation  of  the  combinations.     (See  Lens.) 

Deliquescence.  The  liquefaction  of  a  highly  soluble  salt  by 
the  absorption  of  water  from  the  atmosphere. 

Densitometer.  A  contrivance  of  Mr.  Dawson,  and  introduced 
by  the  firm  of  Houghton,  for  estimating  the  printing  density  of 
any  negative.  A  dense  portion  of  the  negative  is  held  up  to  a 
source  of  light  and  a  screen  illuminated  by  the  transmitted  light 
is  compared  with  a  screen  illuminated  by  light  from  the  same 
source  which  passes  through  an  adjustable  diaphragm. 

Density — literally  opacity  ;  and  in  this  sense  correct  density 
is  an  attribute  of  a  good  negative.  It  should  be  just  sufficient  to 
give  due  relation  to  the  shadows,  and  yet  allow  the  detail  in 
the  high-lights  to  print.  Almost  all  plates  differ  in  the  value  of 
the  deposit  of  metallic  silver,  of  which  density  or  opacity  is 
formed;  and  the  correctness  of  the  judgment  necessary  in  this 
particular  is  one  of  the  best  tests  of  a  good  worker — it  can  only 
be  obtained  by  experiment  with  every  brand  of  plate  used.  With 
some  the  development  must  be  pushed  till  the  high-lights  just 
show  on  the  back  of  the  film,  and  the  whole  surface  of  the 
plate  is  becoming  blackened ;  whilst  with  others,  especially  those 
containing  iodide  or  those  having  a  film  rich  in  silver,  the  test 
of  the  blackening  of  the  surface  of  the  plate  will  usually  be 
sufficient.     The  colour  of  the  deposit  of  silver  affects  the  result 
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in  a  great  measure.  If,  when  the  negative  has  been  fixed,  the 
amateur  finds  that  his  judgment  has  not  been  correct,  he  has, 
fortunately,  methods  of  increasing  or  decreasing  the  density,  as 
described  in  the  operations  of  Intensification  and  Reduction  {q.v.). 

Depth  of  Focus.    See  Focal  Length. 

Detail.  The  definition  of  each  minute  part  or  parts  of  the 
material  of  a  picture,  whether  in  the  negative  or  print  therefrom. 

Detective  or  Hand  Cameras.  These  are  cameras  of  par- 
ticular designs,  so  constructed  as  to  be  portable  and  unlikely  to 
attract  attention.  Their  name  is  legion  ;  their  makes  diversity 
itself ;  and  to  attempt  to  include  even  a  brief  description  of  them 
would  be  beyond  the  limits  of  space  at  our  command.  Practi- 
cally, however,  hand  cameras  may  be  divided  into  two  main 
classes :  (a)  those  with  automatic  plate  or  film-changing  appa- 
ratus ;  {/))  those  with  dark  slides.  Each  must  decide  for  him- 
self which  pattern  meets  most  nearly  his  requirements  ;  but  we 
can  consider  the  individual  parts  of  the  camera. 

The' Lens.  As  one  of  the  chief  features  of  detective  work  is 
the  portrayal  of  objects  situated  at  varying  distances  from  the 
camera,  it  is  obvious  that  lenses  with  great  depth  of  Focus  (J'.t/.) 
are  required;  and  as  this  property  decreases  with  increase  of 
focal  length  and  aperture,  we  are  limited  in  our  choice  to  certain 
forms  and  apertures  of  lenses,  although  the  great  advance  made 
lately  in  practical  photographic  optics  has  given  us  instruments 
which  afford  valuable  assistance.  It  will  be  found  that, 
generally,  lenses  of  short  focus — i.e.,  which  have  a  focus  about 
equal  to  the  longer  base  of  the  plate  which  they  are  intended  to 
cover,  thus  for  a  quarter-plate  a  ■4-in.,  4j-in.,  or  5-in.  focus  lens 
— should  be  used.  The  doublet  form  of  lens  will,  generally, 
be  found  the  best,  though  single  or  landscape  lenses,  working 
at  a  large  aperture, //8  or//io,  will  often  serve. 

The  Diaphragms  or  Stops.  The  question  of  aperture  is 
governed  by  two  considerations — the  first,  that  of  depth  of  focus  ; 
and  the  second,  the  actinic  power  of  the  light.  As  the  first 
increases  with  diminution  of  aperture,  the  smaller  the  diaphragm 
the  greater  the  depth  of  focus ;  but  as  this  is  also  governed  by 
the  second  consideration,  it  is  obvious  that,  except  for  brightly  lit 
scenes,  such  as  seascapes  and  river  views,  and  work  on  the  sea- 
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shore  in  brilliant  sunshine,  it  would  be  injudicious  to  use  too  small 
an  aperture,  as  loss  of  detail  in  the  heavy  shadows  would  result. 
For  ordinary  work  778  ory/iowill  be  found  quite  small  enough, 
while  for  sea  and  river  views  // 16  will  be  found  large  enough. 
The  form  of  diaphragm,  whether  Iris  or  Waterhouse,  is  not  a 
vital  question,  as,  unless  the  former  is  controlled  from  the  out- 
side of  the  case,  there  is  no  advantage  in  its  use. 

Tke  Shutter.  This  should  be  capable  of  accurate  adjustment 
for  various  speeds,  from  very  rapid  to  slow.  From  -^  to 
^-^  sec.  will  be  found  quite  range  enough.  The  speed  at  which 
the  shutter  will  be  required  to  work  is  governed,  of  course,  by 
the  rapidity  of  movement  and  nearness  of  moving  object  to  the 
camera.  Reference  must  be  made  to  the  tables  and  rules  given 
under  Instantaneous  Photography  for  information  upon  this 
point ;  but  as  it  would  be  impossible  to  make  any  calculation 
at  the  time  of  exposure,  the  operator  must  depend  upon  experi- 
ence alone  to  teach  him  all  that  is  required  on  this  point,  although 
the  application  of  these  rules  in  the  formation  of  a  set  table  of 
distances,  rapidity  of  movement,  and  speed  of  shutter,  would  be 
useful.  For  example,  supposing  a  4-in.  focus  lens  is  used,  by 
a  little  calculation  we  shall  find  that  a  shutter  must  work  at 
the  YT5-  of  3  second  to  take  a  man,  walking  at  the  rate  of  four 
miles  an  hour,  twenty  yards  off;  and  a  horse  at  thirty  yards' 
distance,  going  about  twelve  miles  an  hour,  will  require  about 
T,^  of  a  second  speed. 

Plate  Arrangement.  For  those  who  use  spooled  films,  roller 
slides,  of  course,  will  be  required  ;  but  for  the  general  run  the 
question  as  to  which  is  the  better,  dark  slides  oT  automatic 
changing  methods,  will  be  an  all-important  one. 

Focussing.  In  many  hand  cameras  this  is  altogether  dis- 
pensed with,  the  use  of  a  so-called  fixed-focus  lens  obviating 
the  necessity  of  the  same  ;  but  this  we  again  object  to  on  the 
same  principle  as  the  automatic  changing  arrangement  is 
objected  to — namely,  the  limitation  of  the  use  of  the  camera 
The  table  of  distances  beyond  which  everything  is  in  focus  (see  ' 
Fixed  Focus)  will  be  useful  on  this  point,  and  the  question  oi 
so-called  fixed-focus  Lenses  {q.v.)  will  be  treated  of  separately. 

Finders.  Many  very  successful  workers  in  this  branch  of 
our  art  utterly  pooh-pooh  the  necessity  of  finders  ;  but,  speaking 
from   personal   experience,   these    are    an    absolute   necessity; 
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nothing  is  more  annoying  than  to  find  on  development  that 
only  the  half  of  a  desired  object  is  included  on  the  plate. 
There  is,  however,  one  evil  which  is  usually  seen  with  most 
finders  of  the  camera  obscura  model,  the  one  usually  employed, 
and  that  is,  if  the  ground  glass  is  not  deeply  sunk  in  the  camera 
case,  any  bright  light  shining  on  the  same  effectually  prevents 
the  miniature  image  from  being  seen.  This  should  be  noted  in 
the  choice  of  a  camera,  or  disappointment  may  ensue,  unless  the 
new  style  of  clear  view  finder  be  used.  (See  ViEvy  Finder.) 
Of  the  working  of  a  detective  or  hand  camera  but  little  need 
be  said  ;  still  it  is  just  as  well  for  the  following  points  to  be 
considered.  In  most  cases  comparatively  wide-angle  lenses  are 
used,  and  these  tend  to  dwarf  the  distance  and  give  exaggerated 
perspective.  Do  not  be  disappointed,  therefore,  if  instantaneous 
pictures  of  distant  mountains  or  other  objects  appear  as  insigni- 
ficant in  size ;  plates  exposed  indiscriminately  on  all  sorts  of 
subjects  do  not,  as  a  rule,  yield  pictures,  though  they  may  produce 
perfect  negatives.  .Subjects  with  very  great  contrasts  of  light 
and  shade,  such  as  street  views,  one  side  of  which  is  generally 
in  shadovir,  do  not  yield  perfect  results  ;  and  rapidly  moving 
objects,  such  as  horses  or  men,  may  be  taken  in  too  brief  a 
period  of  time,  and  the  results,  though  perhaps  scientifically 
accurate,  are  not  truthful  aS  we  see  them,  because  the  eye 
receives  an  impression  of  several  movements  combined  in  one. 
Of  the  plates  to  be  used  any  good  brand  is  suitable.  There  are 
several  points  in  connection  with  hand-camera  work  which  should 
be  noted.  First  as  to  holding  the  camera.  Some  workers  ad- 
here to  the  method  of  holding  the  camera  under  the  arm  pressed 
close  against  the  body,  and  use  the  small  finder  to  judge  of  the 
position  of  the  object ;  others  hold  the  camera  under  the  chin 
and  sight  along  the  top.  The  best  position  depends  upon  the 
position  of  the  object  to  some  extent.  Suppose  we  wish  to  get 
a  shot  at  a  person  or  group  about  ten  feet  off,  placing  the  camera 
under  the  chin  will  probably  cut  ofi'  his  feet,  whereas  holding  it 
under  the  arm  may  include  all  the  figure.  Then,  again,  suppos- 
ing the  object  to  be  a  distant  scene,  such  as  would  be  taken  from 
a  steamer  going  down  the  Thames  ;  in  this  case  holding  the 
camera  under  the  arm  will  include  far  too  much  foreground.  A 
method  suggested  by  a  well-known  optician  has  proved  in  my 
hands  exceedingly  useful.     It  is  :— When  the  object  is  within 
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about  ten  or  fifteen  feet,  hold  the  camera  close  to  the  body, 
with  both  arms  at  full  length;  this  places  the  camera  low, 
includes  much  foreground,  and  obviates  any  chance  of  cutting 
off  any  one's  feet.  Supposing  the  object  to  be  taken  is  about 
twenty  feet  distant,  then  the  camera  may  be  held  against  the 
chest ;  if  the  object  is  about  thirty  feet  off  the  camera  may  be 
held  up  to  the  chin;  but,  supposing  we  are  working  from  the 
deck  of  a  steamer  or  from  such  a  position  that  there  is  much 
of  unnecessary  foreground,  then  by  raising  the  camera  level  with 
the  eye  and  the  arms  at  full  length  we  cut  off  much  foreground, 
and  there  is  not  the  slightest  difficulty  in  seeing  whether  the 
camera  is  level  and  whether  we  incliide  the  desired  object.  If 
there  is  any  difficulty  on  this  point  we  may  use  one  or  two  sights, 
like  the  back  and  fore  sights  of  a  rifle.  I  beg  leave  to  enter  a 
protest  here  against  the  craze  for  working  shutters  at  unneces- 
sarily Iiigh  speeds.  The  idea  with  many  workers  seems  to  be 
how  quickly  the  shutter  may  be  driven,  whereas  how  slowly  it 
can  be  used  should  be  the  real  aim,  in  order  that  full  exposure 
to  the  shadows  and  darker  portions  of  the  picture  may  be  given. 
A  brief  word  of  remonstrance  may  not  be  out  of  place  at  the 
absurd  requirements  of  some  workers.  They  expect  for  a  few 
shillings  to  obtain  a  hand  camera  which  will  enable  them  to  turn 
out  the  very  finest  work,  to  compete  with  that  done  by  cameras 
costing  as  many  guineas.  I  do  not  wish  to  decry  cheapness,  for 
I  have  myself  done  work  with  a  twelve-shilling  camera  quite 
equal  to  anything  done  by  a  twelve-guinea  one  ;  but  then  it  was 
only  by  recognising  the  capabilities  of  the  camera,  and  not  by 
expecting  it  to  do  impossible  things,  by  recognising  that  the  lens 
was  working  at  a  small  aperture,  that  the  shutter  would  not  be 
suitable  for  the  finish  of  a  race  or  an  express  train  at  full  speed, 
etc.  Ignorance  of  the  capabilities  of  the  instrument  is  in  many 
cases  the  cause  of  disappointment.  For  judging  distances,  always 
a  difficult  matter  for  a  beginner,  the  simplest  plan  is  to  learn 
distances  from  his  ordinary  surroundings  :  for  instance,  take  the 
street  he  lives  in  ;  find  the  width  of  it  from  his  door,  or  window 
to  the  opposite  pavement,  to  the  centre  of  the  road ;  measure  the 
distances  down  the  street ;  and  by  constantly  counting  these  over 
in  his  mind  whilst  looking  at  them  he  soon  learns  to  judge  all 
distances  by  them.  Finally,  it  should  be  remembered  that  a 
hand  camera  is  not  an  instrument  devised  for  the  purpose  of 
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taking  photographs  in  positions  which  are  hkely  to  cause  derision 
of,  or  annoyance  to,  anybody  ;  they  are  merely  portable  cameras 
which  should  be  used  to  obtain  mementos  of  rapidly  moving 
scenes  and  persons,  and  not  for  universal  picture-making. 

Development  and  Developers.  The  production  of  a  visible 
picture  from  an  invisible  or  latent  impression.  A  design  traced 
on  a  window  pane  will  often  be  invisible,  but  developable  for 
weeks  afterwards  by  breathing  on  the  glass.  Development  may 
be  divided  into  two  distinct  classes — physical  and  chemical.  If 
we  have  a  wet  collodion  plate  which  has  been  exposed  on  a  sub- 
ject, we  shall  have  practically  a  film  of  silver  salt,  part  of  which 
has  been  affected  by  light  and  which  is  covered  with  adherent 
solution  of  nitrate  of  silver.  On  adding  a  solution  of  ferrous  sul- 
phate to  nitrate  of  silver  we  get  a  precipitate  of  metallic  silver,  this 
precipitation,  however,  being  delayed  by  the  presence  of  organic 
acid  such  as  acetic  or  citric.  If  a  piece  of  clean  silver  wire  be 
placed  in  the  acidified  ferrous-sulphate  and  silver  solution,  the 
silver  is  slowly  deposited  from  the  solution  on  to  the  silver.  In 
the  case  of  the  wet  plate  the  sensitive  salt  of  silver  which  has 
been  affected  by  light  acts  precisely  in  the  same  way,  and  the 
nascent  silver  from  the  adherent  nitrate  solution  is  deposited  on 
the  light-affected  places  forming  the  image.  At  present  there  is 
no  proof  that  the  sensitive  salt  is  itself  reduced.  This  is  called 
physical  development.  At  the  present  time  when  dry  gelatino- 
bromide  plates  are  so  much  in  use  we  have  practically  another 
state  of  things.  In  this  case  the  sensitive  salt  affected  by  light 
is  itself  reduced  to  the  metallic  state  by  certain  chemicals.  We 
have  no  silver  nitrate  slowly  depositing  silver  on  the  film,  but 
the  sensitive  silver  salt  itself  is  reduced,  hence  this  is  called 
chemical  development.  In  a  developer  there  are  four  essential 
ingredients :  (i)  the  developer  proper  ;  (2)  the  accelerator,  which 
hastens  the  action  of  the  developer;  (3)  the  restrainer;  and  (4) 
the  solvent  or  water.  The  developing  agent  may  be  pyrogallol, 
hydroquinone,  eikonogen,  amidol,  metol,  etc.  The  accelerator 
is  usually  an  alkali,  ammonia,  or  the  hydrates  or  carbonates  of 
potassium  or  sodium.  The  restrainers  are  the  bromides  of 
potassium  or  sodium,  citrates,  etc.  If  a  developer  of  normal 
strength  is  applied  to  a  plate  which  has  never  been  exposed  to 
light  and  allowed  to  act  for  a  long  time,  it  will  be  found  that 
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there  is  a  general  reduction  of  the  silver  salt ;  this  general  re- 
ducing action  is,  however,  less,  if  some  soluble  bromide  be  added 
to  it.  Frequently  a  sulphite  is  added  to  a  developer,  and  this  is 
useful  in  that  it  prevents  the  too  rapid  oxidation  and  consequent 
discoloration  of  the  developing  agent,  and  tlius  prevents  stain- 
ing of  the  hands  and  the  gelatine  of  the  film.  Having  thus  far 
considered  the  main  points  of  development  we  may  consider  the 
chemical  theory  of  the  same  to  be  as  follows  : — The  latent  image, 
which  we  will  assume  to  be  sub-bromide  of  silver,  AgjBrt 
is  split  up  into  metallic  silver  and  bromine  ;  the  bromine  is  at 
once  absorbed  to  form  bromide  of  the  alkali  or  some  more 
complex  compound,  the  reducing  agent  or  developer  proper 
being  oxidised  ;  but  if  the  action  were  to  cease  at  this  point,  the 


Fig.  42. 


image  would  be  very  faint ;  the  metallic  silver  and  the  unacted- 
on  bromide  of  silver  react  and  form  more  sub-bromide,  which 
is  again  reduced  by  the  developer  to  the  metallic  state.  Some 
particular  modifications  of  the  various  developers  and  methods 
of  development  applied  to  special  purposes  are  to  be  found 
under  various  headings,  as  Bromide  Paper,  Wet  Collodion, 
Artigue's  Process,  Carbon  Printing,  Enlarging,  Gelatino- 
Chloride  Emulsion  Paper,  etc.  As  regards  the  development 
of  ordinary  dry  plates,  sufficient  for  the  general  guidance  of  the 
beginner,  and  hints  for  the  advanced  worker  generally,  will  be 
found  in  this  article;  but  some  special  matters  relating  to  the 
development  of  gelatino-bromide  dry  plates  will  be  found  under 
such  headings  as  Hydroquinone  and  Eikonogen.  It  is  important 
to  remember  that  the  influence  of  temperature  on  development  is 
so  great  that  the  same  chemicals  will  give  very  different  results 
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from  day  to  day — or,  at  any  rate,  very  different  results,  unless 
much  more  time  is  allowed  when  the  weather  is  colder.  Pro- 
bably the  most  general  first  estimate  as  to  the  correctness  of  the 
exposure  is  based  upon  the  time  required  for  the  first  details  to 
appear  on  the  plate  when  in  the  developer.  The  slowness  with 
which  the  developer  acts  in  the  winter  would  much  surprise  some 
of  those  whose  work  is  confined  to  the  summer  months ;  but  even 
during  the  summer  it  is  easy  to  be  so  misled  that  not  only  are 
fairly  well  exposed  plates  cast  aside,  but  one's  judgment  as  to 
exposure  generally  is  liable  to  be  vitiated  or  at  any  rate  con- 
fused. Speaking  very  generally,  it  may  perhaps  be  estimated 
that  development  takes  about  twice  as  long  in  winter  as  in 
summer.  A  general  notion  of  the  chief  desiderata  to  be  arrived 
at  in  arranging  the  developing  apartment  or  dark-room  will  be 
found  under  the  heading  Dark-room,  and  some  kind  of  plate- 
lifter  to  the  developing  dish  is  a  great  convenience ;  the  simple 
device  of  Mr.  Charles  Simpson,  which  consists  of  a  strip  of  tin 
plate  about  an  inch  wide  and  bent  twice,  as  shown  by  fig.  42, 
being  one  of  the  most  convenient.  A  general  instruction  in 
development  is  never  to  expose  the  plate  unnecessarily  to  light, 
and  to  use,  at  all  possible  moments,  a  cover  for  the  dish — a  thin 
sheet  of  ebonite  answering  the  purpose  admirably.  No  light,  it 
should  be  remembered,  is  absolutely  non-actinic  or  without 
action  on  the  plate.  The  following  general  instructions  for 
development,  given  by  Mr.  B.  J.  Edwards,  may  be  taken  as 
summarising  the  essentials  of  ordinary  practice,  not  only  for 
ordinary  plates,  but  also  for  films  and  isochromatic  plates : — 
When  using  Isochromatic  films  or  plates  great  care  must  be  taken 
to  work  with  a  deep  ruby  light  only.  Three  thicknesses  of  good 
ruby  glass  or  two  of  ruby  fabric  give  a  fairly  safe  working  window 
for  ordinary  daylight.  For  lamplight  the  protection  required  is 
of  course  dependent  on  the  strength  of  the  light  employed  :  two 
thicknesses  of  ruby  glass  or  one  of  ruby  fabric  will  generally 
be  found  sufficient,  but  it  must  not  be  supposed  that  the  light 
in  either  case  is  sufficiently  non-actinic  to  have  no  action. 
Care  should  be  taken  not  to  expose  the  film  or  plate  more 
than  is  necessary  even  to  this  light,  especially  before  and 
during  the  first  part  of  the  development.  It  is  a  good  plan  to 
cover  over  the  developing  dish  or  otherwise  shield  it  from  the 
light. 
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Development  with  PyrogalUc.    Any  of  the  following  developers 
are  suitable  for  most  plates  or  films : — 

Pyro  and  Ammonia  Developer. 

No.  I. 

Pyrogallic  acid  ...         ...         ...         ...         ...         I    oz. 

Citric  acid  40    grs. 

Water      7^  ozs. 

No.  2. 

Strong  ammonia  ('880)           ...  ...  ...  I  oz. 

Bromide  of  potassium  ...         ...  ...  ...  120  grs. 

Distilled  water...         ...         ...  ...  ...  702s. 

The  above  will  keep  good  for  months  if  well  corked.  For  use 
dilute  I  part  No.  i  with  19  parts  of  water,  and  in  another  bottle 
I  part  No.  2  with  19  parts  of  water.  The  dilute  solutions  should 
be  made  fresh  every  day.  To  develop  a  correctly  exposed  plate, 
or  film,  mix  equal  parts  of  these  two  solutions.  In  hot  weather, 
when  making  up  the  dilute  solutions  for  use,  add  4  parts  of 
No.  I  to  3  parts  of  No.  2,  instead  of  equal  parts  of  Nos.  1  and  2. 
In  no  case  should  the  quantity  of  No.  2  exceed  that  of  No.  i. 

Pyro  and  Soda  Developer  with  Metabisulphite. 

No.  I. 

Pyrogallic  acid  ...  ...         ...         i  oz. 

Metabisulphite  of  soda  ...         ...         ...         i    ,, 

Water     80  ozs. 

Dissolve  the  metabisulphite,  and  then  add  the  pyro. 

No.  2. 

Crystallised  carbonate  of  soda  (washing  soda)       12  ozs. 
Water 80    „ 

No.  3. 
Bromide  of  potassium  ...         ...  ...         ...         I  oz. 

Water     ...         ...         ...         ...         ...         ...       9  ozs. 

To  develop,  mix  equal  parts  of  Nos.  i  and  2.  When  working  in 
the  summer  time  in  a  good  light,  with  full  exposure,  add  5 
minims  of  No.  3  to  each  ounce  of  developer  (or,  to  save  the 
trouble  of  measuring  small  quantities,  i^  ozs.  of  No.  3  may  be 
added   to   the   80   ozs.   of  No.   2) ;  in  winter  the  bromide  may 
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generally  be  omitted,  and  also  for  rapid  shutter  exposures,  and 
portrait  work  in  the  studio.  This  developer  gives  exceedingly 
fine  and  delicate  negatives,  with  full  detail  in  the  high  lights,  and 
of  good  colour  for  printing. 

Pyro  and  Soda  Developer. 
No.  I. 
Pyrogallic  acid  ...         ...         ...         ...         ...         i  oz. 

Nitric  acid  • 20  drops. 

Water 80  ozs. 

No.  2. 

Sulphite  of  soda  (crystals)      10  ozs. 

Carbonate  of  soda  (crystals) — washing  soda  8   ,, 

Water 80   „ 

No.   3. 

Bromide  of  potassium  ...         ...         ...         ...         i  oz. 

Water     ...         ...         ...         ...         ...         ...         9  ozs. 

To  develop  mix  equal  parts  of  Nos.  I  and  2,  and  add  10  minims 
of  No.  3  to  each  ounce  of  the  mixed  developer,  or,  instead,  3  ozs. 
of  No.  3  may  be  added  to  the  80  ozs.  of  No.  2.  For  rapid  shutter 
exposures  omit  the  bromide.  This  developer  gives  bold  vigorous 
negatives  of  a  neutral  grey  colour.  In  either  of  the  foregoing 
developers,  the  No.  i  solution  may  be  mixed  as  a  stock  solution, 
if  preferred,  by  using  only  8  ozs.  of  water  instead  of  80,  and 
diluting  to  above  proportions,  as  required. 

General  Notes.  Dust  the  face  of  the  plate  just  before  placing 
it  in  the  dish  for  development,  and,  putting  it  face  upwards,  pour 
the  mixed  developer  steadily  over  the  dfy  plate,  removing  any 
air  bubbles  by  passing  a  flat  camel-hair  brush  (kept  specially  for 
this  purpose)  over  it  immediately  ;  rock  the  dish  gently,  taking 
care  to  keep  the  film  or  plate  well  covered  with  the  solution. 
When  using  pyro  developer,  where  a  plate  is  found  to  be  under- 
exposed,' the  normal  developer  should  be  at  once  diluted  by  the 
addition  of  water  ;  in  some  cases  as  much  as  three  or  four  times 
its  bulk  of  water  may  be  added  with  advantage,  the  development 
proceeding  proportionately  slowly.  By  this  means  detail  is 
brought  out  in  the  shadows  without  permitting  the  high  lights 
to  gain  too  much  density.     Under-exposuie  should  always  be 
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avoided,  as  with  these  plates  or  films  a  considerable  amount  of 
over-exposure  can  be.  controlled  in  development,  but  if  the  light 
has  not  acted  sufficiently  on  the  plate  no  process  of  development 
can  possibly  make  a  good  negative  of  it.  For  interiors  an  d  other 
subjects  possessing  great  contrasts  of  light  and  shade,  a  weak 
developer  should  always  be  used.  One  of  the  best  and  most 
efficient  methods  of  correcting  over-exposure  is  that  introduced  by 
Mr.  Edwards  in  1888.  This  consists  in  using  a  separate  strong  but 
well-restrained  developer  as  a  redeveloper,  which  is  substituted 
for  the  normal  developer,  as  soon  as  over-exposure  is  recognised. 
When  developing  this  redeveloper  is  kept  ready  mixed  in  a 
measure,  and  if  the  detail  of  the  negative  rushes  up  too  quickly, 
indicating  over-exposure,  the  normal  developer  is  poured  off  and 
the  redeveloper  instantly  substituted  for  it  without  waiting  to 
wash  the  plate  ;  by  this  means  very  considerable  over-exposure 
can  be  satisfactorily  remedied,  the  redeveloper  giving  density 
without  bringing  out  much  more  detail.  This  method  of  tentative 
development  will  be  found  exceedingly  useful  when  developing 
a  number  of  various  or  unknown  exposures.  The  following  is 
the  formula  for  pyro.  and  ammonia  redeveloper ;  separate  formulae 
are  given  for  redevelopers  to  be  used  with  pyro  and  soda,  and 
hydrokinone  or  eikonogen  : — 


Pyro  and 

Ammonia  Redeveloper 
No.  I. 

Pyro       

Citric  acid 
Distilled  water  ... 

No.  2. 

1  oz, 

2  drs. 
32  ozs. 

Ammonia  (-880) 
Bromide  of  ammonia 
Distilled  water  ... 

... 

2  ozs. 
24  drs. 
32  ozs. 

For  use  mix  equal  parts  of  Nos.  1  and  2. 

Pyro  and  Soda  Redeveloper. 
No.  I. 
Pyro        I  oz. 

Metabisulphite  of  soda  (Boake's)       ...         ...         i    „ 

Distilled  water ...       28  ozs. 
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No.  2. 

Carbonate  of  soda  (crystals) 9  ozs. 

Bromide  of  potassium...         ...         ...  ...         2    „ 

Distilled  water .. .         ...         ...         ...  ...  28    „ 

For  use  mix  equal  parts  of  Kos.  i  and  2. 

Development  with  Hydrokinone  and  Eikonogen. 

Hydrokinone  Developer. 

No.  I. 

Hydrokinone     ...         ...         ...  J  oz. 

Sulphite  of  soda  (anhydrous)...         ...         ...  I      ,, 

Bromide  of  potassium  ...         ...         ...         ...  7    grs. 

Distilled  boiling  water  to  make         ...         ...  12    ozs. 

No.  2. 
Carbonate  of  .potash     ...         ...         ...         ...  ^  oz. 

Distilled  water  to  make  ...         ...         ...       12    ozs. 

First  dissolve  the  hydrokinone,  and  then  add  the  sulphite  and 
bromide.  For  use  mix  equal  parts  of  Nos.  i  and  2.  In  cases  of 
slight  over-exposure  add  a  few  drops  or  minims  of  a  10  per  cent, 
solution  of  bromide  of  potassium  to  each  ounce  of  developer 
more  or  less  according  to  extent  of  over-exposure.  For  con- 
siderable over-exposure  use  the  redeveloper.  For  under-exposure 
pour  off  the  hydrokinone  developer  and  finish  development  with 
the  eikonogen  developer  given  below. 

Eikonogen  Developer. 

Eikonogen  ...         ...         ...         ...         ...  i  oz. 

Carbonate  of  potash I      „ 

Sulphite  of  soda  (crystals)      2    ozs. 

Distilled  boiling  water  ...         ...         ...       20      „ 

First  dissolve  the  eikonogen,  then  the  sulphite,  and-  lastly  the 
carbonate  of  potash.  This  will  be  found  a  very  useful  developer 
for  snapshot  work  and  portraiture  ;  for  ordinary  landscape  work 
a  mixture  of  this  and  the  above-given  hydrokinone  developer  is 
to  be  preferred  to  eikonogen  alone.  One  part  of  the  eikonogen 
to  two  parts  of  the  mixed  hydrokinone  developer  will  be  found  to 
work  well,  but  the  proportions  may  be  varied  to  produce  a 
developer  possessing  the  required  characteristics,  eikonogen 
tending  to  softness  and  fulness  of  detail,  and  hydrokinone  to 
bright  shadows  and  full  density.    Instead  of  mixing  the  developers, 
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the  development  may  be  commenced  with  eikonogen,  and  when 
the  detail  is  sufficiently  out,  hydrokinone  substituted  for  it,  without 
waiting  to  wash  the  negative,  and  the  development  finished  with 
this,  or  in  case  of  much  over-exposure  with  the  following  hydro- 
kinone redeveloper : — 

Redeveloper  For  Hydrokinone  or  Eikonogen. 

No.  I. 
Hydrokinone     ...         ...         ...         ...         ...  J  oz. 

Sulphite  of  soda  (crystals)       ...         ...         ...         2    ozs. 

Bromide  of  potassium  ...         ...         ...         ...  i  oz. 

Distilled  boiling  water  to  make         ...         ...       12    ozs. 

No.  2. 

Carbonate  of  soda  (crystals) ...  2  ozs. 

Sulphite  of  soda  (crystals)      ...         ...         ...  2    „ 

Distilled  water  to  make  12    „ 

For  use  mix  equal  parts  of  Nos.  i  and  2. 
Fixing. 
After  development  well  wash  the  negative  under  the  tap,  and 
immerse  in  the  following  : — 

Fixing  Bath. 
Hyposulphite  of  soda  ...         ...         ...         ...         6  ozs. 

Water ...         ...         I  pt. 

This  is  most  conveniently  used  in  a.ideep  porcel&in  dish.  The 
precaution  should  be  taken  when  films  are  put  into  the  fixing 
bath,  of  keeping  them  well  under  so  that  they  are  perfectly 
covered  by  the  solution,  otherwise  stains  may  be  caused.  The 
negatives  should  remain  in  the  fixing  bath  for  2  or  3  minutes 
after  they  are  apparently  fixed,  so  as  to  ensure  perfect  fixation. 
If  an  acid  fixing  bath  is  preferred,  add  i  oz.  of  metabisulphite  of 
soda  (Boake's)  to  the  6  ozs.  of  hyposulphite  of  soda,  the  addition 
of  the  metabisulphite  tends  to  keep  the  fixing  bath  clear,  and 
prevents  discoloration  of  the  negative.  (See  Acid  Sulphite 
Fixing  Bath.) 

Clearing. 
When  fixed  the  negatives  should  be  well  rinsed  under  the  tap, 
and  if  they  have   been  developed  with   pyro,  put  into  a  dish 
containing  the  following  clearing  solution  for  about  a  minute.     If 
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developed  with  a  developer  other  than  pyro,  the  clearing  bath  is 
not  necessary,  and  the  negatives  may  be  removed  direct;,  from  the 
hypo  to  the  washing  tank. 

Clearing  Solution. 

Alum       ...         ...         ...  ...         ...         ...  I    oz. 

Citric  acid           ...         ...  ...         ...         ...  i      „ 

or  Sulphuric  acid          ...  ; J   ,, 

Sulphate  of  iron            ...  ...         ...         ...  3    ozs. 

Water     ...         ...         ...  ...         ...         ...  20      ,, 

Washing. 
After  treating  with  the  clearing  solution,  the  negatives  should 
be  again  well  rinsed,  and  placed  in  a  grooved  washing  tank,  in 
which  they  are  to  be  washed  for  not  less  than  2  hours,  the  water 
running  continuously  through  the  tank  or  being  frequently 
changed.  In  placing  film  negatives  in  the  grooves  it  is  best  to 
put  two  films  back  to  back  in  one  groove,  as  they  stand  up  better 
in  this  way.  When  finished  washing,  hang  the  film  negatives  up 
to  dry  ;  spring  clips  are  most  convenient  for  this  purpose,  the 
films  being  suspended  by  one  corner. 

Varnishing. 

The  negatives  may  be  printed  from  as  soon  as  perfectly  dry, 
but  if  this  be  done  without  previously  protecting  them  with  a 
coat  of  varnish,  there  is  always  a  danger  of  the  silver  from  the 
sensitised  paper  staining  the  negatives. 

Special  Transparency  Plates  for  Lantern  Slides. — Instructions 
for  Use.  They  are  equally  suitable  for  contact  printing 
or  reductions  in  the  camera.  For  contact  printing  by  gas- 
light, using  the  light  of  a  good  fish-tail  burner  at  a  distance 
of  12  inches  from  the  flame,  any  time  from  10  to  60  seconds' 
exposure  may  be  required,  according  to  the  density  of  the 
negative,  more  exposure  being  necessary  when  it  is  intended 
to  develop  with  pyro  for  brown  tones,  than  for  black  tones 
with  hydrokinone  or  amidol.  Very  thin  negatives  should  be 
exposed  at  a  greater  distance  from  the  light  and  very  dense 
ones  nearer  to  it.  Exposure  may  also  be  made  by  diffused 
daylight  in  the  dull  light  of  an  ordinary 'room  ;  it  is,  however, 
far  more  difficult  to  judge  the  correct  time  of  exposure,  therefore 
it  is  preferable  to  use  artificial  light.     It  is  important  that  as 
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nearly  as  possible  correct  exposure  be  given  ;  under-exposed 
plates  when  developed  appear  hard  with  black  shadows,  and 
want  of  detail  in  the  half  tones,  while  very  much  over-exposed 
pictures  are  usually  thin  and  flat,  without  sufficient  contrast. 
The  colour  obtained  is  also  dependent  on  the  length  of  exposure. 
The  best  indications  of  the  correct  timing,  or  otherwise,  of  the 
exposure  are  the  time  taken  before  the  image  begins  to  appear, 
and  the  time  necessary  to  attain  the  required  density.  For 
lantern  slides,  at  least  some  portion  of  the  highest  lights  in  the 
picture  should  be  represented  by  absolutely  clear  glass,  without 
a  trace  of  fog  or  deposit  of  any  kind,  which  would  detract  from 
the  brilliancy  of  the  image.  These  plates  cannot  be  satisfactorily 
developed  with  any  of  the  usual  formulae  for  negative  work,  but 
either  of  the  following  formulae  will  give  results  perfect  in  every 
way.  To  develop,  place  the  exposed  plate  in  the  developing 
tray,  and  pour  over  the  developer  without  previously  wetting 
the  film :  all  danger  of  air  bubbles  may  be  avoided  by  passing 
a  brush  over  the  surface  of  the  plate  immediately  after  pouring 
on  the  developer. 

Pyro  and  Ammonia  Developer  for  Warm  Tones. 

No.  I. 

Pyrogallic  acid  . . .         ...         ...         ...         ...         i    oz. 

Sulphite  of  soda  (crystals)       ...  ...  ...         4    ozs 

Citric  acid  ...         ...         ...         ...         ...  |  oz. 

Water 16    ozs. 

First  dissolve  the  sulphite  and  citric  acid,  and  then  add  the 
pyrogallic. 

No.  2. 

Bromide  of  ammonium  ...  ...  ...  i     oz. 

Liq.  ammonia  ('880) 5^  drs. 

Water  to  make ...         ...         ...         ...  ...  16    ozs. 

For  use  mix  one  part  of  No.  1  and  three  parts  of  No.  2, 
and  dilute  with  water  to  double  the  quantity.  The  mixed 
developer  may  be  used  over  again  for  several  plates.  For 
lantern  slides  and  transparencies  from  very  thin  negatives  dilute 
the  stock  solution  with  less  water.  For  contact  printing  under 
the  conditions  given  above,  the  exposure  for  negatives  of  medium 
printing  densities  will  be  from  20  to  60  seconds.     If  the  correct 
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time  has  been  given  the  image  should  begin  to  appear  in  from 
40  to  50  seconds,  and  the  development  be  complete  in  about 
five  minutes. 

Hydrokinone  Developer  for  Black  Tones. 

Hydrokinone     60  grs 

Sulphite  of  soda  (crystals)      2  ozs. 

Carbonate  of  soda  (crystals)  ...         ...         ...         4    „ 

Carbonate  of  potash     ...         ...         ...         ...         2    „ 

Bromide  of  potassium  ...         ...         ...         ...       40  grs. 

Hot  distilled  water       ...         ...         ...         ...       20  ozs. 

For  black  and  white  line  subjects  add  i  drachm  of  a  60-grain 
solution  of  bromide  of  potassium  to  -each  ounce  of  developer. 
Dissolve  the  hydrokinone  in  the  water,  and  add  the  other 
ingredients  in  the  order  named.  This  developer  will  keep  good 
for  at  least  a  month ;  it  can  be  used  over  again  for  several  plates. 
Exposure  for  contact  printing  as  above,  10  to  30  seconds.  The 
image  should  begin  to  appear  in  about  40  seconds  to  a  minute, 
and  the  development  be  completed  in  about  4  minutes. 

Amidol  Developer  fcr  Black  Tones. 

Amidol    ...         ...         ...         ...         ...         ...       80    grs. 

Soda  sulphite  (crystals)  ...         ...         ...         2    ozs. 

Bromide  of  potassium ...         ...         ...         ...  J  oz. 

Water     ...         ...         ...         ...         ...         ...        12    ozs. 

This  developer  is  to  be  used  without  dilution,  except  when 
working  from  a  very  strong  negative,  when  it  can  be  diluted 
with  an  equal  amount  of  water.  It  may  be  used  repeatedly 
without  apparent  loss  of  developing  power.  With  correct 
exposure  it  yields  slides  of  a  very  fine  black  colour.  Exposure 
for  contact  printing  the  same  as  for  hydrokinone.  Time  of 
development  about  8  minutes.  These  plates  may  be  developed 
in  either  yellow  or  ruby  light ;  the  plate  should  be  examined  by 
looking  through  it  from  time  to  time,  taking  care  not  to 
expose  it  too  much  to  the  light.  With  pyro  developer  the 
transparency  appears  of  nearly  the  same  density  before  fixing, 
as  when  finished,  but  when  using  hydrokinone  or  amidol  the 
image  must  be  developed  to  look  much  denser,  as  there  is 
considerable  reduction  in  the  fixing  bath.  As  soon  as  the 
transparency  is  sufficiently  dense  in  the  shadows,  place  it  direct 
in  the  fixing  bath,  without  previous  washing. 
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Fixing  Bath. 

Hyposulphite  of  soda  ...         ...         ...         ...         4  ozs. 

Water 20     „ 

Leave  in  this  for  at  least  5  minutes,  and  then  wash  thoroughly 
for  an  hour  or  more.  To  secure  greater  brilliancy  and  dissolve 
away  any  deposit  caused  by  impurities  in  the  washing  waters, 
the  transparency  should  be  immersed  for  2  or  3  minutes  in  some, 
of  the  following  clearing  solution  contained  in  a  dish,  using  fresh 
for  each  plate.  The  transparency  is  afterwards  to  be  well 
washed  for  ten  minutes  : — 

Alum       ...         ...         ...         ...         ...         ...         I  oz. 

Citric  acid  ...         ...         ...         ...         ...         i    ,, 

Water     ...         .-. .         ...         ...         ...         ...       20  ozs. 

If,  from  an  error  in  the  exposure  or  want  of  quality  in  the 
original  negative,  the  lantern  slide  or  transparency  is  still 
wanting  in  sparkle,  through  the  high  lights  being  veiled,  it  may 
be  effectually  cleared  either  at  this  stage  or  after  being  dried, 
by  using  Mr.  Howard  Farmer's  reducer,  made  as  follows : — 

No.  I. 
Ferridcyanide  of  potassium     ...         ...         ...       60  grs. 

Water     ...         ...         ...         ...         ...         ...       20  ozs. 

No.  2. 
Hyposulphite  of  soda   ...         ...         ...         ...         i  oz. 

Water     ...         ...         ...         ...         ...         ...       20  ozs. 

For  use  mix  No.  i  and  No.  2  in  equal  proportions.  Place  the 
transparency  in  a  dish  and  flood  it  with  the  solution  ;  the  dish 
must  be  continually  rocked  and  the  transparency  carefully 
watched,  and  removed  instantly  the  highest  lights  are  cleared, 
'which  will  not  usually  take  more  than  l  or  2  minutes:  it  is  then 
to  be  again  well  washed  before  being  dried.  This  reducer  is  in 
practice  very  useful,  but  requires  using  with  great  care,  as  it  is 
capable  of  dissolving  away  the  whole  of  the  image,  should  the 
transparency  be  left  in  too  long.  When  thoroughly  washed,  the 
lantern  slides  or  ■  transparencies  should  be  allowed  to  dry 
spontaneously,  and  are  then  ready  for  binding  or  mounting  in 
the  usual  way.  If  desired,  they  may  be  previously  varnished, 
using  crystal  varnish. 
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The  Diogen  Developer.     The  stock  solution  is  prepared  as 
follows : — 

Water 9  ozs. 

Sodium  sulphite  cryst.  . .         ...         ...         ...  34  ozs. 

Diogen    ...         ...  7  drams. 

Potassium  carbonate  (pearlash)         ...         ...  4 J  ozs. 

Dissolve  in  the  order  stated  above,  and  filter  the  solution.     It 
preserved  in  well-stoppered  bottles,  it  will  keep  for  a  long  time. 
For  correctly  exposed  plates  of  normal  character,  take 

Concentrated  Diogen-solution  (as  above)   ...     4  drams. 

Water     2  ozs.  I  dram. 

Potassium  bromide  solution  (l  :  10)  .,.         ...     2  drops. 

In  case  of  under-exposure,  take 

Concentrated  Diogen-solution  (as  above) 4  dram. 

Water 2  to  3  ozs. 

In  case  of  over-exposure,  take 

Concentrated  Diogen  solution  (as  above)    ...     4  drams. 

Water I^  to  2  ozs. 

Potassium  bromide  (i  :  10)     2  to  85  minims. 

The  Glycin  Developer.     Glycin  tends  to  clearness  and  the  ab- 
sence of  fog  or  stain.     Two  solutions  are  prepared  as  follows : — 


Distilled  water 20  ozs. 

Sodium  sulphite,  cryst.  i      » 

Glycin 96  grs. 

B. 

Distilled  water 10  ozs. 

Potassium  carbonate  (pearlash)         2     „ 

For  correctly  exposed  plates,  mix 

Solution  A         4  parts. 

Solutions 'part- 

If  less  contrast  is  required,  take  less  of  solution  B ;  but  to 
obtain  very  soft  negatives,  dilute  the  developer  with  water  and 
reduce  the  proportion  of  B.     For  greater  contrast,  on  the  other 
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hand,  increase  the  proportion  of  A,  and,  in  extreme  cases,  add 
bromides.     For  example  : — 

Solution  A  2  parts. 

„         B  I  part. 

or, 

Solution  A         lo  parts. 

B  5     „ 

Potassium  bromide,  10  per  cent,  solution     ...  i  part. 

The  Imogen-Sulphite  Developer. 
A. 

Imogen-sulphite  25  grams  (one  package). 

Water io|  ozs. 

B. 

Saturated  solution  of  ordinary  washing  soda. 
For  use  mix 

A,  ...         ...         ...         ...         ...         ...     2  vols. 

B.  I  vol. 

From  2  to  3  drops  of  10  per  cent,  potassium  bromide  solution 
to  each  ounce  may  be  necessary  to  ensure  clearness.  For  under- 
exposure use  no  bromide,  and  dilute  the  developer  with  one- 
third  of  its  volume  of  water.  In  case  of  over-exposure  from 
5  to  10  drops  of  bromide  solution  may  be  used  to  each  ounce. 

The  Metal  Developer.  This  is  said  to  allow  of  shorter 
exposures  than  other  developers,  and  the  image  appears  very 
rapidly. 

Concentrated  Single  Solution. 
Dissolve  in 

Water,  first        34  ozs. 

Metol      i  oz. 

and  then  in  succession 

Sodium  sulphite  crystals         ^  ozs. 

Potassium  carbonate  (pearlash)         ...         ...     2^  ,, 

Potassium  bromide       30  grs. 

For  use,  this  solution,  which  keeps  well,  is  to  be  diluted  with 
about  3  times  its  volume  6f  water.  ' 

If  soft  negatives  be  desired,  take  less  potassium  carbonate 
(for  example,  only  231  grs.),  and  also  less  or  even  no  potassium 
bromide. 
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If  it  be  wished  to  have  greater  contrasts  in  the  negative,  the 
developer  is  employed  in  a  more  concentrated  solution,  but  in 
this  case  more  potassium  bromide  is  added.  For  example, 
77 — 15°  grains  of  potassium  bromide  are  used  in  preparing  the 
solution,  which  is  diluted  with  only  i  to  2  times  its  volume  of 
water. 


Separate  Solutions. 


I.  Dissolve 
Metol 


Distilled  water 
add 

Sodium  sulphite  cryst.... 

shake  until  dissolved. 

II.  Dissolve 

Sodium  carbonate 


34  ozs. 

s    , 

5  ozs. 
68  ozs. 


Distilled  water  ... 
For  use,  mix 

No.    I ...         ...     I  part. 

No.  II 2  parts. 

According  to  the  character  of  the  plates,  exposure,  etc.,  add  to 
every  3  ozs.  of  the  mixed  solution  5  to  10  drops  of  a  10  per 
cent,  solution  of  potassium  bromide. 

The  Ortol  Developer.  • 

I. 

Water,  cold        10  ozs. 

Potassium  metabisulphite       ...         ....         ...     35  grs. 

Ortol       70    „ 

II. 

Water 10  ozs. 

Potassium  carbonate  (pearlash)         3  oz. 

Sodium  sulphite  cryst....         ...  i|  „ 

Potassium  bromide       5  to  10  grs. 

Sodium  hyposulphite  ...         ...         ...         ...  Zj^  grs. 

The  potassium  bromide  may  be  omitted  in  cold  weather,  or 
when  plates  are  used  which  have  but  little  tendency  to  fog. 
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For  quick  development,  take 

No.    I.  solution i  part. 

No.  II.  solution I     „ 

For  slow  development,  take 

No.    I.  solution I  part. 

No.  II.  solution...         ...         ...         ...         ...  i     „ 

Water I     „ 

The  Paramidophenol  Developer. 
A. 

Water 34  ozs. 

Paramidophenol  308  grs. 

B. 

Sodium  sulphite,  cryst,  ...         ...         ...  4  ozs. 

Carbonate  of  potassium  4    „ 

Water 68   „ 

For  use  mix 

A.  I  part. 

B.  ...         ...         ...         ...         ...         ...     2  parts. 

T/ie  Pyrocatechin  Developer.    A  formula  adapted  for  general 
use  is  the  following : — 

A. 
Water     ...         ...         ...         ...         ...         ...     35  ozs. 

Anhydrous  sulphite  of  soda    ...         ...         ...       4   ,, 

Pyrocatechin      ...         ...         ...         ...         ...     i  oz. 

B. 

Water 35        ozs. 

Carbonate  of  potassium  ...         ...         ...     4  to  6    „ 

For  use  mix  equal  volumes  of  water,  A  and  B. 
The  Rodinal  Developer. 

Rodinal  (see  Rodinal)  ...         ...         ...       i  part. 

Water 25  parts. 

In  case  of  over-exposure,  use 

Rodinal I  part. 

Water 15  to  20  parts. 

adding  an  ample  quantity  of  a  solution  of  potassium  bromide 
(i  :  10),  and  in  case  of  under-exposure,  Use 
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...      20  OZS. 

...       Sgrs. 

...     60    „ 

...   120    „ 

2  OZS. 

...   20  „ 

...     I  „ 
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Rodinal i  part. 

Water 30  to  40  parts. 

The  most  advantageous  temperature  for  the  developing-solution 
is  15°  C.  (=  59°  Fahr.).  The  temperature  should  not  exceed 
20°  C.  (=  68°  Fahr.). 

Rodinal-Hydrokinone  Developer.  This  combines  the  effect  of 
detail  characterising  rodinal  together  with  the  density  given  by 
hydrokinone. 

a! 

Sodium  sulphite,  cryst. 

Water     

Citric  1  Acid 
Potassium  bromide 
Hydrokinone     ... 

B. 
Potassium  carbonate  (pearlash) 

Water     

Rodinal  ... 

For  soft  negatives  (portraits,  etc.)  take  equal  parts  of  A,  B  and 
water.     For  brilliant  negatives  take  equal  parts  of  A  and  B. 

For  detail  increase  the  quantity  of  B.  For-  density  increase 
the  quantity  of  A. 

The  Synthol  Developer.  Synthol  is  characterised  by  clean 
development,  and  as  this  does  not  require  the  presence  of  an 
alkali  there  is  no  corrosive  action  on  the  film. 

Normal  Synthol  Developer. 
Synthol  ...         ...         ...         ...         ...         ...     30  grs. 

Crystallised  sulphite  of  soda  ...         ...         ...   150    „ 

Water     ...       3J  ozs. 

When  the  exposure  is  unknown,  the  following  routine  may  be 
desirable : — 

Normal  synthol  developer  is  diluted  with  about  an  equal  bulk 
of  water,  and  poured  on  the  plate.  If  the  image  flashes  up 
quickly  so  as  to  indicate  over-exposure,  the  solution  is  poured 
off  at  once,  and  the  plate  is  rinsed,  after  which  the  same  de- 
veloper to  which  bromide  of  potassium  has  been  added  is 
poured  on ;  the  amount  of  bromide  being  from  half  a  grain  per 
ounce  of  liquid  to  several  grains. 
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If  the  image  comes  up  slowly  under  the  dilute  developer  as 
iirst  used,  and  normal  exposure  is  indicated,  the  dilute  developer 
must  be  poured  oflf  and  normal  developer  substituted ;  although, 
as  in  the  case  of  pyro,  a  long-continued  action  of  the  dilute 
developer  will  give  a  result  very  similar  to  that  of  the  shorter 
action  of  a  stronger  developer,  excepting  that  the  weak  developer 
will  tend  towards  vigour  and  density. 

If  the  dilute  developer  brings  up  little  or  nothing,  so  that 
under-exposure  is  indicated,  ttie  following  is  the  course  to 
follow,  the  quantities  being  for  a  quarter-plate  : — 

Normal  developer  ...         ...         ...         ...     ij  ozs. 

Liquid  ammonia  ...         ...         ...         ...     i  drop. 

Potassium  bromide       ...         ...         ...         ,..     i  gr. 

Use  this  till  the  smell  of  ammonia  disappears ;  pour  off,  add 
I  drop  more  of  ammonia,  and  continue  the  development,  adding 
more  ammonia  step  by  step  as  the  smell  disappears.  Towards 
the  end  of  the  development,  and  when  it  will  do  no  harm  to 
slightly  tinge  the  transparent  parts  of  the  negative,  the  ammonia 
may  be  doubled,  or  even  three-folded. 

Synthol  Two-Solution  Developer  with  Soda. 

A. 
Water     ...         ...         ...  ...         ...         ...     lo  ozs. 

Metabisulphite  of  soda  ...         ...         ...  360  grs. 

Synthol 60  » 

B. 
Water     ...         ...         ...         ...         ...         ...     10  ozs. 

Soda  (washing  crystals)  ...         ...         ...       i  oz. 

For  use,  take  equal  parts  of  A  and  B. 

Gelatine-Chloride  Plates. — Instructions  J^or  Use.  Exposure. 
These  plates  are  chiefly  intended  for  contact  printing  under 
a  negative  in  an  ordinary  pressure  frame  ;  when  used  in  this 
way  they  are  extremely  sensitive  to  daylight,  the  time  of 
exposure  varying  from  I  second  to  15  or  20  seconds,  accord- 
ing to  the  power  of  the  light  and  the  density  of  the  negative. 
Full  exposure  in  a  dull  light  usually  gives  the  best  results. 
With  thin  or  weak  negatives  it  is  better  to  cover  the  printing 
frame  during  exposure  with  a  sheet  of  opal  glass  or  white 
tissue    paper,    giving    sufficient    exposure    to    compensate    for 
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2  ozs. 

40  grs. 

20  ozs. 

4  drms. 

2     „ 

2     „ 
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the  loss  of  light.  A  convenient  method  of  printing  by  artificial 
light  consists  in  burning  an  inch  or  two  of  magnesium  ribbon 
at  a  distance  of  12  inches  from  the  printing  frame.  These  plates 
can  also  be  used  for  making  enlarged  or  reduced  positives  from 
negatives  in  the  camera,  but  for  this  purpose  a  much  longer 
exposure,  probably  5  to  10  minutes,  in  a  good  light  will  be  found 
necessary  to  ensure  success. 

Make  two  stock  solutions  as  follows  : — 

No.  I. 
Neutral  oxalate  of  potash 
Chloride  of  ammonium 
Distilled  water 

No.  2. 

Sulphate  of  iron  

Citric  acid 

Alum       

Distilled  water 

The  above  solutions  will  keep  indefinitely.  When  required  for 
use  mix  equal  portions  of  the  above  solutions,  adding  No.  2 
to  No.  I  to  form  the  developer,  place  the  exposed  plate  film 
uppermost  in  a  porcelain  dish,  and  pour  over  rapidly  and  evenly 
the  mixed  developer,  rock  the  dish  during  the  progress  of 
development  (which  may  be  examined  from  time  to  time  by 
yellow  or  non-actinic  light),  when  sufficient  density  is  obtained, 
which  will  usually  be  in  about  2  minutes,  pour  off  the  developer 
into  a  measure,  and  flood  the  plate  with  water  and  wash  well 
under  the  tap.  The  above  developer  with  moderate  exposure 
will  give  positives  of  a  warm  black  colour,  still  warmer  tone  may 
be  easily  obtained  by  simply  diluting  the  mixed  solutions  with 
an  equal  quantity  of  distilled  water,  or  by  adding  to  each  ounce 
2  or  3  drops  of  a  20-grain  solution  of  bromide  of  potassium,  and 
proportionally  increasing  the  time  of  exposure.  Short  exposure 
and  rapid  development  will  give  black  tones,  while  full  exposure 
and  slow  development  will  give  warm  brown  or  red  tones  to  the 
transparency.  It  will  be  found  a  good  plan  to  make  up  two 
separate  portions  of  developer,  strong  and  weak,  and  commence 
with  the  latter  ;  should  the  plate  prove  to  be  under-exposed  the 
developer  must  be  poured  off,  and  the  more  concentrated  solution 
used  to  bring  out  the  picture  and  complete  development.  This 
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method  will  allow  considerable  latitude  in  the  time  of  exposure. 
Several  plates  may  be  developed  in  the  same  solution,  but  the 
developer  gradually  loses  its  energy  and  will  not  keep  long  after 
being  mixed. 

Fixing. 

Hyposulphite  of  soda i  ozs. 

Water i6    „ 

Pour  sufficient  of  the  above,  when  dissolved,  into  a  porcelain 
dish  and  immerse  the  developed  and  washed  plate  for  2  or  3 
minutes,  or  until  fixed,  then  rinse  thoroughly  under  the  tap  and 
apply  the  following  : — 

SiUphuric  acid  ...         ...         ...         ...         ...  J  oz. 

Saturated  solution  of  alum      ...         ...         ...       2002s. 

Pour  a  small  quantity  of  the  above  repeatedly  over  the  plate  for 
about  half  a  minute,  or  until  the  slight  deposit  of  oxalate  of  lime 
(caused  by  the  washing  water)  is  dissolved  away,  and  the 
picture  becomes  bright  and  clear.  The  high  lights  of  the 
transparency  should  be  perfectly  bare  glass  without  a  trace 
of  deposit  of  any  kind  ;  as  soon  as  cleared  wash  well  in  repeated 
changes  of  water,  and  allowed  to  dry  spontaneously. 

Caution.  Great  care  must  be  taken  that  not  the  faintest  trace 
of  hyposulphite  of  soda  comes  into  contact  with  the  developing 
solution  or  with  the  plate  before  or  during  development. 
Separate  dighes  must  be  used  for  each  solution.  The  dishes, 
as  well  as  the  hands  of  the  operator,  should  be  frequently 
washed  and  kept  scrupulously  clean  during  the  various  mani- 
pulations, otherwise  the  films  are  liable  to  become  stained  and 
discoloured.  When  quite  dry  the  transparencies  may  be 
varnished  with  good  clear  negative  varnish  applied  with  heat 
in  the  usual  way. 

Bromide  Opals. — Instructions  for  Use.  Exposure.  Place 
the  opal  plate  film-side  next  to  the  negative  in  an  ordinary 
printing  frame,  and  expose  to  the  light  of  a  paraffin  'lamp, 
or  by  preference,  that  of  an  ordinary  fish-tail  gasburner,  at 
a  distance  of  2  feet  from  the  flame,  for  from  12  to  24  seconds, 
according  to  the  density  of  the  negative. 

Development.  The  following  formula  will  be  found  to  give 
very  satisfactory  results. 
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Stock  Solutions. 
No.  I. 

Oxalate  of  potash         2  ozs. 

Chloride  of  ammonium  40  grs. 

Bromide  of  potassium 20    „ 

Distilled  water i6  ozs. 

No.  2. 

Sulphate  of  iron             ...         ...  ...  ....    4  drms. 

Citric  acid           ...         ...         ...  ...  ...         2     „ 

Alum      ...         ...         ...         ...  ...  ...         2     ,, 

Distilled  water  ...         ...         ...  ...  ...     .  16  ozs. 

Having  mixed  equal  parts  of  the  above  solutions  (adding  always 
No.  2  to  No.  i),  place  the  exposed  opal  film  uppermost  in 
a  developing  dish  and  pour  the  mixture  evenly  over  the  plate, 
rock  the  dish  during  the  development,  and  watch  its  progress 
by  a  ruby  or  deep  yellow  light.  When  the  image  appears  to 
have  acquired  the  detail  and  vigour  desired  in  the  finished 
picture,  wash  the  plate  well  under  a  tap  for  2  minutes  and  then 
immerse  for  10  minutes  in  the 

Fixing  Solution, 

Hyposulphite  of  soda  ...         ...         ...         ...        4  ozs. 

Water    ...  16     ,, 

The  plate  must  now  be  well  washed  in  running  water  for  i  hour 
to  remove  the  hyposulphite  of  soda,  when  it  will  be  ready  for 
toning  in  the  sulpho-gold  toning  bath  to  a  rich  velvety  black. 

Stock  Solutions  for  Toning. 

No.  1. 

Chloride  of  gold  ...    • 15  grs 

Distilled  water 8  ozs. 

No.  2. 

Acetate  of  soda  ...         i  oz. 

Sulphocyanide  of  ammonium  .. .         I  drm. 

Distilled  water  to  make  ...  8  ozs. 

When  the  desired  shade  has  been  obtained,  the  picture  should 
be  well  rinsed  under  the  tap,  and  it  may  now  be  cleared  of  the 
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slight  deposit  of  oxalate  of  lime  (caused  by  the  washing  water) 
by  pouring  over  or  immersing  it  for  half  a  minute  in  the 
following 

Clearing  Solution. 

Sulphuric  acid   ...         ...         ...         ...         ...  J  oz. 

Saturated  solution  of  alum      ...         ...         ...       20    ozs. 

After  which  it  should  be  thoroughly  washed  to  complete  the 
process.  When  quite  dry  the  opal  can  be  finished  in  mono- 
chrome or  water  colours  as  may  be  desired,  or  may  be  .varnished 
with  ctystal  varnish. 

Caution.  It.  is  of  the  greatest  importance  that  not  the 
slightest  trace  of  hyposulphite  of  soda  be  allowed  to  contaminate 
the  dishes  or  measures  employed  in  developing  or  toning  the 
opals.  Therefore  great  care  should  be  exercised  and  the  hands 
well  washed  between  the  various  operations. 

The  above  instructions  (mainly  due  to  Mr.  Edwards)  comprise 
details  of  most  matters  connected  with  development.  Various 
formulae  for  ferrous-oxalate  developer  are.given  in  the  article  on 
Bromide  Paper,  and  the  following  formula,  recommended  by 
Messrs.  Mawson  &  Swan,  is  excellent  for  dry  plates : — 


A. 

Neutral  oxalate  of  potassii 
Bromide  of  potassium .... 

Citric  acid           

Distilled  water  to  make 

um 

B. 

...  i20ogrs. 

5    .. 
...       15    „ 

10  fluid  ozs. 

Ferrous  sulphate 

Citric  acid 

Distilled  water  to  make 

... 

...   1600  grs. 
...      120    ,, 

10  fluid  ozs. 

Distilled  water  should  be  used, "otherwise  the  lime  in  ordinary 
water  will  cause  turbidity  from  formation  of  oxalate.  A  will 
keep  indefinitely,  but  B  should  not  be  used  after  it  turns  brown 
or  yellow.  When  required  for  use,  pour  four  parts  of  A  rapidly^ 
into  one  part  of  B.  The  resulting  solution  will  be  of  a  deep  red 
colour.  After  development  and  fixing,  the  plate  frequently  ex- 
hibits an  opalescent  appearance  ;  this  is  a  deposit  of  oxalate  of 
lime  that  forms  in  washing :  to  remove  it,  immerse  the  plate,  after 
thorough  washing  in 
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Hydrochloric  acid         I  oz. 

Saturated  sol.  alum      ...         ...         ...         ...       19  ozs. 

washing  the  plate  again  after  the  operation. 

Messrs.  Lumifere  &  Seyewetz  state  that  some  of  the  incon- 
veniences ordinarily  experienced  with  the  pyrogallic  developer, 
such  as  the  staining  of  the  finger-nails  and  the  occasional  lifting 
of  the  film,  are  largely  due  to  the  use  of  caustic  and  carbonated 
alkalies,  and  they  have  found  it  advantageous  to  use  the  alkaline 
salts  of  the  tribasic  acids — phosphoric  and  arsenic,  for  instance — 
not  only  in  the  case  of  pyrogallic  acid,  but  also  with  hydroqui- 
none,  eikonogen,  metol,  or  glycin.  Their  pyrogallic  developer  is 
prepared  as  follows  : — 

A. 

Water     ...         ...         I  oz. 

Pyrogallic  acid 

Anhydrous  sulphite  of  soda 

B. 

Water 

Phosphate  of  soda 

Anhydrous  sulphite  of  soda   ... 

For  use,  mix  20  volumes  of  A  with  140  volumes  of  B. 

The  Messrs.  Lumifere,  in  conjunction  with  M.  Seyewetz,  have 
made  a  more  strikingly  new  departure,  based  on  the  observation 
that  certain  ketones  and  aldehydes  may  replace  the  alkali  in 
developers  made  up  with  the  usual  phenolic  reducing  agents. 
Sulphite  of  soda,  Acetone  {q.v.),  and  hydroquinoue,  pyrogallic 
acid,  or  paramidophenol  will  give  a  practically  useful  developer ; 
that  with  hydroquinoue  being  slow,  and  with  either  pyrogallic 
acid  or  paramidophenol  being  rapid.  That  the  reducing  action 
is  not  due  to  the  acetone  is  evidenced  by  the  fact  that  acetone 
^  and  sulphite  alone — or  rather,  one  should  say,  in  water  as  a 
medium,  will  not  act  as  a  developer.  The  following  formulae 
are  given  : — 


30  grams, 

45 

If 

7 

ozs. 

(00 

grains. 

45 

„ 

Pyro-acetone  Developer 

(rapid). 

Pyrogallic  acid 

Water     

Dry  sulphite  of  soda 

Acetone 

10  ozs. 
...     280  grs. 

2  fl.  drs. 
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Hydroquinone-acetone  Developer  (slow). 

Hydroquinone 150  grs. 

Dry  sulphite  of  soda    ...  500   „ 

Acetone 500  mins.  (l  fl.  oz.  and  20  m.). 

Water 10  ozs. 

Formaldehyde  (formalin)  may  be  used  in  a  similar  way  to 
acetone,  but  is  not  recommended. 

Protection  of  a  Stock  or  Made-up  Developer  from  the  Air. 
See  Atmospheric  Action. 

Development  after  Fixation,  It  has  long  been  known  that  in 
many  instances  an  image  may  be  developed  on  a  plate  which 
has  first  been  fixed  with  "hypo,''  so  that  the  film  is  clear  like 
glass ;  but  it  is  only  recently  that  much  attention  has  been  given 
to  this  subject.  Dr.  Neuhauss  (The  Amateur  Photographer, 
Sept.  23rd,  1898,  p.  754)  says  that  one  merit  of  the  method  is 
the  great  latitude  of  exposure  which  it  allows,  sixty  times  the 
normal  exposure  being  harmless.  All  that  is  required  is  to 
expose  sufBciently,  fix  on  the  spot  (in  the  dark  room),  and  to 
wash  thoroughly.  The  clear  plates  which  bear  the  invisible 
image  may  now  be  fully  exposed  to  light,  and  the  development 
may  be  postponed  for  any  length  of  time.  The  development  is 
in  full  daylight,  as  follows :— A  stock  solution  is  made  up  with 


Distilled  water 

100  n- 

lillilitres. 

Sulphocyanite  of  ammonium 

24  grammes. 

Nitrate  of  silver     ... 

4 

M 

Sulphite  of  soda    ... 

24 

ri 

Hyposulphite  of  soda 

s 

» 

10     per    cent,    bromide 

of 

potassium 

solution 

6d 

rops. 

This  stock  solution  keeps  well,  and  for  use  6  c.c.  of  it  are  mixed 
with  54  c.c.  of  water  and  2  c.c.  of  rodinal  (see  Rodinal)  ;  but 
other  developing  agents  of  the  aromatic  series  may  be  substituted 
for  rodinal.  (See  below  for  formula  with  metol.)  The  develop- 
ment of  the  plate  is  slow,  sometimes  taking  as  long  as  twelve 
hours.  When  the  development  is  complete,  all  that  is  required 
is  to  wash  the  negative ;  but  if  the  whitish  tone  is  objected  to,, 
the  negative  may  be  blackened  by  the  mercuric  chloride  process 
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of  intensification.  (See  Intensification.)  Dr.  Haschak  recom- 
mends that,  in  place  of  the  rodinal  as  recommended  above,  the 
following  should  be  used : — 

Water     35  ozs. 

Metol      I  oz. 

Sulphite  of  soda  (anhydrous)  ...         ...         5  °^s. 

Colouring  the  Developer  with  a  Non-actinic  Dye.  This  is 
sometimes  done,  as  it  allows  the  dish  to  be  taken  out  into  the 
light.     (For  a  suitable  colour-mixture  see  Aurantia.) 

Simultaneous  Development  and  Fixing.  This  is  perhaps 
rather  an  eccentricity  in  photography  than  a  method  of  practical 
value,  as,  by  combining  the  above  processes,  there  is  a  loss  of 
much  of  that  complete  control  which  is  so  desirable.  A  de- 
veloper which  will  simultaneously  fix  the  plate  can  be  prepared 
as  follows : — 


Pyrocatechin 
Caustic  soda 
Sulphite  of  soda 
Hyposulphite  of  soda 
Water     


40  grs. 

5    » 
I  oz. 

70  grs. 

10  oz. 


Long  Continued,  or  Stand  Development.  This  is  treated  of  in 
a  special  article.    (See  Stand  Development.) 

Development  by  Time.  Mr.  Alfred  Watkins  has  much  insisted 
on  the  desirability  of  a  system  of  development  by  time,  and  in 
connection  with  this  system  he  has  devised  a  special  clock 
which  he  calls  an  "Eikronometer."  This  system  of  develop- 
ment is  treated  of  under  the  heading,  Time,  Development  by 

Deviation.  An  optical  term  to  denote  the  alteration  of  the 
course  of  a  ray  of  light  when  it  is  refracted  or  reflected. 

Dextrine  (Ger.,  Stdrkegummi ;  Fr.,  Dextrine ;  Ital.,  Destrind). 
Synonym  :  British  Gum.  C,2Ha,0,o.  Is  made  by  heating  starch 
until  it  loses  its  insolubility  in  cold  water,  or  by  heating  it  in 
the  presence  of  a  dilute  acid.  It  is  usually  a  pale  buff  powder, 
and  is  used  as  a  substitute  for  gum.  Tested  with  litmus  paper 
it  should  not  give  an  acid  reaction.     (See  Mountants.) 
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Diactinic.  A  term  applied  to  any  medium  through  which 
the  actinic  rays  of  light  can  pass.  Substances  which  allow  only 
non-actinic  rays  to  pass  are  termed  adiacttnic. 

Dialyser.  This  is  sometimes  used  in  the  washing  of  emul- 
sions, and  can  be  prepared  as  follows : — Take  a  hoop  of  gutta 
percha,  and  over  it  stretch  a  piece  of  parchment  paper,  this  being 
tied  on  tightly.  It  is  used  by  floating  it  in  a  vessel  of  dis- 
tilled water,  and  the  materials  to  be  dialysed  are  placed  in  the 
hoop.  All  bodies  which  will  crystallise  will  pass  through  the 
septum  of  parchment  paper,  leaving  those  which  will  not  crystal- 
lise in  the  dialyser.  In  the  case  of  emulsions  the  unnecessary 
salts,  such  as  nitrate  of  potash,  etc.,  pass  through  the  septum, 
leaving  the  colloid  gelatine  holding  the  sensitive  silver  salt. 

Diameter.  Any  straight  line  passing  through  the  centre  of  a 
circle  and  touching  the  circumference  at  opposite  points  is  thus 
termed.  If  the  diameter  of  a  circle  is  known,  multiplying  that 
by  3-14159  will  give  the  circumference,  and  vice  versa;  and  the 
diameter  squared  and  multiplied  by  7854  will  give  the  area  of 
the  circle,  and  the  cube  of  the  diameter  multiplied  by  5236  will 
give  the  solid  contents  of  a  sphere. 

Diamidophenol.    See  Amidol. 

Diamond.  A  hard  crystalline  form  of  carbon.  Its  high 
refractive  power,  2-47  to  275,  together  with  its  comparatively  low 
dispersive  power,  would  render  it  valuable  for  use  in  the  con- 
struction of  lenses,  were  large  clear  stones  available  and  easily 
workable.  Andrew  Pritchard,  working  early  in  this  century,  did 
actually  construct  lenses  of  diamond.  The  natural  _  edge  of  a 
small  crystal  is  the  effective  agent  in  the  glass-cutter's  diamond, 
in  the  use  of  which  the  most  important  matter  is  to  maintain  the 
mounting  of  the  instrument  at  the  same  angle  with  the  surface 
of  the  glass  when  once  the  best  angle  for  cutting  is  found.  In 
cutting  dry  plates  or  negatives,  it  is  convenient  to  cut  on  the  film 
side  if  the  diamond  works  satisfactorily  in  this  way,  otherwise  the 
cut  may  be  on  the  glass  side.  When  the  glass  has  separated, 
and  the  film  is  like  a  hinge,  a  sharp  folding  of  the  plate  in  the 
reverse  way  will  generally  disrupt  the  film  without  causing  any 
stripping. 
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Diaphanoscope.     A  device  for  looking  at  a  photograph  some- 
what similar  to  the  Alethoscope,  Pantoscope,  or  Lanternoscope. 

Diaphragms  (Pia<f)payiia,  a  partition)  are  either  loose  plates 
of  metal,  or  rotating  metal  screens,  both  having  apertures  of 
certain  diameters ;  or  another  form  is  composed  of  tongues  of 
metal  actuated  by  an  external  pin  or  ring,  which  can  be  closed 
and  opened  out  to  any  desired  size.  The  Iris  diaphragm 
consists  of  thin  flat  tongues  of  metal  fastened  to  a  ring  in  the 
lens  mount,  by  means  of  which  the  aperture  of  the  diaphragm 
may  be  enlarged  or  diminished  by  turning  the  ring  backwards 
or  forwards,  causing  the  tongues  to  contract  or  enlarge  the 
opening,  the  use  of  which  obviates  all  chance  of  losing  or  mis- 
placing the  diaphragms.  The  diaphragms  of  the  ordinary  or 
Waterhouse  pattern  can  be  pinned  together  by  a  brass  rivet 
just  by  the  tongue,  on  which  the  numbers  are  stamped,  thus 
lessening  the  chance  of  losing  them.  The  influence  of  the 
diaphragm  on  the  picture  is  great  and  of  considerable  practical 
importance,  not  only  on  the  character  of  the  picture,  but  also  on 
the  duration  of  exposure,  as  we  shall  see  when  treating  of  that 
subject.  The  influence  of  the  diaphragm  on  the  character  of  the 
image  transmitted  by  the  lens  is  seen  first  in  a  reduction  of 
the  amount  of  light  admitted  by  the  lens  ;  secondly,  by  increase 
of  the  marginal  definition ;  and,  thirdly,  by  increase  of  the  depth 
of  Focus.  For  single  lenses  the  diaphragm  is  usually  placed  from 
;J  to  f  of  the  focal  4ength  in  front  of  the  lens,  in  which  position 
it  limits  the  diameter  of  the  pencils  of  light,  and  causes  them  to 
cross  the  axis  at  the  aperture  of  the  diaphragm,  before  refraction. 
(See  Distortion.)  The  distance  of  the  diaphragm  is  in  many 
instances,  when  placed  in  front  of  the  lens,  the  cause  of  Flare 
(g.v.).  This  can  be  obviated  by  altering  the  position,  one-eighth 
of  an  inch  either  way  being  generally  sufficient  to  obliterate  it. 
In  all  symmetrical  doublet  lenses,  the  proper  position  of  the 
diaphragm  is.  equidistant  between  the  two  combinations ;  in 
unsymmetrical  combinations,  the  position  is  proportionate  to 
the  foci  of  the  combinations.  For  general  use  the  following 
maxims  should  be  remembered  : — A  large  diaphragm  gives  a 
bolder  picture  than  a  small  one  ;  focus  with  the  largest  aperture, 
then  insert  the  smaller  diaphragms  till  sharpness  is  obtained 
over  the  whole  screen.     The  smaller  the  stop  the  longer  the  ex- 
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posure,  also  the  flatter  the  field  of  the  lens,  and  the  greater  the 
depth  of  focus.  It  is  customary  to  give  the  apertures  of 
diaphragms  definite  diameters;  that  is  to  say,  the  diameter  of 
the  diaphragm  apertures  should  be  a  definite  fraction  of  the  focal 
length  of  the  lens.  There  are  several  methods  adopted,  the  one 
in  general  use  being  the  ratio  aperture,  or  fix  system.  To  find 
this  number  divide  the  focal  length  of  the  lens  by  the  diameter 
of  diaphragm — e.g.,  focal  length  of  lens,  8|^  ins. ;  diameter  of 
diaphragm,  f  in.;  8|-Hf=ii'3;  number  of  diaphragm,  y^H'S- 
The  Royal  Photographic  Society,  in  the  year  1881,  put  forward  a 
system  for  numbering  the  diaphragms  in  rather  a  different  way, 
taking  fl\  as  the  standard,  which  they  call  No.  I .  This  system 
was  termed  the  "  Uniform  Standard,"  or  U.  S.  No.,  and  the  U.  S. 
number  for  any  diaphragm  marked  on  the  f\x  system  may  be 
found  by  the  following  rule : — Divide  the  focal  length  of  lens  by 
diameter  of  the  diaphragm,  and  then  square  the  result,  divide 
by  sixteen,  and  the  quotient  will  be  the  U.  S.  No.  Ex.  -.  Find 
U.  S.  No.  of  diaphragm  marked //i  1-3.  ii-3X  li'S  =  127-69; 
127-69 -I- 16  =  7-98,  or  practically  8,  U.  S.  No.  In  1882  Dr. 
Stoize  suggested  a  system  of  diaphragm  numbering  which  was 
found  by  squaring  the  focal  length  and  dividing  this  by  the 
diameter  of  the  diaphragm  squared  ;  thus,  taking  as  an  example, 
a  lens  of  85-in.  focus  and  diaphragm  apertures  of  ixV,  I  and  H  in., 
we  should  find  the  numbers  as  follows : — 

(8ix8^)H-(ixV'<iTV)=   64. 
(8|x8J)-^(     £x     4)  =  I28. 

(8ix8^)^(H'<   il)  =  256. 

In  1886  Dr.  Stoize  suggested,  as  an  improvement  on  this,  the 
marking  of  the  stops  with  numbers,  obtained  by  dividing  the 
square  of  the  focal  length  by  one  hundred  times  the  square  of 
the  aperture,  e.g. : — 


m 

<8i) 

(&i 

<H) 

m 

,8i) 

(ItVxItV)  109=    "64 
■  (    f  X     ^)  100=  1-28 

(  Hx  H)  100  =  2-56 


This  practically  means  taking  //lo  as  the  unit,  which  aperture 
was  also  adopted  by  the  International  Congress  on  Photography, 
held  at  Paris  in  188^     Mr.  T.  R.  Dallmeyer  recommended  the 
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marking  of  the  diaphragms  on  a  system  which  takes  as  its  unit 

I  I 

-~j=^  —  :j:^-     The  diaphragms,  numbered  on  this  system,  would 

then  be  as  follows : — 


=    64 


10  =    6-4. 


8j-f-     1=  11-3  X  u'3  =  127-69 -H  10  =  12769. 
8^-7-   Jl  =  16    X  16    =256      -f- 10  =  25-6. 

It  will  be  seen  from  this  that  the  system  is  practically  a  modifi-. 
cation  of  Stolze's.  Zeiss,  the  famous  Jena  optician,  has  adopted 
yet  another  system,  which  takes  as  its  unit  //loo,  as  suggested 
by  Dr.  Rudolph,  and  the  actual  working  aperture  of  the  lenses 
is  taken  as  the  diaphragm  aperture.  The  following  table  gives, 
therefore,  the  connexion  between  the  relative  or  ratio  aperture 
and  the  stops  : — 


No.  of  Stop. 

Relative  Aperture. 

No.  of  Stop. 

Relative  Aperture. 

I 

i/ioo 

32 

1/18 

2 

I/71 

64 

I/I2-S 

4 

1/50 

128 

1/8 

8 

1/36 

256 

1/6-3 

16 

I/2S 

512 

1/4-5 

The  photographic  exposure  corresponding,  for  all  practical  pur- 
poses, to  the  different  stops,  is,  therefore,  in  the  inverse  ratio  of 
those  numbers.  Goerz,  the  optician  of  Berlin-Schoneberg,  has 
adopted  yet  another  system  of  marking  the  diaphragms  ;  this  is 
the  relative  time  of  exposure  {f)  calculated  from   the  formula 

t=  — r^l  ,when /=  the  focus,  «?=  effective  aperture.     This  is 

I 

really  Dallmeyer's  system  of  — =,  but  the  diaphragms  are  num- 

V 10 

bered  differently.     The  following  table  shows  the//:ir  number 

for  each  diaphragm,  as  marked  by  Goerz : — 


4  =  //6-3 

6  =  flT7 

12  -  //I  I 

24  -  //iS-5 


48  =//2i-9 

96  =  //31 

192  =  //43-8 

384  =  //62. 
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We  have  stated  above  that  to  determine  the  value  of  the 
diaphragms  it  is  necessary  to  find  the  focal  length  and  divide 
this  by  the  aperture  of  the  diaphragm.  Burton  gives  a  very 
convenient  table  in  his  useful  little  handbook,  "  Modem  Photo- 
graphy," which  gives  the  diameter  of  the  stop  aperture  for  lenses 
of  any  focus  from  6  to  1 1  in.,  and  the  diameter  of  any  aperture 
for  lenses  of  less  or  longer  focus  may  be  found  by  multiplying  or 
dividing,  as  the  case  may  be.  We  here  insert  this  useful  table : — 


Focal  Length. 

Stan- 

fcTo 

dard 

6  in. 

6Jin. 

7  in. 

7j  in.' 

8  in. 

8i  in. 

9  in. 

gjin. 

10  in. 

iz  in. 

No. 

No. 

■25 

3"o 

3 '25 

3'5 

3'75 

4"o 

4"2S 

4"S 

4"7S 

5"o 

5  "5 

|.8. 

•5 

2"I2 

2-3 

2-47 

2*65 

2-82 

3"oi 

3"i8 

3"36 

3"53 

3"89 

I 

I'S 

1-62 

i'7S 

1-87 

2*0 

2-12 

2"25 

^'11 

2"5 

2"7S 

2 

I -06 

I -15 

1-23 

1-32 

1-41 

i"So 

I  "59 

1-68 

1-77 

i"94 

J75"6s6 

4 

•75 

■81 

■87 

■93 

I'O 

I -06 

I'I2 

i-i8 

1-25 

I  "37 

|r 

8 

■S3 

"57 

•62 

•66 

"71 

"75 

•80 

■84 

■88 

"97 

16 

■37 

•40 

■44 

■47 

■5 

"S3 

"S6 

"59 

•62 

■69 

32 

■26 

•28 

■31 

"33 

"35 

"38 

•40 

•42 

"44 

"49 

7/22-62 

64 

•188 

■20 

*22 

■23 

"25 

■26 

•28 

•29 

"31 

"34 

y/32 

J?«"2S 

//64 

128 

•132 

•144 

■155 

•168 

•177 

•188 

'20 

'21 

"22 

•24 

256 

•094 

■lOI 

•109 

•117 

"125 

■133 

■141 

■148 

•156 

•172 

Now  for  an  example  or  two  how  to  use  this  table.  We  have 
a  lens  of  5-in.  focus,  and  want  to  cut  our  diaphragms  for  //8, 
fl  11-%  fj  16,  fl22,  and  fjyz.  Turning  to  the  table,  we  find  no 
5-in.  lens  included,  but  we  find  a  lo-in.  ;  therefore  we  have  the 
diameters  there  given.  Carrying  the  eye  down  the  column  under 
lo-in.,  we  find  oppositeTyS,  i"25,  then  "88,  "62,  -44,  "31,  so  that  we 
must  cut  our  apertures  to  1-25  -7-2  =  "625  in.,  -88  -7-  2  ==  "44  in., 
"62 -=-2  =  -31  in.,  and  so  on.  Where  the  focus  of  the  lens  is 
given  in  the  table  we  merely  take  the  apertures  there  given. 
To  some  it  may  be  difficult  to  accurately  measure  the  diameters 
of  apertures,  and  to  facilitate  this  we  include  a  diagram  (fig.  43) 
taken  from  the  "  American  Annual  of  Photography."  Each  cross 
line  varies  in  length  from  the  adjacent  one  by  itit  of  an  inch. 
To  use,  lay  the  stop  flat  on  this  scale,  and  select  a  cross  line 
which  is  of  the  same  length  as  the  greatest  diameter  of  the 
opening ;  read  this  off  by  means  of  the  figures,  which  will  be  the 
measurements  in  -j-Jiy  of  an  inch.  The  equivalent  focal  length 
of  lens,  divided  by  this  measurement  of  the  stop  opening,  will 
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give  the  fraction  expressing  relativerapidity 
of  lens— ^4,  or  whateva-  it  may  be.  Per- 
sonally I  have  had  a  piece  of  thin  brass  cut 
exactly  to  measurement,  and  thus  ruled  and 
continued  till  at  its  widest  part  it  measures 
four  inches.  By  inserting  this  in  a  stop, 
one  is  able  at  once  to  read  off  the  diameter, 
and,  dividing  the  focal  length  by  it,  to 
obtain  the  fjx  number.  The  following 
convenient  diagram  and  table  were  given 
some  years  back  in  the  "  British  Journal  of 
Photography  Almanack  ": — 

The  Royal  Photographic  Society's  older 
Standard  for  Diaphragms.  — The  annexed 
diagram  and  table  are  intended  to  facilitate 
the  calculation  of  the  proper  number  with 
which  to  mark  the  diaphragms  according 
to  the  Royal  Photographic  Society's  old  or 
Uniform-System,  which  will  be  found  de- 
scribed on  another  page.  This  number  it 
was  proposed  to  call  the  "  U.  S."  (or  uni- 
form system  number),  a  system  still  of 
use  to  the  amateur  as  a  means  of  esti- 
mating and  calculating.  The  numbered 
circles  in  the  diagram  represent  the  sizes 
of  stops.  The  photographer,  knowing 
the  equivalent  focus  of  his  lens,  looks 
along  the  line  opposite  the  number  which 
represents  the  circle  nearest  inside  to 
his  diaphragm,  and  when  he  gets  to 
the  column  headed  by  that  equivalent 
focus  the  number  there  found  is  the  U.S. 
number  to  be  marked  on  the  diaphragm. 
For  example,  a  lens  of  eight  inches  equi- 
valent focus  has  a  diaphragm  in  size 
about  No.  5  on  the  diaphragm.  Running 
the  eye  along  the  line  opposite  No.  5, 
we  find  in  the  column  under  "  focus 
eight  inches"  the  number  11,  which  is 
the  U.  S,  number  required. 
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No.  of 
Circle. 

[0 

3 

1 

in 

s 

3 

o 

00 

.3 

i 

.S 

0 

in 

3 

H 

I 

25 

39 

S6 

2 

II 

17 

25 

34 

44 

56  1  68 

3 

6i 

10 

14 

19 

25 

31  1  40 

56 

4 

4    6i 

9 

12 

l6 

20 

25 

36 

48 

5 

1   2f    4i 

6i 

H 

II 

14 

17 

25    34 

6 

1   2    3i 

4^ 

6i 

8 

lo    13 

18    25 

7 

1    I4     2i 

3* 

4l 

6 

8   10 

14    19 

8 

1    li     2 

2| 

31 

S 

6i   8 

II    15 

9 

I 

a 

2i 

3 

4 

5  '  6i 

9    i2i 

lO 

I 

I4 

2^ 

2J 

3^-   4* 

6     8i 

n 

1 

"i 

li 

2 

2i    3i 

5    6 

12 

5 

li 

I4 

2      2i 

31    41 

•3 

I 

li 

If     Ij 

2|     4 

14 

1    ! 

I 

li     li 

2^1    3 

"5 

1 

I      I* 

III    2^ 

i6 

I 

1*     2 

17 

Ij     If 

i8 

I*     I^ 

19 

I      14 

20 

1 

1 

It 

21 

1 

1 

I 

It  has  been  stated  above  that  the  ratio  aperture  of  diaphragms 
could  be  found  by  dividing  the  focal  length  by  the  diameter  of 
the  aperture.  This  is  practically  accurate,  but  not  scientifically 
so.  Where  the  diameter  of  either  or  both  of  the  lens  combina- 
tions is  less  than  the  fixed  stop,  the  diameter  of  the  combination 
is  the  actual  aperture ;  where  there  is  a  fixgd  stop  or  a  ring  of 
metal  in  the  interior  of  the  lens  mount,  the  diameter  of  this  is 
the  actual  maximum  aperture.  These  ratio  apertures  are  strictly 
accurate  when  the  lens  is  a  single  landscape  lens ;  but  with  all 
doublet  lenses  the  condensation  of  the  light  by  the  front  com- 
binations must  be  taken  into  account — especially  when  comparing, 
either  for  scientific  or  lens-testing  purposes,  the  actual  ratio 
apertures;  practically  we  are  testing  the  effective  or  working 
apertures  of  the  lens.  This  is  by  no  means  a  difficult  operation, 
and  one  of  two  plans  may  be  adopted.      The  first  is  to  rack  the 
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lens  out  to  its  equivalent  focus,  and  to  replace  the  ground-glass 
or  focussing-screen  by  a  piece  of  cardboard  or  thin  metal  plate, 
in  the  centre  of  which,  and  central  with  the  axis  of  the  lens, 
is  punctured  a  minute  pinhole.  The  camera  should  now  be 
taken   into  a  dark-room,  and  a  lighted  candle  placed  close  to 


Fig.  44. 


the  pinhole  in  the  cardboard.  On  examining  the  front  lens, 
a  circle  of  light  will  be  faintly  visible,  or  may  be  rendered 
still  plainer  by  breathing  on  the  lens  or  dusting  it  with  a 
little  French  chalk  or  plain  powder.  A  pair  of  dividers  may 
be  used  for  taking  the  diameter,  and  this  may  be  at  once  read 
off  on  applying  the  same  to  a  foot  rule,  and  the  focal  length 
divided  by  this  will  give  at  once  the  true  aperture  of  the  stop. 
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The  second  plan  is  by  the  aid  of  a  simple  mathematical  cal- 
culation as  follows: — 

Let  D  =  the  true  aperture  value. 

d  =  actual  diameter  of  diaphragm  aperture. 
f  =  the  focus  of  front  combination. 
/  =  the  distance  between  the  plane  of  diaphragm  and 
the  centre  of  the  front  combination,  which  centre 
is  situate  midway  between  the  front  and  back 
surfaces  of  such  lens. 
Then 

(I.)   D  =  d-  ^j^ 

(II.)    d:=D    v-^ 

To  many  doubtless  this  is  unintelligible.  An  example  may  make 
it  plainer.  Let  us  suppose  we  have  a  Euryscope  lens  of  i  i-in.' 
focus,  the  focus  of  the  front  combination  is  21  in.,  the  distance 
between  the  centre  of  combination  and  plane  of  diaphragm  is 
i^  in. ;  we  want  to  calculate  the  value  of  a  diaphragm  1  in.  in 
diameter ;  then,  substituting  the  above  values  for  the  letters,  we 
find 

D  =  I   y.   ^^_^i   ""  '  '^   iqi  ^  1-0632  =  It's  in.  nearly. 

Therefore  our  stop  of  i-in.  actual  diameter  has  a  true  aperture 
value  of  1 1*5^  in. ;  not  much  difference,  it  is  true,  but  still  sufficient 
to  render  accurate  scientific  work  an  impossibility.  It  may 
happen  that,  by  this  calculation,  we  find  this  true  aperture  value 
greater  than  the  diameter  of  the  front  lens ;  if  this  is  the  case, 
the  diameter  of  the  lens  is  the  true  value.  Now  suppose  we 
have  a  lens  of  i6-in.  focus,  and  wish  to  cut  our  diaphragms  to 
have  a  value  of //8,  // 11-31,  //16,  etc.  We  know  that  778 
should  be  2  in.  if  we  disregard  the  condensing  power  of  thfe 
front  lens;  the  focus  of  front  lens  being  30,  and  the  distance 
from  the  centre  of  this  lens  to  diaphragm  plane  i  in.,  we 
get  then 

d  z=  2  y.  -^ — •—  =  2  X   -2.  =  1^4,  actual  diameter  of//8. 
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Then  for// 11-31  we  shall  get 

<^  =  (16  -^  11-31)  X  5^  =  1-41   X  |2  =  1-363  =  li  in. 

It  is  true  these  measurements  show  but  Httle  difference  to  the 
actual  diameter  of  stop,  but  in  portrait  lenses  the  difference  is 
greater,  and  even  in  small  diameter  lenses  the  difference  is 
sufSciently  large  to  be  taken  into  account  when  testing  lenses. 
In  practice  it  will  be  necessary  to  calculate  out  the  true  diameter 
of  diaphragms  for  the  first  two  only,  the  smaller  diameters  being 
obtained  by  dividing  by  2,  4,  etc.  Another  method  of  making  the 
necessary  allowance  of  the  condensation  of  the  light  by  the  front 
lens  is  to  cut  the  stops  in  fractions  of  a  focus  less  than  the  true 
focus  of  the  lens,  and  this  may  be  found  in  the  following 
manner : — 

Let  I^  =  the  equivalent  focus. 

/  =  the  focus  of  front  combination. 
/  =  the  distance  between  centre  of  front  lens  and  plane 

of  diaphragm. 
A  =  the  assumed  focus. 
Then 

Or  to  take  the  example  given  above,  viz.,  a  lens  of  i6-.in.  focus 
front  lens  focus  30  in.,  the  distance  from  lens  to  diaphragm  plane 
being  i  in.,  we  get 

A  c    •      30—1  £  21 

A    =     1(3      ■)!. =     16      V      —     =     14-13. 

30  30  '^ 

We  therefore  cut  our  apertures  for  a  i4-i3-in.  focus  instead  of  i6-in. 
focus.  There  is  one  point  in  connection  with  diaphragms  which  it 
is  essential  to  note,  and  that  is,  the  ratio  aperture  is  calculated  from 
the  equivalent  focus,  but  that  in  photographing  near  objects,  such 
as  portraits  or  line  subjects,  we  have  to  rack  out  the  camera 
considerably,  and  that  therefore  the  ratio  aperture  of  any  given 
diaphragms  decreases  in  proportion  to  the  racking  out.  An 
example  will'  make  this  plainer,  perhaps — for  reproducing  a 
diagram  full  size  with  an  8J-in.  focus  lens.  The  distance 
between  the  lens  and  focussing  screen  must  be  17  in  We  have 
found  that   a   diaphragm   marked  flxb  will   give  the  requisite 
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sharpness,  but  this  aperture  is  calculated  from  the  equivalent 
focus.  Therefore,  as  the  diameter  of  the  aperture  of  the  dia- 
phragm remains  constant,  it  is  obvious  that  it  cannot  now  be 
fli6  ;  we. must  therefore  calculate  out  afresh  the  ratio  aperture: — 
The  stop  is  marked //i6  and  is  ^^  of  the  focal  length  =  8J  in. 

.•.  Diameter  =  8JH-  l6  =  .J^. 
The  focus  when  copying  diagram  is  17  in. 

.'.  17  -J-  3^Ti  =  32,  the  new  ratio  aperture  of  stop. 

The  Virtual  Focal  Aperture  System.  Recent  optical  research 
has  shown  that  the  above-mentioned  modes  of  estimation  and 
calculation,  although  sufficient  for  most  practical  purposes,  are 
subject  to  many  slight  sources  of  error.  The  chief  of  these 
errors  is  referred  to  above,  and  is  due  to  the  concentration  of  the 
light  upon  the  diaphragm  aperture  by  the  front  lens  of  a  doublet, 
whereby  the  virtual  or  effective  aperture  of  the  diaphragm 
becomes  greater  than  the  measured  or  absolute  aperture.  To 
make  this  clear  we  may  quote  a  few  lines  from  an  editorial 
which  recently  appeared  in  The  Amateur  Photographer  : — 

"  Our  readers  must  excuse  us  if  we  go  back  to  the  very  ground- 
work of  illumination,  as'  measured  by  a  focal  fraction,  in  order  to 
well  introduce  one  important  question — distinction  between 
effective  aperture  and  absolute  aperture,  a  matter  of  very  great 
importance  in  connection  with  modern  lenses  of  the  stigmatic  or 
anastigmatic  type. 

"  Let  us  imagine  a  fixed  focus  camera  with  a  circular  aperture 
or  window  instead  of  a  lens,  and  for  our  present  purpose  we  will 
call  the  distance  from  the  window  to  the  screen  the  "focal 
length  " :  let  this  distance  be  10  inches,  and  the  window  or 
circular  aperture  be  I  inch  in  diameter.  The  window  will  then 
correspond  to  a  diaphragm  oi  fj  10.  If  now  we  support  a  con- 
densing lens,  that  is  to  say,  a  convex  or  magnifying  lens,  at  a 
suitable  distance  in  front  of  the  circular  aperture  or  window,  we 
may  so  concentrate  the  light  on  the  window  or  diaphragm  that 
the  illumination  of  the  screen  will  be  increased,  as  more  light 
will  pass  through  our  i-inch  window.  If,  on  the  other  hand,  a 
distributing  lens,  that  is  to  say  a  concave  lens,  is  suitably  adjusted 
in  front  of  our  i-inch  window,  the  amount  of  light  passing 
through  the  window  will  be  diminished.  Thus  the  window 
without  a  lens  in  front  will  have  an  effective  aperture  identical 
with  the  actual  aperture,  while  in  the  second  case  (convex  lens 
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in  front)  the  effective  aperture  will  be  greater  than  the  actual 
aperture,  and  in  the  third  case  (concave  lens  in  front)  the 
effective  aperture  will  be  less  than  the  actual  aperture. 

In  the  case  of  the  old  Chevalier  doublet,  with  a  negative 
front,  a  form  with  which  we  have  worked,  the  negative  front 
lens  will  so  diffuse  the  light  falling  on  the  diaphragm  that  the 
effective  aperture  is  less  than  the  actual  aperture,  but  in  the  case 
of -an  ordinary  doublet  the  reverse  holds  good,  the  light  falling  on 
the  diaphragm  being  concentrated  by  the  front  lens,  so  that  the 
effective  aperture  of  the  diaphragm  is  greater  than  would  be 
indicated  by  the  absolute  or  measured  diameter.  Hence  it  is 
that  in  the  case  of  all  ordinary  doublets  the  speed  of  the  lens 
is  understated  if  the  measured  aperture  of  the  diaphragm  is 
taken  as  the  basis  of  calculation.  That  the  effective  aperture 
should  be  rightly  the  basis  of  calculation  there  can  be  no  doubt, 
and  we  believe  now  that  every  maker  of  lenses  gives  the 
intensity  on  the  basis  of  effective  aperture.'' 

In  1891  the  Royal  Photographic  Society  issued  a  new  mani- 
festo on  the  subject  of  lens  diaphragms  ;  the  manifesto  not  only 
defining  effective  aperture,  but  also  putting  forward  the  focal 
aperture  system  in  its  simplest  form.  From  this  manifesto  we 
quote  the^  following. 

(i)  That  intensity  ratio  be  defined  as  dependent  upon  the 
effective  aperture  of  a  lens  (and  not  upon  the  diameter  of  the 
diaphragm)  in  relation  to  the  focal  length  of  a  lens. 

(2)  That  effective  aperture  be  determined  in  the  following 
manner : — The  lens  shall  be  focussed  for  parallel  rays.  An 
opaque  screen  shall  be  placed  in  the  principal  focal  plane,  the 
plate  being  provided,  in  its  centre  (in  the  axis  of  the  lens)  with  a. 
pinhole.  An  illuminant  shall  be  placed  immediately  behind  the 
pinhole,  and  the  diameter  of  the  beam  of  light  emerging  from 
the  front  surface  of  the  lens  shall  be  a  measure  of  the  effective 
aperture. 

Note. — It  will  be  found,  except  when  the  diaphragm  be  placed 
in  front  of  the  lens,  that  the  diameter  of  the  diaphragm  itself  is 
seldom  that  of  the  effective  aperture. 

(3)  That  every  diaphragm  be  marked  with  its  true  intensity 
ratio,  as  above  defined,  in  the  following  order  of  sequence :  — 
//I    //I.4..   //2   7/2.8..  //4    //5.6..  //8  //1 1.3..  //16   //22.6.. 

//32   //45-2..    7/64,  etc, 
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each  diaphragm  requiring  double  the  exposure  required  by  the 
preceding  diaphragm. 

Should  the  greatest  effective  aperture  of  a  lens  not  conform 
exactly  to  an  intensity  set  forth  above,  such  aperture  should  be 
marked  in  accordance  with  the  definition  of  true  effective  aper- 
ture, but  all  succeeding  smaller  apertures  should  be  marked  in 
uniformity  with  the  intensities  recommended  in  the  above 
sequence. 

Those  who  are  specially  interested  in  the  most  extreme  refine- 
ments in  the  matter  of  lens  aperture  should  study  three  recent 
articles  by  Mr.  Welborne  Piper,  in  which  he  treats  of  the  Abb6 
Theory  of  Lenses  (The  Amateur  Photographer,  2nd  vol. 
for  1901,  pp.  292,  312,  and  333).  Still,  if  we  put  the  highest  and 
most  recondite  refinements  aside,  and  look  at  matters  from  a 
practical  standpoint,  the  method  of  determining  the  effective 
aperture  mentioned  above  as  being  put  forward  on  the  authority 
of  the  Royal  Photographic  Society,  is  satisfactory.  The  diameter 
of  the  beam  as  it  emerges  from  the  front  lens  may  be  measured 
with  the  ordinary  dividers  if  the  front  surface  of  the  lens  is 
puffed  over  with  starch  powder,  and  a  photographic  method  is  to 
support  a  piece  of  bromide  paper  against  the  front  face  of  the 
lens,  and  make  an  exposure. 

Diazotype  or  Primuline  Process.  This  is  a  process  patented 
in  1891  by  Messrs.  Green,  Cross,  and  Bevan,  and  is  based  upon 
the  property  which  certain  diazotised  dyes  possess  of  being  so 
altered  by  light  that  they  will  not  form  colouring  matters  with 
certain  anilines  and  phenols.  As  various  colours  can  be  obtained, 
and  the  process  is  applicable  to  paper  material  or  gelatine  on 
glass,  it  affords  a  ready  means  of  obtaining  decorative  subjects, 
although  the  colours  are  not  very  brilliant,  nor  is  the  ground  pure 
white.     The  solution  of  primuline  is  prepared  as  follows  : — 

Primuline       ...         ...         ...         ...         ...       10  parts. 

Distilled  water         ...         ...1,000    ,, 

The  water  should  be  heated  to  near  boiling-point,  and  kept  at  this 
temperature  by  means  of  a  spirit  lamp  or  Bunsen  burner,  and  the 
primuline  added,  with  constant  stirring  till  dissolved.  In  this 
hot  solution  the  linen,  silk,  plush,  or  velvet — the  two  former  being 
deprived  of  their  dressing  by  washing— should  be  immersed,  and 
care  taken  that  the  dye  is  evenly  distributed  through  the  material 

218 


Diazotype  or  Frimuline  Process 

by  pressing   with   glass    rods,    etc.,    and   stirring   about.      Tlie 
material,  after  about  five  minutes'  immersion,  should  be  allowed 
to  drain,  rinsed  once  in  cold  water,  and  dried.     In  this  stage  it  is 
not  sensitive  to  light,  and  the  dipping  and  drying  may  be  eifected 
in  daylight.     It  will  also  keep  well  in  this  condition.     The  drying 
should  be  rather  rapid,  and  therefore  blotting  off  between  blotting 
paper,  or  a  free  current  of  air,  should  be  resorted  to.     The  sen- 
sitising solution  is  composed  of 

Sodium  nitrite  ...         ...         ...         ...        4  parts. 

Oxalic  acid    ...         ...         ...         ...         ...         6    ,, 

Distilled  water         ...         ...         ...         ...1,000    „ 

In  this  the  material  should  be  immersed  and  well  saturated,  then 
drained,  rinsed,  and  superflous  moisture  removed  by  pressing  be- 
tween thick  blotting  paper.  The  material  need  not  be  absolutely 
dry,  and  should  be  exposed  at  once,  as  it  will  not  keep.  The 
sensitising  and  drying  must  be  done  in  a  dark  room  or  by  weak 
gaslight.  As  this  process  is  what  is  called  a  negative  printing 
process — that  is,  it  yields  a  negative  from  a  negative — we  require 
a  positive  to  obtain  a  positive.  The  material  is  then  exposed 
under  a  positive  for  labout  thirty  seconds  in  sunlight,  to  ten 
minutes  or  more  in  diffused  light.  The  process  of  printing  can 
be  gauged  to  some  extent  by  examining  the  material  in  the 
ordinary  way,  the  action  of  light  bleaching  the  material,  which 
assumes  a  dingy  colour.  It  is  advisable  till  practice  is  secured 
to  use  small  test  pieces  of  material,  exposing  them  side  by  side 
with  the  printing  frame  till  they  no  longer  give  colour'  with  the 
developer.     The  developers  are  as  follows : — 

For  Red  Tones. 

^-napthol       6  parts. 

Sodium  hydrate        ...         ...         ...         ...         8     ,, 

Distilled  water  ...         ...         ...         ...1,000     ,, 

For  Yellow  Tones. 

Carbolic  acid  (crystal)        10  parts. 

Distilled  water         1,000    „ 

For  Orange  Tones. 

Resorcin        ...         ...         ...         6  parts. 

Sodium  hydrate        ...         ...         9     „ 

Distilled  water         1,000    ,, 
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For  Purple  Tones. 

a-Napthylamine       12  parts. 

Oxalic  acid    ...         ...  i"2    „ 

Distilled  water         ...1,000    „ 

For  Blue  Tones. 

Eikonogen     12  parts. 

Distilled  water         1,000    „ 

For  Brown  Tones. 

Pyrogallol      ...         ..         12  parts. 

Distilled  water         1,000    „ 

As  soon  as  the  colour  is  sufficiently  developed,  the  material 
should  be  well  washed  in  water,  and  dried.  Napthylamine  has 
an  intense  and  characteristic  smell  which  may  be  removed  from 
hands  and  dishes  by  using  the  nitrite  sensitising  solution.  For 
purple  pictures  the  material  should  be  rinsed  in  dilute  solution 
of  tartaric  acid  and  dried  without  further  washing.  For  obtaining 
prints  on  paper  it  is  advisable  to  size  the  paper  well  first  with  a 
2  per  cent,  solution  of  gelatine  with  a  little  chrome  alum,  and 
allow  this  to  thoroughly  dry,  and  then  sensitise  by  floating  on  the 
hot  nitrite  solution,  care  being  taken  that  none  gets  on  the  back. 
The  after-treatment  is  the  same  as  for  materials.  Transparencies 
and  opals  can  be  made  by  coating  glass  with 

Primuline   ■ ... 80  parts. 

Gelatine         ...         ...         ...         ...         ...     480     „ 

Chrome  alum  ...         ...         ...         ...         2     ,, 

Distilled  water         ...         9,600    ,, 

allowing  to  set  and  dry,  and  then  sensitising  by  immersion  in  the 
nitrite  solution.  Prints  produced  by  this  process  are  permanent, 
unless  exposed  to  brilliant  sunshine.  Designs  in  different  colours 
can  be  made  by  thickening  the  developers  with  boiled  starch  and 
applying  with  a  brush.  Wool  and  silk  require  longer  exposures 
than  cotton  or  linen.     (See  Feertype.) 

Diffraction  or  Inflection.  An  optical  term  used  to  denote 
the  bending  of  the  rays  of  light  when  such  rays  pass  by  the 
edges  of  an  opaque  body. 

Diffused  Light,  Generally,  in  opposition  to  direct  light.  It 
is  the  only  light  which  should  be   used  for  Portraiture  (g.v.). 

220 


Diogen  Developer  Distortion 

Diffused  light  in  the  camera  is  generally  taken  to  mean  any 
actinic  light  other  than  that  passing  directly  on  the  plate  from 
the  lens. 

Diogeu  Developer,    See  Development  and  Developers. 

Dish.  One  of  the  most  necessary  articles  of  an  amateur's 
outfit.  Dishes  are  made  of  various  materials :  glass,  earthen- 
ware, vulcanite,  metal,  and  wood  being  the  most  useful.  Dishes 
should  be  kept  scrupulously  clean  by  occasionally  scrubbing 
with  a  stiff  brush  and  some  strong  acid.  One  dish  should,  where 
practicable,  be  kept  specially  for  each  operation,  and  used  for 
that  only.  The  tourist  can  often  extemporise  a  dish  by  folding 
up  the  margins  of  a  sheet  of  writing  paper,  and  fastening  by 
means  of  four  pins. 

Dispersion.  An  optical  term  used  to  denote  the  separation 
of  a  ray  of  heterogeneous  light  by  refraction  into  its  component 
rays  of  different  refrangibility.  Different  transparent  media 
have  different  dispersing  powers,  or  different  powers  of  widening 
the  angle  between  the  red  and  violet  rays,  and  it  is  owing  to  this 
difference  of  dispersive  power  in  different  kinds  of  glass  that 
chromatic  aberration  can  be  eliminated. 

Dissolving  Views.    See  Magic-Lantern. 

Distance.  The  objects  in  a  landscape  farthest  from  the  eye, 
forming  a  background  to  the  scene  ;  and,'  in  an  artistic  sense, 
the  representation  of  objects  so  as  to  give  an  idea  of  remoteness. 
(See  Aerial  Perspective.) 

Distilled  Water.  HjO=l8.  Pure  water  obtained  by  vapori- 
sation in  a  still  or  retort,  and  subsequent  condensation  of  the 
vapour.  It  should  be  used  in  many  operations  of  photography, 
especially  in  the  manufacture  of  emulsions  and  ferrous  oxalate 
development. 

Distortion.  Images  inay  suffer  from  no  less  than  three 
kinds  of  distortion,  (a)  distortion  of  perspective,  {6}  distortion  of 
parallel  lines,  and  (c)  distortion  of  marginal  lines  or  the  aberration 
of  thickness  of  the  lens. 

(a)  Distortion  of  i>eKspective.  This  is  frequently  noticeable  in 
ordinary  work,  particularly  in  architectual  studies  where  lenses  of 
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short  focus,  compared  to  the  size  of  the  plate,  have  been  used.  In 
such  a  case  near  objects  look  exaggeratfed  in  dimension  compared 
to  others  more  distant,  when  the  prints  are  examined  at  the 
distance  of  normal  vision ;  whereas  if  the  pictures  are  viewed 
from  a  distance  equal  to  the  focus  of  the  lens  this  is  not  seen ; 
hence  the  distortion  is  rather  relative  to  the  point  of  sight  than 
absolute. 

(b')  Distortion  of  parallel  lines.  Whilst  this  is  strictly 
speaking  a  distortion  of  perspective,  it  is  better  to  consider  it  as  a 
separate  subject,  because  it  is   solely  due  to   a  misuse  of  the 


Fig.  45- 

camera.  When  a  lofty  object  has  to  be  taken  and  the  camera  is 
tilted  upwards,  unless  the  swing  back  be  used,  what  should  be 
vertical  parallel  lines  in  the  print  will  appear  to  converge  as  in 
fig.  45.  It  is  quite  obvious  that  if  the  photograph  of  a  building 
which  is  distorted,  as  shown  by  fig.  45,  is  rephotographed,  the  dis- 
torted original  may  be  so  tilted  (the  top  being  nearer  to  the  camera 
than  the  bottom)  as  to  make  the  sides  parallel  in  the  reproduc- 
tion ;  a  method  of  correction  which  is  often  resorted  to.  Writing 
in  The  Amateur  Photographer  for  November  28th,  1901,  Mr. 
W.  Piper  points  out  that  such  a  method  over-corrects  the  heights, 
and  he  gives  the  following  rules  for  such  accurate  correction  as 
may  be  necessary  when  architectural  measurements  are  to  be 
taken  from  the  photograph.  Mr.  Piper  says  : — "To  correct  con- 
vergency  and  vertical  distortion  together,  both  negative  and  copy 
must  be  inclined  to  certain  definite  angles,  which  can  be  found 
from  formulae  that  I  shall  presently  give.  Three  factors  must  be 
known  to  determine  the  angles,  and  these  are — 

(i)  "  The  tilt  of  the  camera  when  taking  the  original  negative ; . 
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the  tilt  being  represented  by  the  inclination  of  the  baseboard  from 
the  horizbntal,  or  of  the  plate  from  the  vertical.  This  angle  is 
measured  in  degrees,  and  can  be  distinguished  as  the  angle  A. 

(2)  "  The  focal  distance  from  lens  to  plate  when  taking  the 
original,  which  distance  can  be  represented  by  v. 

(3)  "  The  focal  distance  from  lens  to  negative  when  copying, 
which  distance  can  be  represented  by  V. 

"  When  working  with  near  inclined  surfaces  the  question  of 
focus  is  an  important  one,  and  while  a  small  stop  will  do  a  great 
deal,  we  cannot  expect  it  to  produce  perfect  focus  if  negative  and 
copy  are  inclined  in  the  same  direction.  This  is,  however,  an 
essential  condition  of  correction  if  the  distance  V  is  less  than  the 
distance  v,  hence  V  should  always  be  greater  than  v  ;  the  nega- 
tive and  copy  are  then  inclined  in  opposite  directions,  which  is  a 
condition  conducive  to  good  focus. 

"  If  the  negative  and  copy  are  inclined  to  angles  proportional 
to  their  respective  focal  distances  from  the  lens,  perfect  focus  is 
secured  without  stopping  down,  provided  we  have  a  good  flat 
field  lens.  But  to  do  this,  and  at  the  same  time  secure  perfect 
correction,  we  must  use  a  lens  the  focal  length  of  which  is 
greater  than  v,  which  fact  prevents  the  use  of  the  original  lens. 
Also,  we  must  enlarge  to  a  certain  precise  scale.  The  use  of  the 
stop  will  free  us  from  these  inconvenient  restrictions,  but  it  is 
obviously  desirable  to  depend  upon  it  as  little  as  possible,  and 
for  this  reason  it  is  always  advisable  to  enlarge  the  image 
slightly  in  the  copying  process.  By  enlarging  the  image  the 
angles  are  reduced,  and  more  nearly  approach  to  the  correct 
proportions  for  perfect  focus;  but  by  reducing  the  image  the 
angles  are  enlarged  and  diverge  farther  from  the  proper  relative 
proportions.  If  we  increase  the  focal  length  of  the  lens  used  for 
correction,  the  angles  are  increased  for  any  given  scale  of  copy- 
ing, but  the  increase  is  compensated  for,  as  they  also  approach 
more  nearly  to  the  proper  relative  proportions  for  good  focus. 
The  most  favourable  conditions  are  secured  by  enlarging  slightly 
with  a  lens  of  slightly  increased  focal  length,  or  by  enlarging  on 
a  rather  bigger  scale  with  the  original  lens. 

"  The  following  formulae  are  sufficiently  true  for  all  practical 
purposes,  but  the  exact  formulae  require  the  use  of  trigono- 
metrical ratios  instead  of  the  simple  measurement  of  the  angles 
in  degrees. 
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"Let  N  denote  the  angle  of  inclination  of  the  negative,  and 
C  that  of  the  corrected  copy.  The  other  signs  are  those  already 
described. 

"Correction  is  secured  so  long  as 

i\v 
and 


N  =  A 


zVw 


"It  is  obvious  from  these  formulse  that  C  is  always  greater 
than  either  A  or  N,  and  that  C  +  N=A  — " 

(c)  Distortion  of  marginal  lines  or  aberration  of  the  thickness  of 
lenses.  If  a  square  ruled  on  paper  be  examined  with  an  ordinary 
reading  glass  it  will  be  found  that  the  lines  instead  of  being 
straight  will  be  curved.  When  a  laindscape  or  single  lens  is  used 
with  a  stop  in  front  of  it,  lines  falling  near  the  margins  will  be 
curved  outwards,  as  with  the  stop  in  this  position  the  lower  part 
of  the  lens  forms  the  image  of  the  upper  part  of  the  object ; 
with  the  stop  behind  the  lens,  the  reverse  is  the  case,  and  the 
distortion  is  pincushion  shape.  From  this  it  is  obvious  that  by 
placing  a  lens  on  either  side  of  a  diaphragm  we  get  the  two 
distortions  curing  one  another,  and  hence  the  rectilinear  or  doublet 
lenses. 

Other  photographic  distortions.  See  Anamorphoscope,  Ana- 
morphosis and  Shutters  (p.  573.) 

Divergent  Bays  in  optics  are  those  which  continually  recede 
farther  and  farther  from  one  another,  being  the  opposite  to  con- 
vergent.   (See  Lens.) 

Dodging  Negatives.  There  are  few  negatives  which  will  not 
be  improved  by  some  after  treatment.  Under  the  heads  of 
Intensification  and  Reduction  will  be  found  instructions  for  these 
processes  which  have  for  their  general  purpose  the  increase  of,  or 
reduction  of,  density  respectively,  but  in  many  cases  it  is  found 
that  one  portion  of  a  negative  is  so  dense  in  proportion  to  the 
rest  that  it  will  not  print :  to  improve  such  a  negative  we  may  use 
the  method  of  Harmonising  Harsh  Negatives  {q.v^,  or  we  may 
locally  reduce  it  or  intensify  it.     To  locally  intensify  a  negative 
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it  should  be  thoroughly  well  washed  free  from  hypo,  or,  if  dried, 
soaked  in  water  for  an  hour,  then  intensified  by  the  use  of  the 
uranium  intensifier  (see  Intensification),  then  rinsed  ouce 
or  twice,  and  an  alkaline  solution  such  as  i  :  20  solution  of 
carbonate  of  soda  may  be  applied  with  a  camel's  hair  brush  to  the 
dense  parts  of  the  negative ;  and  this  has  the  effect  of  dissolving 
the  uranium  intensification  and  leaving  the  dense  parts,  therefore, 
in  their  original  condition,  so  that  the  result  will  be  a  negative 
intensified  in  the  shadows  but  not  touched  in  the  high  lights.  If 
necessary  the  negative  may  now  be  dried,  and  the  high  lights  still 
further  reduced  by  the  local  application  of  Farmer's  ferridcyanide 
and  hypo  reducer.  Vidal  has  suggested  for  local  intensification 
or  as  we  call  it  dodging,  painting  over  the  dense  parts  of  a 
negative  with  asphalt  dissolved  in  benzine,  allowing  this  to  dry, 
and  then  dipping  the  plate  into  a  solution  of  some  aniline  dye, 
like  aurantia,  chrysoidine  extra,  Bordeaux  red,  etc.,  the  strength  of 
the  solution  and  the  stay  of  the  negative  in  the  same,  being  of 
course  adapted  to  the  degree  of  intensification  required  ;  the 
gelatine  absorbs  the  colouring  matter,  and  thus  the  thirf  parts  are 
locally  intensified.  If  afraid  to  treat  the  film  in  any  way  for  fear 
of  losing  it,  one  may  paste  the  back  of  the  negative  with  starch 
paste,  and  lay  it  down  on  a  flat  sheet  of  tissue  paper  with  slight 
pressure,  allow  to  dry  and  trim  the  paper  down.  We  have  now 
a  surface  on  which  we  may  work  with  a  crayon  and  stump,  with 
retouching  pencils  or  water  colour.  Another  method  is  to  coat 
the  back  of  the  negative  with  matt  varnish  which  has  been 
stained  deep  red  by  the  addition  of  some  aniline  dye,  or  yellow 
by  dissolving  gamboge  in  it.  When  the  varnish  is  quite  dry, 
we  may  scrape  it  off  with  a  sharp  penknife  over  those  parts 
we  wish  to  print  through  more  and  thus  get  better  results. 
Local  reduction  may  of  course  be  carried  out  by  exactly  revers- 
ing the  directions  for  some  of  the  above  -processes,  but  enough 
has  been  said  to  point  out  the  method  of  procedure  to  any 
intelligent  operator. 

Doublet.  This  term  is  applied  to  lenses  which  have  a  glass 
or  combination  at  each  end  of  the  lens  tube.  Various  names 
have  been  given  to  these,  or  to  slight  modifications.     (See  Lens  ) 

Drachm  or  Dram.    See  Weights  and  Measures. 
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Dragon's  Blood.  A  red  resinous  substance  which  exudes 
from  several  plants,  and  is  used  as  a  resist  in  photographic 
etching  processes. 

Draining  Racks.    See  Racks. 

Drop  as  Measure.    See  Weighing  and  Measuring. 

Drop  Shutter.    See  Shutter. 

Dry  Collodion  methods.    See  Collodion  Processes. 

Dry  Plates.  Glass  of  particular  size  coated  with  a  film  of 
gelatine  in  which  a  sensitive  salt  of  silver  is  emulsified.  These 
are  to  be  bought,  commercially,  so  perfect  in  preparation  that  but 
few  amateurs  will  be  tempted  to  coat  their  own,  but  the  formulae 
given  under  Emulsion  will  be  found  all  that  can  be  desired,  and 
the  manufacture  of  emulsion  is  an  education  which  all  operators 
if  time  and  circumstances  permit,  should  undertake.  It  is  advis- 
able for  all  workers  to  examine  the  plates  that  they  intend  to  use, 
especially  when  starting  on  a  tour,  to  determine  one  or  two 
points.  Plates  should  be  examined  as  to  whether  they  are  cut 
to  size  correctly  or  not,  whether  they  are  evenly  coated,  this 
being  done  by  holding  the  plate  or  one  or  two  plates  in  turn, 
before  the  dark-room  light,  and  seeing  whether  one  part  lets 
through  more  light  than  another.  Freedom  from  fog  is  another 
essential,  and  the  best  way  to  test  this  is  to  take  out  a  plate  from 
a  freshly  opened  packet  in  a  very  dim  red  light,  and  place  in  a 
dish,  and  develop  with  freshly  mixed  ferrous  oxalate  or  pyro-soda 
developers  of  normal  strength  for  the  normal  time,  and  then  see 
whether  it  be  free  from -fog  or  not.  With  regard  to  the  sensitive- 
ness of  the  emulsion  this  is  usually  determined  and  marked  by 
the  maker.  (Very  full  particulars  as  to  the  making  of  the 
modern  dry  plate  are  to  be  found  under  the  heading  Emulsion.) 

Drying  Box.  A  light-tight  box  used  for  drying  plates,  etc., 
coated  with  a  sensitive  film.  There  are  many  different  kinds, 
but  the  following  will  answer  well : — Make  a  box  of  half-inch 
deal,  2  ft.  long  by  i  ft.  wide  and  i  ft.  deep,  with  a  door  opening 
at  one  side,  with  a  deep  fillet  to  prevent  the  ingress  of  light ;  at 
the  bottom  pierce  about  twelve  holes,  and  have  a  second  bottom 
made,  but  with  openings  at  the  side.  In  the  centre  of  the  top 
have  a  two-inch  gas  or  zinc  pipe  fixed  with  an  elbow  joint,  and 
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in  the  bend  of  the  joint  insert  a  small  gas  burner,  so  as  to  cause 
a  draught  of  air  when  lit.  Anhydrous  chloride  of  calcium  may 
also  be  placed  upon  the  bottom  of  the  box.  The  interior  may  be 
fitted  with  stout  wire,  or  glass  shelves,  about  three  inches 
apart.     (See  sketch  and  description  under  heading  Emulsion.) 

Drying  Marks.  These  are  generally  irregular  wavy  marks 
seen  near  the  margins  of  dry  plates  or  sometimes  as  fairly  regular 
patches  which  are  of  different  density  to  other  portions  of  the 
negative,  and  are  caused  by  unequal  drying  of  the  coated  plates, 
those  portions  remaining  moist  longest  being  more  sensitive  and 
therefore  appearing  as  over-exposed.  Drying  marks  are  also 
caused  in  an  otherwise  perfect  negative  if  the  same  be  allowed 
to  dry  unequally  or  at  different  temperatures.  For  instance,  if  a 
number  of  plates  are  placed  in  a  drying-rack  close  together  and 
left  for  some  time  the  centres  will  not  dry  so  quickly  as  the 
edges,  and  unequal  density  may  be  caused ;  or  if  part  of  the 
negative  be  allowed  to  dry  spontaneously  and  the  other  part  be 
dried  by  the  heat  of  the  fire,  or  by  the  aid  of  spirit. 

Dusting-on  Process.    See  Powder  Process. 

Dyeing,  Photographic  Prints  hy.  There  are  several  methods 
of  making  photographic  prints  on  textiles  by  true  mordant  dyeing. 
For  example,  calico  or  linen  may  be  sensitised  by  moistening 
with  a  I  to  lo  solution  of  ammonium  bichromate.  When  dry, 
expose  under  a  negative  and  wash.  The  image  now  consists  of 
mixed  oxides  of  chromium,  and  if  the  textile  is  boiled  for  ten 
minutes  or  so  with  5  grs.  of  alizarine  in  a  quart  of  water,  the  dye 
will  deposit  on  the  oxide  of  chromium.  The  impression  should 
be  cleared  by  boiling  in  soap  and  water.  (See  The  Amateur 
Photographer,  Dec.  26th,  1901  ;  Trenchant's  book  mentioned 
in  our  article,  Silk,  Printing  on  ;  also,  see  Diazotype.) 

Eau  de  Javelle  is  used  for  eliminating  the  last  traces  of  hypo 
from  the  film,  and  also  for  reducing  over-dense  negatives,  its 
action  being  due  to  hypochlorous  acid.  It  is  a  solution  containing 
an  alkaline  hypochlorite,  and  can  be  made  as  follows  : — 

Chloride  of  lime  .. .         ...         ...         ...  2  ozs. 

Carbonate  of  potash        ...         ...         ...  4     ,, 

Water        40     „ 
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Agitate  the  chloride  of  lime  with  30  ozs.  of  water,  dissolve  the 
potash  ifi  the  remainder,  mix,  and  filter. 

Ebonite.  A  modification  of  indiarubber  made  by  heating  it 
with  sulphur  under  pressure.  It  is  used  for  making  dishes, 
instantaneous  shutters,  etc.,  and,  though  brittle  and  affected  by 
heat,  answers  well,  from  its  great  lightness  and  hardness. 

Eburneum  Process.    See  Ivorytype. 

Effective  Aperture.  The  effective  or  working  aperture  of  the 
lens  is  that  portion  which  actually  comes  into  use  with  the  various 


-a- 


7 


Fig.  46- 

diaphragms,  and  the  size  of  the  working  aperture  is  dependent 
not  only  on  the  size  of  the  diaphragm,  but  also  on  the  distance  of 
the  object ;  but  for  comparison  of  lenses,  and  in  the  ordinary 
course  of  testing  a  lens,  parallel  rays  only  are  considered  in 
estimating  the  effective  aperture.  According  to  Dr.  Stolze,  "  with 
any  but  parallel  rays  of  light,  such  as  those  proceeding  from  near 
objects  under  otherwise  equal  conditions :  (i)  with  single  lenses, 


P      A      I* 


Fig.  47. 


with  diaphragm  in  front,  the  effective  aperture  increases  as  the 
distance  of  a  luminous  point  decreases ;  (2)  with  doublets,  with 
diaphragm  between  the  lenses,  the  effective  aperture  increases 
as  the  distance  of  a  luminous  point  increases."  The  diagrams 
given  show  very  clearly  how  the  working  aperture  of  single 
and  doublet  lenses  is  respectively  equal  to  and  greater  than  the 
diameter  of  the  diaphragm  aperture.     In  both  figures  f  is  the 
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focus  of  parallel  rays,  r  ;  p  the  lens  ;  and  the  diameter,  cd,  in 
fig.  46  is  equal  to  ab,  the  diaphragm  aperture,  but  in  fig.  i^^  cd 
is  greater  than  a  b.  Directions  for  finding  the  correct  working 
aperture  are  given  under  Diaphragm. 

Efflorescence.  The  giving  up  of  water  of  crystallisation  to 
the  air,  whereby  a  salt  falls  to  powder.  The  behaviour  of 
crystals  of  washing  soda  (crystallised  sodium  carbonate)  in  the 
air,  is  an  example. 

EffluTiogfraphy.  A  name  applied  by  Tomassi  (in  1886)  to 
the  production  of  images  on  a  sensitive  plate  by  radiations  from 
the  silent  electric  discharge.  It  was  almost  an  anticipation  of 
what  is  now  understood  by  Radiography  (?■.».).  The  term 
Effluviography  is  sometimes  applied  to  what  is  commonly 
termed  Vapography  (see  Vapography). 

Eikonogen,  introduced  by  Dr.  Andresen  of  Berlin  in  1889,  is 
the  sodium  salt  of  amido-|3-naphthol-/3-sulphonic  acid,  and  has 
the  formula  CioHisSOaNaOHNHj.  It  was  first  discovered  by 
Professor  Meldola  in  1881. 

Developer  No.  i. 

For  Portraits  and  Landscapes. 

Solution  A. 

Sodium  sulphite       4  parts. 

Distilled  water         60    „ 

To  this  solution  add 

Eikonogen    ...         ...         i  part, 

which  has  been  previously  finely  powdered  by  means  of  a  mortar, 
and  dissolve  by  shaking.  Should  a  mortar  be  wanting,  the 
solution  can  also  be  prepared  by  placing  the  salts  into  boiling 
water,  and  shaking  till  dissolved. 

Solution  B. 

Washing  soda  3  parts. 

Distilled  water         20     „ 

immediately  before  developing  mix  the  developer  as  follows : — 

Solution  A     3  parts. 

Solution  B    I  part. 
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No.  2. 
For  instantaneous  work  (about  ^sec.  exposure). 
For  this  purpose  formula  No.  I  is  to  be  used,  with  the  exception 
that  the  crystallised  carbonate  of  soda  is  replaced  by  the  same 
quantity  of  carbonate  of  potash. 

No.  3. 
For  very   short  instantaneous   exposure,   or  for  increasing  the 
power  of  Nos.  i  and  2  for  under-exposed  plates. 

Sodium  sulphite       

Carbonate  of  potassium 

Eikonogen .   ... 

Boiling  distilled  water        

The  following  is  the  formula  for  the  fixing 
mended : — 

Hyposulphite  of  soda  

Bisulphite  of  soda 

Distilled  water         

Or 

Hyposulphite  of  soda         .i. 

Sulphite  of  soda  (crystals) 

Distilled  water         

Sulphuric  acid  (sp.  gr.  1-845) 

For  bromide  paper  it  is  advised  to  soak  the  paper  after  exposure 
in  40  parts  of  water,  and  when  limp  add  10  parts  of  No.  3 
solution  ;  if  the  image  hangs  fire  add  more  of  the  solution.  For 
over-exposure  reduce  the  quantity  of  Solution  3.  Bromide  of 
potassium  should  not  be  used.  After  developing  wash  well,  and 
place  in  an  alum  bath  for  several  minutes,  whereupon  it  is  again 
fixed  and  washed.  The  author  has  used  the  following  with  good 
results : — 

No.  I. 

Eikonogen ...     40  grs. 

Sodium  sulphite  (crystals)...         40  „ 

Distilled  water         ...         ...         ...         ...     10  ozs. 

No.  2. 

Soda  carbonate        ...         ...     400  grs. 

Caustic  potash         ...     50   „ 

Distilled  water         10  ozs. 
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5  parts. 

2     ,, 

I  part. 

30  parts. 

baths    recom- 

4  parts. 

I  part. 

20  parts. 

20  parts. 

5     .. 

100     „ 

I  part. 

to  make 

170  grs. 
I  oz. 

., 

40  minims, 

Eikonogen 

For  use  piix  equal  parts  ;  for  instantaneous  work  add  5  grs.  or 
•3  grm.  hypo  to  No.  2.  Eikonogen  is  not  easy  to  preserve 
in  solution,  or  to  get  in  solution,  its  solubility  being  low,  only 
about  seven  grains  per  ounce  of  water ;  and,  further,  its  avidity 
for  oxygen  is  so  great  that  it  readily  oxidises  and  turns  brown, 
even  in  solution  with  a  sulphite.  The  best  preservative  is  acid 
sulphite  of  sodium  or  an  acidulated  solution  of  soda.  A  good 
formula  for  stock  solution  is  Voight's,  as  follows : — 

Acid  Sulphite. 

Sodium  sulphite  (crystals) ... 
Distilled  water 
Hydrochloric  acid    ... 

Dissolve  in  the  above  order. 

Stock  Solution 
Eikonogen    ... 
Sodium  sulphite  (crystals) . . 
Distilled  water 
Acid  sulphite  as  above 

Dissolve   in   the   above    order, 
is: — 

Eikonogen    ... 

Bi-sulphite  of  soda  ... 

Distilled  water 

For  accelerators  we  may  use  either  caustic  alkalies  or  the  car- 
bonates ;  and  having  this  choice  gives  us  far  more  control  over 
our  negatives  than  would  otherwise  be  the  case.  For  ordinary 
work  it  is  not  advisable  to  use  the  caustic  alkalies,  and  carbonate 
of  soda  may  be  used  where  soft  results  are  desired,  whilst  potash 
gives  us  a  little  more  contrast  and  density.  One  of  the  most 
important  points  when  using  eikonogen  as  a  developer  is  the 
temperature  of  the  solutions.  At  32°  F.  its  developing  power  is- 
practically  none,  and  its  power  increases  with  the  rise  of  tem- 
perature :  the  temperature  of  the  developer  should  be  about  65°  F. 
to  obtain  the  best  results.  Briefly  formulating  a  method  of 
development  with  eikonogen,  we  arrive  at  the  following  conclu- 
sions : — Under-exposure  and  instantaneous  shots  :  Use  either 
of  the   caustic  alkalies ;    or  with   extreme    under-exposure   or 
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to  make 

125  gr. 
625  „ 
25  ozs. 

I  oz. 

Another    convenient    for: 

to  make 

125     grs. 
i  oz. 
25  ozs. 

Eikonogen 

very  sharp  snap-shots  use  a  one-solution  developer  compounded 
on  Warnerke's  formula,  which  is  as  follows : — 

Eikonogen l  oz. 

Caustic  potash         i  „ 

Sodium  sulphite  (crystals) ...  2  ozs. 

Distilled  water  (boiling)     lo  „ 

We  have  deprecated  the  use  of  one-solution  developers,  but  as 
the  addition  of  caustic  alkali  enables  us  to  obtain  a  much  greater 
concentration  of  solution,  it  is  useful  for  instantaneous  work. 
(For  a  useful  device  for  keeping  a  one-solution  developer,  see 
the  preservative  bottle  described  under  Atmosphere.)  The 
above  solution  should  be  diluted  with  from  three  to  ten  parts 
of  water  as  required,  more  water  giving  softer  results.  Where 
only  slight  under-exposure  exists  the  use  of  a  mixed  accelerator 
of  caustic  and  carbonate  will  be  found  useful,  and  the  caustic 
may  be  increased  as  desired  or  found  necessary.  Normal  ex- 
posure :  For  portraiture,  carbonate  of  soda  should  be  used,  as  in 
all  cases  where  softer  effects  are  desired ;  for  outdoor  or  land- 
scape work,  carbonate  of  potash  should  be  used,  and  with  a 
small  addition  of  bromide  of  potash.  Over-exposure  :  in  cases 
where  over-exposure  is  known  to  exist,  practically  the  same 
method  of  development  may  be  adopted  as  with  pyro — viz., 
increase  of  bromide  and  reduction  of  accelerator,  which  should 
be  carbonate  of  potash.  We  have  given  some  formulae  for 
stock  solutions  of  eikonogen  ;  we  now  come  to  stock  accelerators. 

Carbonate  of  Soda  Accelerator. 

Carbonate  of  soda 300  grs. 

Distilled  water,  to    ...         ...         10  ozs. 

Carbonate  of  Potash  Accelerator. 

Carbonate  of  potash  150  grs. 

Distilled  water,  to 10  ozs. 

One  part  of  these  may  be  mixed  with  an  equal  quantity  of 
eikonogen  stock  solution  and  applied  to  the  plate.  The 
caustic  alkalies  should  only  be  used  in  cases  where  such  are 
indicated  as  above,  and  stock  solutions  may  be  prepared 
either  in  10  per  cent,  or  20  per  cent,  as  desired,  and  they 
should  be  added,  drop  by  drop,  so  as  to  avoid  frilling  and 
fogging   of   the    film.      A    good    all-round   accelerator,    which 
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gives  excellent  results,  and  which  can  be  modified  with  extreme 
ease,  is  the  following  : — 

Carbonate  of  soJa 400  grs. 

Caustic  potash         50   ,, 

Distilled  water,  to    ...         20  ozs. 

One  part  of  this  may  be  mixed  with  an  equal  quantity  of  stock 
eikonogen.  If  development  hangs  fire  at  all,  or  the  plate 
shows  signs  of  under-exposure,  add  gradually,  or  drop  by  drop, 
watching  the  action  after  each  addition — 

Caustic  potash        120  grs. 

Distilled  water,  to    ...         ...         i  oz. 

Of  the  application  of  eikonogen  to  lantern  and  bromide  work  we 
cannot  speak  at  present,  but  in  our  opinion  it  is  far  superior  to 
ferrous  oxalate  or  hydroquinone  for  this  purpose.  It  is  advisable 
when  using  eikonogen  to  employ  the  acid  fixing  bath,  as  obviating 
all  stains,  and  hardening  the  film  and  preventing  frills  and 
blisters,  which  are  liable  to  occur  when  forcing  plates  with  caustic 
alkalies.  The  superiority  of  eikonogen  over,  pyro  and  hydro- 
quinone is  manifest,  particularly  in  developing  snap-shot  and 
portrait  work,  as,  no  matter  how  dense  the  high  lights  and  how 
weak  the  shadows,  the  resulting  prints  are  far  softer  and  more 
harmonious  than  would  be  the  case  with  the  other  two  reducing 
agents.  It  gives  an  image  of  a  bluish  black  or  grey  colour,  free 
from  any  brown  tinge,  as  is  the  case  with  P3T0,  and  development 
has,  therefore,  to  be  carried  rather  farther  than  old  pyro  workers 
are  accustomed  to. 

Eikronometer.    See  Time,  Development  by. 

Electric  Gas.     A  term  popularly  applied  to  Acetylene  {q.v.). 

Electric  Light.  The  arc  light  is  one  of  the  best  artificial 
lights  for  Portraiture  or  enlarging,  and  the  incandescent  light 
suitably  protected  with  a  red  or  orange  covering,  is  specially 
convenient  for  the  dark-room. 

Electric  Radiations.  See  Effluviography  and  Radio- 
graphy. 

Electric  Telephotoscopy  or  Teleelectroscopy.  A  term  ap- 
plied to  seeing  or  photographing  at  a  distance,  the  connection 
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being  by  means  of  one  or  several  conducting  wires.  Most 
methods  are  based  on  the  fact  that  selenium  becomes  more  con- 
ductive under  the  action  of  light.  Those  wishing  to  study  this 
problem  should  obtain  Liesegang's  "  Beitrage  zum  Problem  des 
Electrischen  Fernsehen,"  published  by  the  author  at  Dusseldorf, 
i8gi.  For  a  long  list  of  references  to  original  papers  relating  to 
kindred  subjects,  see  The  Amateur  Photographer,  July  19th, 
1901,  p.  45. 

Electrograph,  An  apparatus  by  which  a  photograph  may  be 
telegraphed.  It  is  based  on  the  principle  of  Bakewell's  Copying 
Telegraph.  (See  The  Amateur  Photographer,  July-jth,  1901 ; 
also,  see  Electric  Telephotoscopy.) 

Electrotint.  A  term  which  has  been  applied  to  various 
methods  in  which  half-tone  printing  blocks  or  plates  are  pro- 
duced by  eleetrotyping. 

Electrotyping.  The  formation  of  metal  casts  from  a  solution 
of  the  metal  by  electrolytic  action,  and  largely  employed  in  con- 
nection with  the  production  of  photomechanical  printing  plates. 
Useful  information  cannot  be  given  in  a  few  sentences,  and  the 
student  should  obtain  Alexander  Watts'  "  Electro-Metallurgy," 
4^.,  Electrician  Office,  Salisbury  Court,  Fleet  Street. 

Element.  In  chemistry  a  substance  regarded  as  simple  or 
non-decomposable.  In  optics  often  applied  to  one  glass  or  lens 
of  a  complex  system  ;  occasionally  to  an  achromatised  group  in 
a  system.     (For  list  see  Equivalence,  Chemical.) 

Elemi.  A  concrete  resinous  exudation  from  Canarium  com- 
mune, a  plant  of  Malay.  It  is  sometimes  used  in  the  preparation 
of  Varnish  (q.v.~). 

Eliminators,  Hypo-.  Any  salt  or  solution  of  salt  used  to  get 
rid  of  the  last  traces  of  hypo  from  the  films  or  prints.  Many 
so-called  eliminators  have  been  recommended,  as  peroxide  of 
hydrogen,  eau  de  javelle,  alum,  iodine,  acetate  of  lead,  hypo- 
chlorite of  zinc ;  but  opinions  seem  to  be  about  equally  divided 
as  to  the  benefit  of  their  action.  A  recent  introduction  is  the 
persulphate  of  potassium  sold  as  anthion. 
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Enndsion.  Photographically,  a  mechanical  mixture  of  any 
sensitive  salt  of  silver  in  extremely  minute  division,  held  in 
suspension  in  any  viscous  vehicle,  such  as  gelatine  or  collodion, 
which,  when  spread  upon  any  transparent  medium,  shall  present  a 
generally  homogeneous  appearance  when  viewed  by  transmitted 
light.  The  material  upon  which  the  emulsion  may  be  spread 
may  be  either  glass,  paper,  or  any  special  substance  desired. 
The  emulsion  may  be  either  for  the  production  of  negatives, 
transparencies,  positives,  or  lantern  slides,  for  development  or 
printing  out.  In  this  article  that  intended  for  negative  work  alone 
will  be  treated  -of.  To  summarise  all  the  methods  which  have 
been  suggested  for  emulsion  making  would  be  almost  impossible, 
at  least,  within  reasonable  limits.  Practically,  however,  we  may 
consider  that  there  are  three  methods  in  general  practice,  viz. — 

(a)  The  ammonio-nitrate  process. 

(b)  The  acid-boiling  process. 

(c)  The  cold  process. 

The  ammonio-nitrate  process,  which  may  be  briefly  described  as 
the  conversion  of  the  nitrate  of  silver  into  the  double  salt  by 
means  of  ammonia,  and  the  addition  of  this  to  a  bromised 
gelatine  solution,  and  digestion  of  the  emulsion  at  a  moderate 
temperature  for  a  given  period,  is  simple  and  easy  to  carry  out, 
and  the  one  specially  suitable  for  amateur  emulsion  makers. 
The  acid-boiling  process  requires  more  apparatus  than  the  previous 
one,  and  though  clean  working  plates  are  obtained,  the  sensitive- 
ness is  not  quite  so  great  as  with  ammonia.  The  cold  process 
is  simple  and  easy,  requires  no  heating,  but  it  is  far  more  difficult 
to  obtain  regular  results. 

(a)  The  Ammonio-Niirate  Process.  Eder  was  the  first  to 
suggest  this  process,  and  the  following  is  his  latest  formula. 
Two  solutions  are  required. 

A. 

Potassium  bromide 24    parts. 

Solution  of  potassium  iodide  (10  per  cent.)     3  to  8     „ 

Hard  gelatine  (Winterthur)  20         „ 

Distilled  water         250        ,, 

Allow  the  gelatine  to  soak  for  from  30  to  '60  minutes  in  the  water 
in  a  closed  vessel,  then  place  the  vessel  in  a  water  bath  and 
allow  the  gelatine  to  dissolve,  and  add  the  haloid  salts.     Now 
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place  the  thermometer  in  the  gelatine  solution,  and  make  the 
same  register  40°  C.  (=  104°  F.).  Should  the  emulsion  be  too 
cool,  raise  the  temperature  of  the  water  bath ;  if  too  hot,  place 
the  vessel  in  cold  water  for  a  little  time  till  the  emulsion  reaches 
the  desired  temperature. 

B. 

Silver  nitrate 30  parts. 

Distilled  water         250    „ 

When  dissolved,  add  cautiously  liq.  ammonia,  '880,  till  the  brown 
precipitate  first  formed  is  redissolved.  So  far  these  operations 
may  be  performed  in  daylight,  but  it  is  now  necessary  to  enter 
the  dark-room,  and  the  silver  solution  should  be  added  to  the 
bromised  gelatine  in  small  quantities  at  a  time,  vigorously  shaking 
between  each  addition.  The  total  time  of  mixing  must  not  be 
long,  as  otherwise  the  temperature  sinks  too  low.  Eder  states 
that  the  silver  solution  should  be  used  at  the  ordinary  temperature 
and  not  heated  ;  but  I  have  obtained  equally  good  results  by 
using  hot  water  for  dissolving  the  silver,  and  thus  using  the 
solution  warm.  As  soon  as  the  emulsion  is  mixed  it  should  be 
placed  in  the  water  bath,  the  temperature  of  which  should  be 
45°  C.  (=  113°  F.).  Eder  now  recommends  wrapping  the  vessel 
in  blankets,  flannels,  etc.,  to  retain  as  far  as  possible  an  even 
temperature.  By  using  a  very  faint  spirit  flame  or  gas  flame, 
however,  it  is  quite  possible  to  keep  the  temperature  the  whole 
time  at  45°,  or  just  above.  It  will  be  noted  in  the  above 
formula  that  the  quantity  of  iodide  solution  is  not  definite — viz., 
3  to  8  parts.  According  to  Eder,  increase  of  the  iodide  up  to 
8  parts  gives  rather  more  sensitive  emulsions  which  are  less 
liable  to  halation  in  landscape  work.  Many  operators  prefer  to 
use,  for  portraiture,  an  emulsion  which  contains  little  or  no  iodide, 
and,  therefore,  the  amateur  plate-maker  can  take  his  choice. 
The  duration  of  the  digestion  of  the  emulsion  in  the  water  bath 
has  the  most  important  influence  on  the  final  sensitiveness  of 
.  the  emulsion.  When  the  above  emulsion  is  digested  for  about 
15  minutes,  a  slow  landscape  emulsion  registering  about  15°  W. 
and  working  with  great  clearness  and  vigour  will  be  obtained ; 
with  30  minutes'  digestion  the  sensitiveness  will  be  about  17  to 
19°  W. ;  with  45  minutes'  digestion  about  22  to  24°  W.  During 
the  digestion  the  flask  must  be  shaken  two  or  three  times  so  as 
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to  prevent  any  undue  separation  of  the  sensitive  silver  salts. 
When  commencing  to  make  the  emulsion,  take  of  hard  gelatine 
15  to  20  parts.  Allow  this  to  swell  in  distilled  water,  and  as 
soon  as  the  emulsion  has  been  digested  pour  off  the  water  from 
the  gelatine,  allowing  it  to  drain  slightly,  and  carefully  let  it  melt 
in  the  water  bath,  which  it  should  readily  do,  as  in  the  course 
of  an  hour  or  so,  which  has  passed  in  the  above  operations,  it 
will  have  absorbed  enough  water  to  melt.  This  melted  gelatine 
should  then  be  added  to  the  emulsion  and  the  whole  well  shaken, 
then  the  froth  should  be  allowed  to  subside  a  little,  and  the 
emulsion  poured  out  into  a  flat  glass  or  porcelain  dish  to 
set.  The  emulsion  should  be  about  three-quarters  of  an  inch 
thick  in  the  dish,  and  should  be  placed  in  absolute  darkness  to 
set,  which  takes,  as  a  rule,  about  five  to  eight  hours,  according 
to  the  temperature.  In  the  height  of  summer  a  little  ice  placed 
in  the  same  box  as  the  emulsion  will  be  of  assistance ;  in  cold 
weather  this  is  not  necessary.  The  above  process  is  suitable 
for  plates  of  medium  sensitiveness,  and  it  is  just  as  well  to  state 
here  that  very  rapid  plates  are  extremely  difficult  to  make,  and 
fog  and  all  such  incidental  and  minor  troubles,  such  as  frilling, 
blisters,  spots,  etc.,  are  more  likely  to  make  their  appearance 
when  trying  to  make  rapid  plates.  The  simplest  formula  which 
the  writer  has  triad,  and  the  one  in  which  success  is  more  likely 
to  attend  a  novice's  eiforts,  is  the  following  of  Eder's,  which  gives 
a  very  good,  clean  working  plate  of  about  1 5°  W. : — 

A. 

Ammonium  bromide           ...         20  parts. 

Solution  of  potassium  iodide  (10  percent.)  3     „ 

Hard  gelatine           ...         ...         ...         ...  45     „ 

Distilled  water         300    ,, 

Allow  the  gelatine  to  soak  in  the  water  for  one  hour ;  dissolve 
by  the  aid  of  a  gentle  heat ;  add  the  salts. 

B. 

Silver  nitrate  30  parts. 

Distilled  water         300     ,, 

Dissolve  the  silver,  and  convert  into  the  ammonia-nitrate  by  the 
addition  of  ammonia  as  previously  directed.  Heat  solution  A 
to    35°   C.   (=  94°   F.),    and  add    solution    B ;    digest    for    30 
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minutes,  and  pour  out  to  set.  By  digesting  lo  minutes  only  a 
very  fine-grain  emulsion  is  obtained,  which  gives  good  lantern 
slides.  The  proportion  of  iodide  solution  may  be  increased  from 
3  to  8  parts  with  advantage  when  the  plates  are  intended  for 
landscape  work ;  but  in  this,  as  in  every  formula  where  the  iodide  is 
increased,  the  bromide  must  be  correspondingly  reduced,  which 
may  easily  be  done  by  referring  to  the  tables  given  at  the  end  of 
this  work.  Very  rapid  plates  are  not  easy  to  make,  but  in  order 
to  complete  this  note  we  may  briefly  indicate  how  to  prepare 
the  same.  The  formula  for  the  emulsion  may  be  precisely 
the  same  as  that  already  given  ;  but  the  iodide  should  be  the 
full  quantity  of  8  parts,  and  the  bromised  gelatine  be  heated  to 
6o°  F.  (=  140°  F.),  and  the  silver  solution  added  to  it,  and  after 
about  40  to  50  minutes'  digestion,  in  the  water  bath,  at  a  tem- 
perature of  40°  C.  (==  104''  F.),  a  sensitiveness  equal  to  about 
23°  W.  will  be  easily  obtained.  When  making  such  an  emulsion, 
it  is  advisable  to  cool  rapidly  and  wash  rather  quickly,  as  the 
digestion  at  such  high  temperatures  has  a  tendency  to  give  rise 
to  frilling  and  blisters.  Some  manufacturers  use  chrome  alum 
to  prevent  this  frilling,  and  it  is  possibly  due  to  this  that  some 
commercial  plates  require  so  long  \o  develop  and  fix — not 
always  a(  desirable  feature.  Chrome  alum  too  is  always  faintly 
acid,  and  tends,  therefore,  to  the  lowering  of 'the  sensitiveness ; 
this,  however,  may  be  avoided,  I  think,  by  neutralising  it  by  the 
cautious  addition  of  liq.  ammonia,  and,  so  far  as  I  have  been 
able  to  determine,  this  in  no  way  affects  the  hardening  action  of 
the  alum  on  the  gelatine.  On  the  other  hand,  if  the  chrome  alum 
solution  be  rendered  more  than  very  faintly  alkaline,  there  seems 
to  be  a  greater  tendency  to  fog.  Practically,  an  addition  of  20 
parts  of  a  2  per  cent,  solution  of  chrome  alum  to  every  1000  parts 
of  emulsion  will  not  be  amiss,  and  it  is  advisable,  if  it  is  desired 
that  the  plates  should  keep  long,  to  make  an  addition  of  15  to  20 
parts  of  a  I  per  cent,  solution  of  potassium  bromide  to  every  1000 
parts  of  emulsion  ;  these  additions  must  be  made  immediately 
before  coating. 

TAe  Acid-Boiling  Process.  The  disadvantage  of  not  being 
able  to  obtain  such  a  high  sensitiveness,  nor  such  great  regularity 
as  with  the  ammonia  process,  rather  places  this  hors  de  combat, 
one  well-known  writer  even  going  so  far  as  to  say  that  it  is 
impossible  to  obtain  good  plates  by  this  process.     Possibly  the 
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best  answer  to  that  is,  that  it  is  used  by  a  well-known  firm  of 
plate  makers  to  prepare  excellent  plates.  The  following  is  the 
process,  devised  by  Mr.  Wilson,  which  won  a  prize  offered  by 
Mr.  Paget  in  1880. 

To  make  a  pint  of  emulsion  select  a  20-ounce,  narrow-mouthed 
stoppered  bottle,  with  a  well-fitting  stopper  and  thin  bottom 
Make  it  perfectly  clean.     Make  a  stock  solution  of 

Hydrochloric  acid  (pure)     i  fl.  drm. 

Distilled  water         ...         ...         12J  ozs. 

Put  into  the  20-ounce  bottle 

20  minims  of  the  above  dilute  acid. 

3  fluid  ounces  distilled  water. 

210  grains  ammonium  bromide. 

80  grains  Nelson's  No.  i  photo,  gelatine. 

Leave  the  gelatine  to  swell  for,  say,  fifteen  minutes  or  longer. 
In  a  clean  glass  vessel  (beaker,  measure,  or  flask)  dissolve  330 
grs.  of  nitrate  of  silver  (re-crystallised)  in  3  ozs.  of  distilled  water. 
Pour  out  about  2  fluid  drms.  of  this  silver  solution  into  another 
small  vessel  (say  test  tube),  and  dilute  it  to  half  strength  with  an 
equal  quantity  of  distilled  water.  Take  the  20-ounce  bottle  and 
the  two  lots  of  silver  solution  into  the  dark-room.  Mr.  Wilson 
prefers  to  use  a  large  paraffin  lamp,  protected  by  one  thickness 
of  ruby  and  one  of  dark  orange  glass  to  two  thicknesses  of  dark 
orange  paper  without  any  ruby.  In  the  dark  room  have  a  gas- 
boiling  stove,  and  on  it  a  tin  pot  or  saucepan  deep  enough  to 
contain  the  bottle  when  the  lid  is  on.  It  should  have  a  tin, 
perforated,  false  bottom  to  prevent  the  bottle  resthig  immediately 
on  the  true  bottom  ;  or  a  piece  of  wire  gauze  will  answer.  Let 
the  pot  contain  some  3  or  4  ins.  in  depth  of  boiling  water.  Turn 
out  the  gas  of  the  stove,  if  alight,  and  plunge  the  bottle  into  the 
water  two  or  three  times,  so  as  to  avoid  cracking  it  by  too  sudden 
heating ;  then  leave  it  in  for  a  few  minutes  until  the  gelatine  is 
completely  dissolved.  Do  not  leave  it  in  longer  than  necessary 
for  complete  solution.  Take  it  out,  shake  up,  remove  the  stopper, 
and  set  bottle  down  on  the  table  near  your  lamp,  so  that  you  can 
see  what  you  are  doing.  Pour  in,  all  at  once,  the  4  drms.  of 
dilute  silver  solution.  Put  in  the  stopper,  and  shake  up  thoroughly, 
but  not  too  violently,  for  about  half  a  minute.     Now  pour  in  the 
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strong  silver  solution  in  quantities  of  about  half  an  ounce  at  a 
time,  shaking  as  before  after  each ,  addition,   and,  when  all  is 
added,  give  a  final,  thorough  shaking  for,  say,  a  couple  of  minutes. 
Now  put  the  bottle  into  the  pot  of  hot  water,  see  that  the  stopper 
is  not  jammed  in,  and  put  on  the  lid.     Light  the  gas,  and  boil  up 
as  quickly  as  possible.     If  the  water  was  previously  boiling,  and 
the  gas  only  turned  out  for  the  mixing  operations,  it  should  boil 
up  in  less  than  5  mins.  ;  then  keep  boiling  for  59  mins.     At  the 
end  of  this  time  turn  out  the  gas,  take  off  the  lid,  take  out  the 
bottle,  and  remove  the  stopper  at  once,  or  you  will  not  get  it  out 
afterwards.     The  bottle  must  now  be  cooled  down  as  quickly  as 
is  consistent  with  safety  to  the  glass.      In  very  cold  weather  it 
may  stand  on  the  table  for  10  mins.  or  so,  and  then  be  cooled 
with  water  ;  or,  in  any  weather,  place  it  in  a  pan  of  nearly  boiling 
water,  and  cool  gradually  by  allowing  cold  water  to  trickle  slowly 
in,  shaking  the  bottle  occasionally.    Whatever  method  is  adopted, 
it  should  be  down  to  90°  F.,  or  lower,  in  )5  or  20  mins.  at  the 
most.     It  cannot  easily  be  made  too  cold,  as  the  gelatine  has  lost 
its  power  of  setting.     In  a  glass  beaker  (about  12  or  14  ozs.  size) 
put  I  oz.  of  Nelson's  No.  I  Photographic  or  "  X  opaque  "  gelatine, 
and  pour  over  it  10  ozs.  of  clean  ordinary  water.     Leave  it  to 
soak  until  the  gelatine  has  absorbed  4  ozs.  of  water,  pour  off  the 
surplus  6  ozs.,  melt  the  swelled  gelatine  by  immersing  the  beaker 
in  hot  water,  and  pour  it  into  the  20-ounce  bottle  containing  the 
cooled  emulsion.     Shake  up  well,  and  pour  all  back  into  the 
beaker,  draining  out  the  bottle  thoroughly.     Leave  it  to  set  in  a 
cool  place  for  24  hrs.     It  has  next  to  be  washed.     The  addition 
of  the  gelatine  after  boiling  should  be  made  when  the  boiled 
emulsion  and  dissolved  gelatine  are  both  at  as  low  a  temperature 
as  possible,  and  between  the  time  of  this  addition  and  that  of 
washing  the  emulsion  it  should  be  kept  as  cold  as  possible.     For 
the  washing  clean  ordinary  water  at  a  temperature  cooled  down 
to  below  40  degs.  by  melting  ice  in  it,  should  be  used.      In 
a  glazed  earthenware  pan   or  other  suitable  vessel   put  about 
3  pints  of  cold  water,  and  add  3  ozs.   of  saturated  solution  of 
potassium  bichromate  (made  by  saturating  clean  ordinary  water 
with    the   bichromate).      Before   squeezing   the    set    emulsion 
through  the   canvas  it  should  be  cooled   down  so  as  to  be  as 
firm   as  possible.      The  water  into  which  it   is  squeezed  will 
then  remain  almost  clear,  or  but  slightly  milky.     If  the  emul- 
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sion  be  soft,  even  though  the  water  be  ice  cold,  the  water  will 
be  more  milky,  and  the  emulsion  take  up  too  much.  Tot> 
much  excess  of  acid  bromide,  too  high  a  temperature  at  the 
time  of  adding  the  gelatine,  or  keeping  at  too  high  a  temperature 
between  adding  and  washing,  will  produce  the  same  result. 
Having  cooled  the  beaker  of  set  emulsion  down  to  40°  F.,  run  a 
bone  spatula  or  paper-knife  round,  and  turn  out  the  emulsion,  or 
cut  it  out  in  lumps.  If  cold,  it  will  come  out  almost  quite  clean 
from  the  glass.  Place  it  on  a  piece  of  coarse  "  straining  cloth  " 
or  canvas,  and  squeeze  through  the  meshes  into  the  water,  the 
operation  being  performed  under  the  surface  of  the  water. 
Leave  it  so  for  an  hour.  Lay  the  straining  cloth  over  the  mouth 
of  another  pan  or  large  jar,  and  pour  the  mixture  of  emulsion 
threads  and  liquid  on  to  it  so  as  to  let  the  latter  run  through. 
Squeeze  the  emulsion  a  second  time  through  the  cloth  into  clean 
cold  water,  and  immediately  repeat  the  operation  for  a  third  time, 
leaving  the  emulsion  in  the  last  water  for  half  an  hour.  When 
strained  for  the  last  time,  place  cloth  and  all  in  a  large  beaker, 
and  put  the  latter  into  hot  water  until  the  emulsion  is  completely 
melted  and  warmed  to  about  115°  F. — i.e.,  not  warmer  than  is 
pleasant  to  the  hand.  With  a  clean  hand  take  out  the  cloth  and 
squeeze  it ;  very  little  will  be  lost.  The  emulsion  should  now 
measure  about  16  or  17  ozs.  Add  2  ozs.  of  alcohol,  and  mix 
thoroughly.  The  alcohol  may  be  either  pure  ethylic  alcohol, 
sp.  gr.  about  •830,  or  good  colourless  methylated  spirit  not 
containing  petroleum.  (See  Alcohol,  Methylated.)  If  the 
emulsion  now  measures  less  than  20  ozs.,  make  it  up  to  that  by 
adding  clean  water.  The  emulsion  is  now  ready  for  use.  It 
should  be  filtered  into  the  coating-cup  through  washed  muslin  to 
free  from  bubbles,  and  plates  coated  in  the  usual  way,  dried  and 
used  as  usual  for  rapid  gelatine  plates,  using  about  an  ounce  of 
emulsion  for  a  dozen  quarter-plates. 

Cold  Emulsification.—Thxs  process  is  not  very  reliable,  be 
cause  the  degree  of  sensitiveness  depends  solely,  or  to  a  great 
extent,  upon  the  temperature  of  the  air.  Henderson's  original 
process  is  as  follows  : — Allow  2  to  3  parts  of  gelatine  to  swell  in 
75  parts  of  distilled  water,  and  then  dissolve  at  a  temperature  oi 
50°  C.  (=112°  F.),  and  ad*  3  parts  of  pure  carbonate  of  am- 
monia, then  add  22  parts  of  bromide  of  ammonium  and  3  parts 
of  10  per  cent,  solution  of  iodide  of  potassium.     Finally  add  200 
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parts  of  alcohol  (92  per  cent.)  and  9  parts  of  solution  of  ammonia 
(•sp.  gr.  =  0-91).  Dissolve  30  parts  of  nitrate  of  silver  in  150 
parts  of  water,  and  now,  in  the  dark-room,  add  the  silver 
solution  in  small  portions  and  vyith  frequent  shaking  to  the 
alcoholic  bromide  solution.  The  mixture  should  now  be'  shaken 
frequently  for  two  hours,  the  flask  being  closed  by  means  of  a 
cork,  and  the  whole  allowed  to  stand  ten  hours,  or  if  made  in 
the  evening,  till  the  next  morning.  Forty  parts  of  Winterthur 
gelatine  must  now  be  covered  with  distilled  water,  allowed  to 
soak  for  half  an  hour,  and  then,  after  pouring  off  the  surplus 
water,  it  should  be  melted  and  added  to  the  emulsion,  which 
should  be  heated  to  35°  C.  (=  95°  F.).  The  whole  must  now  be 
well  shaken  and  poured  out  into  a  flat  dish  to  set  (and  this 
should  take  place  in  an  hour  or  two),  and  then  broken  up  and 
washed.  In  the  winter  it  will  be  difficult  by  this  process  to 
obtain  a  sensitiveness  greater  than  about  15°  W.  after  the 
emulsion  has  stood  ten  hours.  In  the  summer,  however,  as 
high  as  22°  W.  may  be  obtained,  but  there  is  a  danger,  if  the 
emulsion  is  allowed  to  stand  more  than  eight  hours,  of  fog 
setting  in,  or  of  obtaining  thin  emulsions  of  no  value  in  practical 
work.  Henderson's  original  method  was  to  pour  the  liquid 
emulsion  into  three  or  four  times  its  quantity  of  alcohol,  and 
stir  with  a  glass  rod  ;  when  the  emulsion  adhered  to  the  rod,  it 
was  removed,  cut  up,  and  well  washed.  Henderson  has  since 
suggested  another  process  of  making  emulsion,  which  is  some- 
what similar  to  one  proposed  by  Obernetter  in  1882. 

There  are  several  methods  of  washing  emulsions  but  to  the 
amateur  emulsion-maker  the  simplest  is  to  place  the  set  emulsion 
in  the  piece  of  canvas  netting  previously  mentioned,  to  gather  up 
the  ends,  and  then  twist  the  same  and  force  the  emulsion  through 
the  meshes,  thus  breaking  it  up  into  little  nodules,  or  shreds, 
which,  Ipresenting  a  greater  surface  to  the  washing  water,  allow  of 
a  quicker  extraction  of  the  inert  salts.  The  squeezing  of  the 
emulsion  should  always  be  done  in  distilled  water,  care  being 
taken  to  wash  both  the  hands  and  canvas  well  first,  and  rinsing 
the  same  in  distilled  water.  In  breaking  up  the  emulsion  in  this 
way  there  is  always  some  lost  by  adherence  to  the  canvas,  but 
not  much  ;  and  where  experimental  ^batches  of,  say,  4  or  5  ounces 
only  are  made,  the  simplest  plan  is  to  cut  the  emulsion  up,  with 
a   silver  fruit-knife,  into  little  dice,   and  then  place  these  in  a 
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beaker  of  distilled  water,  stirring  frequently  during  the  course  of 
an  hour.  If,  however,  it  is  inconvenient  to  give  so  much  time  to 
it,  the  simpler  way  is  to  collect  all  the  dice  on  a  piece  of  well- 
washed  cahco,  gather  up  the  loose  ends  and  tie  them  together,  and 
suspend  the  little  bag  thus  made  by  the  aid  of  a  piece  of  string 
in  to  a  glass  rod;  place  this  across  the  mouth  of  a  decent- 
sized  beaker  or  jar,  fill  the  jar  sufficiently  full  with  distilled 
water  to  cover  the  bag,  and  leave  it  for  an  hour  or  two.  The 
water  filling  the  bag  extracts  the  useless  nitrates  and  excess  of 
bromides,  and  being  heavier  than  the  pure  water  sinks  to  the 
bottom  of  the  vessel,  so  that  there  is  always  a  current  of  water 
less  heavily  charged,  and  the  washing  is  mechanically  performed. 
After  about  two  hours  of  this  soaking,  the  water  should  be 
changed,  the  bag  being  allowed  to  drain  well  before  the  vessel  is 
refilled.  Washing  may  thus  be  eifected  very  thoroughly  in  from 
six  to  eight  hours,  or  comfortably  in  a  day.  Twenty-four  hours 
is  not  actually  too  much — in  fact,  very  strongly  recommended  by 
Eder  and  other  authorities.  If  a  good  supply  of  water  is  to  be 
had,  the  washing  may  be  performed  by  fixing  the  vessel  under  a 
tap,  and  allowing  the  same  to  run  on  it  all  night,  but  personally 
I  think  it  is  better  to  use  distilled  water  even  for  washing  the 
emulsion.  There  is  one  method  of  washing  the  emulsion  which 
is,  I  believe,  rarely  used  by  commercial  makers,  and  that  is  by  the 
aid  of  alcohol,  as  was  noted  in  speaking  of  Henderson's  emulsion 
process.  As  soon  as  the  cooking  is  finished,  the  still  warm  and 
liquid  emulsion  is  poured  into  three  or  four  times  its  quantity  of 
alcohol,  and  well  stirred  round.  The  extraction  of  the  unneces- 
sary salts  is  not  so  complete  and  is  more  costly  than  when  washing 
is  effected  with  water,  but  it  is  of  advantage  in  saving  time  and 
there  is  less  chance  of  frilling  in  the  subsequent  operations  ot 
developing,  etc.  After  washing  by  this  method,  it  is  essential  to 
allow  the  emulsion  to  soak  in  water  for  an  hour,  in  order  that  it 
may  absorb  the  necessary  amount  of  water.  When  the  emulsion 
has  been  sufficiently  washed,  it  should  be  collected  on  a  piece  of 
clean  and  well-washed  linen,  allowed  to  drain,  and  gently  squeezed 
so  as  to  press  out  the  superfluous  water,  then  collected  and 
melted  by  placing  it  in  a  beaker  or  other  convenient  vessel, 
which  should  be  placed  in  a  water  bath.  Care  should  be  taken 
not  to  heat  the  emulsion  too  much,  or  else  it  will  become  fogged 
and  useless,  and  the  more  rapid  the  emulsion  the  less  heat  it  will 
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bear  in  this  second  melting.  However  careful  has  been  one's 
method  of  preparation  and  washing,  one  is  never  certain  that  the 
emulsion  is  free  from  mechanical  impurities,  such  as  little  bits  of 
fibre,  hair,  etc.,  and  it  is  therefore  advisable  to  filter  the  emulsion 
before  use.  For  this  purpose,  flannel,  felt,  or  wash-leather  may 
be  used,  and  whilst  the  flannel  is  the  quickest  to  allow  the 
emulsion  to  pass,  leather  is  the  most  effectual.  Personally,  I 
always  use  a  felt  filtering  bag,  such  as  may  be  obtained  from  any 
chemist  to  order,  about  2s.  for  a  pint  size,  which  will  be  too  large 
for  most  amateur  workers,  as  the  bag  absorbs  too  much  emulsion, 
but  the  bag  may  easily  be  cut  down  to  half  its  size.  If  wash- 
leather  be  used,  it  is  necessary  to  wash  it  well  in  weak  soda 
solution  first,  about  i  in  20,  to  free  it  from  the  natural  grease, 
and  then  wash  thoroughly  to  free  from  the  soda.  When  the 
emulsion  is  perfectly  fluid,  it  should  be  poured  into  the  bag, 
presuming  the  felt  bag  be  used,  or  into  the  wash-leather  or 
flannel  stretched  on  a  filter.  When  the  felt  bag  is  used,  it  is  only 
necessary  to  suspend  it  by  its  ring  from  a  retort  stand,  or  any 
convenient  makeshift,  and  thus  less  emulsion  is  lost,  and  it  does 
not  get  cold  quite  so  quickly.  Gentle  pressure  on  the  top  of  the 
bag  soon  forces  the  emulsion  through.  With  wash-leather  it  is 
almost  necessary  to  have  some  pumping  arrangement,  and  this 
may  be  either  the  ordinary  indiarubber  balls  as  used  for  spray 
diffusers,  or  the  more  powerful  brass  force  pump  used  for  filling 
pneumatic  cycle  tyres  or  footballs.  When  leather  or  flannel  is 
used,  the  most  convenient  filtering  apparatus  I  have  found  to  be 
a  small  glass  percolator,  a  utensil  known  to  every  chemist,  and 
this  fitted  with  a  cork  to  the  upper  part  or  body  allows  one  to 
affix  the  forcing  arrangement.  •  It  is  advisable  before  using  the 
emulsion  for  coating,  to  add  some  bfomide,  and  a  little  chrome 
alum  to  the  emulsion,  the  latter  especially  when  the  process 
adopted  has  been  the  ammonia  boiling  process,  as  this  addition 
prevents  fog  and  frilling.  A  I  per  cent,  solution  of  bromide  of 
ammonium,  and  a  2  per  cent,  solution  of  chrome  alum  should  be 
made,  and  i  oz.  of  each  should  be  added  to  every  pint  of  emul- 
sion. The  addition  of  chrome  alum  lowers  the  sensitiveness 
sUghtly  ;  at  least,  so  it  is  said,  and  certainly  I  think  it  does,  but 
there  are  no  ill  effects  if  the  chrome  alum  be  rendered  neutral  by 
the  cautious  drop  by  drop  addition  of  solution  of  ammonia.  The 
addition  of  the  chrome-alum  solution  should   be   made   to  the 
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emulsion  very  gradually,  with  shaking  between  each  addition, 
and  this  addition  may  be  made  either  before  or  after  filtration, 
preferably  after.  Many  workers  add  a  little  alcohol  to  the  emul- 
sion, to  make  it  flow  over  the  plates  ;  and  it  is,  I  think,  to  be 
recommended  when  coating  is  to  be  done  by  hand.  One  part  of 
pure  rectified  spirit  of  wine  to  every  twenty  parts  of  emulsion  is 
the  right  proportion.  The  necessary  utensils  for  coating  plates 
may  be  either  very  simple,  or  more  or  less  elaborate,  according 
to  the  operator's  ideas.  The  one  absolute  essential  is  a  levelling 
stand,  and  if  we  are  going  to  coat  any  quantity  of  plates,  a  good- 
sized  sheet  of  plate  glass  and  a  level.  All  these  may  be  bought 
from  any  photographic  dealer,  or,  the  glass  alone  obtained  from 
any  glass  warehouse.  Sheets  of  glass  of  the  necessary  size,  we 
need  not  say,  are  also  essential.  The  glass  on  which  the  emul- 
sion is  to  be  spread  should  be  well  cleaned,  and  for  this  purpose 
tripoli  made  into  a  paste  with  methylated  spirit  may  be  used,  or 
prepared  chalk  made  into  a  thin  cream  with  water.  After  rub- 
bing the  glass  well  with  either,  it  should  be  rinsed  in  tepid  water, 
then  well  rinsed  again  in  hotter  water,  and  given  a  final  rinse  in 
hot  water,  when  it  may  be  placed  in  a  rack  to  drain,  and,  if 
thought  necessary,  polished  with  a  soft  wash-leather,  which  has 
been  freed  from  grease  by  washing  in  soda.  When  the  glass  is 
cleaned,  each  piece  should  he  taken  up  by  means  of  a  pneumatic 
holder,  which  may  be  obtained  from  any  photographic  warehouse, 
and  examined  for  flaws  and  large  bubbles  ;  all  defective  pieces 
being  rejected.  The  glass  should  be  piled  together  and  heated 
by  being  placed  in  an  oven  or  before  the  fire  for  a  little  time.  It 
must  not,  however,  be  made  too  hot,  only  just  pleasantly  warm, 
'  so  as  not  to  chill  the  emulsion  when  it  is  poured  on.  A  measure 
may  also  be  used  by  the  amateur  in  his  first  trials  to  measure 
out  the  quantity  of  emulsion,  but  with  a  little  practice  one  is  soon 
accustomed  to  pouring  out  about  the  right  quantity.  The  method 
of  coating  depends  upon  the  size  of  plate ;  with  small  plates — 
for  instance,  half  and  quarter  plates — it  may  be  poured  into  the 
middle  of  the  plate,  which  is  supported  by  the  pneumatic  holder, 
and  then  the  emulsion  made  to  run  to  the_  four  corners  by  tilting 
the  plate  as  when  coating  a  plate  with  collodion.  This,  however 
is  not  a  very  easy  matter,  and  it  is  far  simpler  to  pour  the  emul- 
sion in  a  line  right  across  the  plate,  and  spread  by  means  of  the 
simple   little   distributor  shown  in  fig.  49,  which  is  a  piece  of 
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glass  rod,  not  tubing,  bent  to  the  above  shape  in  a  Bunsen  flame  ; 
this  is  placed  in  hot  water  till  quite  hot,  wiped  dry,  and  then  the 
emulsion  is  spread  with  it,  the  plate  being  on  the  plate  of  glass 
on  the  levelling  stand.  Mr.  W.  K.  Burton,  in  his  well-known  and 
excellent  little  handbook  "Modern  Photography,''  describes  a 
different  method  of  coating,  which  I  have  used  with  success,  and 
as  I  have  also  one  of  the  drying  boxes  he  describes,  I  give  the 
extract  from  the  book  entire. 

"  There  are  several  methods  of  coating  plates  in  common  use 
The  best  for  those  who  have  the  skill  is  the  method  iused  for 
coating  with  collodion,  and  which  we  describe ;  but  we  imagine 
most  of  those  who  have  not  worked  the  wet  process  will  find  the 
plan  which  has  been  used  for  some  time  by  the  writer,  and  which 
is  also  described,  the  most  convenient.  For  the  ordinary  method 
the  apparatus  necessary  is  as  follows : — 

"  A  small  teapot.  A  large  flat  dish  of  the  nature  of  a  porcelain 
flat  bath  to  catch  spillings.  A  pneumatic  holder.  This  is  an 
india-rubber  ball  with  sucker  attached,  the  whole  forming  an 
apparatus  whereby  it  is  possible  to  pick  up  a  plate. 

"  In  coating  by  the  ordinary  method,  it  is  advisable  to  liave 
two  ruby  lamps,  one  placed  at  the  back  of  the  operating  table, 
the  other  in  front  of  the  operator,  and  above  the  level  of  his 
head.  He  can  thus  see  the  erriulsion  on  the  plate,  both  by  re- 
flected and  by  transmitted  light.  The  flat  dish  is  placed  between 
the  lower  light  and  the  operator;  the  teapot  full  of  emulsion, 
melted,  and  at  a  temperature  of  120°  F.,  or  thereabout,  may  be 
placed  on  this  dish,  and  the  plates,  polished  side  downwards,  are 
placed  to  the  right  of  the  flat  dish. 

"  The  pneumatic  holder  is  taken  in  the  left  hand,  which  is 
stretched  across  the  flat  dish,  to  take  hold  of  a  plate.  The  plate 
is  held  level,  and  a  pool  of  emulsion  is  poured  on  to  it,  and 
guided  over  it  exactly  as  was  described  for  varnishing  a  plate. 
The  only  difference  is  that  more  than  half  the  plate  is  at  first 
covered  with  emulsion,  and  that,  instead  of  the  plate  being 
drained,  it  is  only  slightly  tipped  up,  so  as  to  let  a  little  of  the 
emulsion  return  to  the  teapot.  After  this  is  done,  the  plate  is 
gently  rocked  for  a  few  seconds,  till  we  see  by  looking  through 
it  that  the  coating  has  spread  evenly.  To  tell  whether  the 
plate  has  had  enough  emulsion  left  on  it,  we  look  through  it, 
after  it'  has  set,  at  one  of  the  ruby  lights.      If  we  can  see  the 
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form  of  the  light  through  the  film,  there  is  not  enough  emulsion 
on  the  plate. 

"The  plates,  as  they  are  coated,  are  placed  on  the  levelling 
slab  to  set.  Some  emulsion  is  sure  to  be  spilled  into  the  flat 
dish.  It  is  allowed  to  set,  is  then  scraped  up  with  a  strip 
of  glass,  and  remelted.  For  the  method  of  coating  which  we 
recommend  to  those  not  skilled  in  the  wet  process  the  pneumatic 


Fig.  48. 


holder  is  not  required.  It  is  necessary,  however,  to  make  a  small 
tripod.  This  is  done  by  gluing  three  somewhat  large-sized  shot  on 
to  a  quarter-plate  in  the  form  of  a  triangle,  (^see  fig.  48). 

"  There  is  also  needed  a  glass  rod  about  two  inches  longer 
than  the  width  of  the  plate  to  be  coated,  and  a  jam  pot  or  glass 
measure  in  which  to  stand  the  rod.  The  dark-room  lamp  is 
placed  within  a  few  inches  of  the  left-hand  end  of  the  levelling 
shelf,  and  to  the  back  of  it.'   There  is  to  the  left  of  the  lamp 


Fig.  49. 

room  only  for  the  pile  of  plates,  which  in  this  case  have  the 
polished  side  upwards.  The  rod  standing  in  the  jam-pot  is  to 
the  right  of  the  lamp.  The  teapot  with  emulsion  in  it,  as  before, 
is  in  front  of  the  lamp,  and  farther  forward  still,  near  the  front 
edge  of  the  slab,  is  the  small  tripod  mentioned.  A  plate  is  taken 
from  the  pile,  and  placed  on  the  tripod. 

"  A  pool  of  emulsion,  about  half  covering  the  plate,  is  poured 
from  the  teapot.      The  glass  rod  is  taken  between  the  fingers 
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and  the  thumb  of  each  hand,  and  dipped  into  the  pool  of  emulsion 
right  across  the  plate.  The  emulsion  will  run  between  the  rod 
and  the  plate  to  each  edge  of  the  latter.  By  a  motion  of  the 
finger  and  thumb  of  each  hand,  the  rod  is  lifted  the  smallest 
possible  distance  from  the  plate,  and  is  rapidly  moved  first  to 
one  end,  then  to  the  other,  the  tips  of  the  finger  and  thumb 
resting  on  the  level  table  as  a  guide.  This,  if  properly  done, 
will  cover  the  whole  plate  with  emulsion ;  and  if  the  plate  be 
small — half-plate  or  under — it  is  sufficient  to  send  it  to  the  far 
end  of  the  table  to  set.  If  the  plate  be  large,  the  coating  will 
not  be  evenly  spread  unless  it  is  lifted,  balanced  on  the  tips 
of  the  fingers  of  the  left  hand,  and  rocked  gently  for  a  few 
seconds.     By  this  method  the  plates  may,  after  a  little  practice. 


Fig.  so- 

be  coated  with  great  rapidity.  There  is  no  need  to  wipe  the  rod 
each  time  it  is  used. 

"  As  no  excess  is  poured  off  the  plate  nor  spilled  in  this 
method,  it  is  possible,  by  using  a  very  small  teapot,  to  keep  a 
constant  check  on  the  quantity  of  emulsion  going  on  to  the 
plates.  The  covering  power  of  the  slow  emulsion  will  be  found 
somewhat  greater  than  that  of  the  rapid.  With  each  ounce  of 
the  slow  emulsion,  eight  quarters  or  four  half-plates  may  be 
coated  ;  with  the  rapid,  only  seven  quarters  or  three  halves. 

"  The  plates  will  '  set '  in  a  few  minutes — that  is  to  say,  the 
emulsion  will  stiffen  like  a  jelly,  and  will  not  run  off  the  glass, 
whatever  position  it  is  placed  in.  They  are  now  transferred  to 
the  drying  box.     When  dry,  they  are  ready  for  use. 

"The  drying  box  calls  for  some  description.  There  are  various 
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forms  in  use.  They  all  have  in  view  the  inducing  of  a  current 
of  air  among  the  plates  generally  by  the  burning  of  a  gas  jet  in 
a  tube  or  chimney.  The  fault  of  most  is  that  the  air  passages 
are  far  too  contracted.  In  many,  heat  is  applied  to  the  incoming 
air.  This  is  quite  unnecessary  if  the  air  passages  are  sufficiently 
large  and  well  arranged,  and  if  the  box  can  be  placed  in  a  fairly 
dry  place.  It  is,  moreover,  the  greatest  mistake  to  f^'^r' 
use  artificial  heat  in  drying  plates,  if  it  can  possibly 
be  avoided,  as  they  are  rendered  distinctly  slower 
thereby. 

"We  illustrate  (fig.  51)  a  form  of  box  which  has 
been  in  use  by  the  writer  for  several  years,  and  has 
given  complete  satisfaction.  It  will  be  seen  that  the 
air  enters  at  the  top  of  the  box.  It  is  drawn  ilito  an 
air  chamber  at  its  lower  portions, 
and  hence  passes  up  the  large 
tube  with  a  gas  flame  burning  in 
it.  This  tube  must  be  carried 
either  into  the  open  air  or  into  a 
chimney.  The  plates  are  placed 
in  racks,  which  were  first  designed 
by  Mr.  G.  F.  Williams.  A  sketch 
of  one  of  these  is  given  (fig.  50). 
Two  plates  may  be  placed  back 
to  back  in  each  pair  of  notches  if 
desired.  The  racks  may  be  placed 
on  the  cross  rods  shown  in  the 
box,  the  height  of  which  may  be 
adjusted  to  suit  various  -  sized 
plates."  As  an  alternative  method 
of  drying  plates,  the  following  may 
be  adopted,  and  it  is  one  which 
personally  I  prefer  to  that  sug- 
gested by  Mr.' Burton.  All  that  is  required  is  an  air-tight  box 
and  some  anhydrous  calcium  chloride.  The  plates  to  be  dried 
should  be  merely  placed  in  racks  in  the  box,  and  a  porcelain 
dish,  as  large  as  the  box  will  hold,  in  the  bottom.  In  the  dish 
place  the  anhydrous  chloride  of  calcium,  put  the  dish  in  the 
box,  the  racks  containing  the  plates,  and  shut  the  door,  or  lid, 
and  leave  for  three  days,  by  which  time  the  plates  should  be 
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perfectly  dry.  In  no  case  should  the  box  be  opened  till  a  reason- 
able time  has  elapsed,  or  else  peculiar  markings  will  be  caused, 
due  to  unequal  drying.  When  the  calcium  choride  has  once  been 
used,  it  should  be  heated  in  an  oven  till  it  swells  up  and  becomes 
perfectly  dry.  The  disadvantage  of  drying  by  air  alone  is  that 
the  rate  of  drying  is  proportionate  to  the  amount  of  moisture  in 
the  air,  and  that  the  unequal  drying  caused  by  a  fall  in  tempera- 
ture may  give  rise  to  marks  which  are  absolutely  irremovable 
and  show  in  the  finished  negative.  To  enter  into  all  details  of 
emulsion  making  would  fill  the  greater  part  of  the  Dictionary  ; 
but  we  may  give  reference  to  a  few  sources  of  information  which 
may  prove  useful  to  any  readers  who  may  wish  to  break  new 
ground,  «r  to  thoroughly  study  past  investigations.  Perhaps  the 
most  valuable  and  suggestive  information  is  that  contained  in 
a  volume  (the  fourth  edition)  of  the  late  Dr.  H.  W.  Vogel's 
comprehensive  handbook  of  photography,  which  volume  was 
published  shortly  before  the  death  of  that  distinguished  investi- 
gator ("  Handbuch  der  Photographie,"  von  Dr.  H.  W.  Vogel, 
III.  Theil,  Abtheilung  I.,  Vierte  Auflage,  308  large  octavo  pages, 
Berlin,  1897,  Gustav  Schmidt).  In  this  volume  there  is  an 
account  of  the  author's  experiments  on  combined  collodion 
and  gelatine  emulsion,  experiments  which  are  not  unlikely  to 
fructify  some  day,  and  here  will  be  found  much  that  is  important 
in  connection  with  orthochromatic  plates.  Other  works  which 
may  be  mentioned  as  likely  to  furnish  valuable  hints  on  collodion 
and  gelatine  emulsion  are  the  following : — "  Photographie  mit 
Bromsilber-Gelatine,''  von  David  und  Scolik,  148  pp. :  Wien, 
1885,  Hartleben;  "The  Model  Dry  Plate  Maker,"  by  Abel 
M'Donald,  56  pp.,  price  is..  Penrith,  published  by  the  author. 
Station  Road ;  "  Die  Brom-silber  Gelatine,"  von  Dr.  Paul  E. 
Liesegang,  various  editions  (ist  1882,  6th,  198  pp.,  i88g): 
Dusseldorf,  Ed.Liesegang's  Verlag ;  "Die  Photographie  mit  Brom- 
silber  Gelatine,"  von  David  &  Scolik,  Band  I.  (containing  pre- 
paration of  emulsion),  254  large  octavo  pages :  Halle,  1889,  Knapp. 
This  work  is  far  more  than  a  new  edition  of  that  by  the  same 
author  which  is  mentioned  above.  "Die  CoUodium  Emulsion," 
von  F.  Von  Hubl,  144  PP- :  Halle,  1894,  Knapp;  "Photographie 
par  Emulsion  Sfeche,"  par  A.  Chardon,  70  pp. :  Paris,  1877,  Gauthier 
Villars;  "The  Practical  Working  of  the  Gelatine  Process,"  by 
W.   de   W.   Abney,    82   pp.:   London,    1880,    Piper  &   Carter; 
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"  Modern  Dry  Plates,"  Eder,  Pritchard  &  Wilmer:  London,  1881, 
Piper  &  Carter. 

Enamel  and  Ceramic  Photographs.  Photographic  images 
may  be  vitrified  on  porcelain  and  coated  with  a  porcelain  glaze, 
which  makes  them  permanent  as  against  fading.  Enamels  are 
usually  prepared  on  small  copper  plaques,  which  are  coated  with 
a  special  material,  which  may  practically  be  considered  to  be 
very  soft  milk-white  glass,  and  by  no  means  so  unalterable  as  a 
true  porcelain.  Metal  plaques  already  prepared  can  be  obtained 
commercially.  On  these  an  image  is  laid  and  fired.  There  are 
several  processes — (a)  the  substitution  process,  (i>)  the  powder 
process,  (c)  the  pigment  or  carbon  process,  (d)  the  collotype 
process.  For  the  substitution  process  a  collodio-chloride  printed- 
out  positive  is  prepared  and  fixed.  The  image  is  toned  with 
platinum,  gold,  palladium,  iridium,  or  a  selected  mixture.  The 
positive  is  then  stripped,  transferred  to  the  plaque,  and  carefully 
smoothed  out,  and  then  fired,  coated  with  glaze,  and  refired. 
The  powder  process  is  the  preparation  of  a  positive  by  the  powder 
or  dusting-on  process  on  a  sheet  of  glass,  coating  it  with  collodion, 
stripping,  and  transferring  to  the  plaque,  and  firing.  The  pigment 
process  is  merely  a  modification  of  the  carbon  process,  gum 
arable  instead  of  gelatine  being  sometimes  used  as  the  material; 
it  is  transferred  and  fired.  The  collotype  process  is  sometimes 
used  for  preparing  the  image,  a  special  ink  being  used  and  the 
print  being  on  litho-transfer  paper,  from  which  it  is  transferred 
to  the  plaque.  It  is  impossible  to  enter  fully  into  the  subject, 
and  enamel  or  ceramic  processes  are  very  little  used  at  the  present 
day.  .Mr.  Grundy,  of  Derby,  has  cleverly  applied  the  principle 
of  multiple  impression  to  collotype  work  on  tiles.  The  collotype 
plateiis  inked  with  a  fatty  ink  containing  an  ordinary  underglaze 
pottery  colour,  and  impression  after  impression  is  made  on  the 
unglazed  tile ;  suitable  precautions  being  taken  to  keep  exact 
register.  The  tile  is  then  fired  and  glazed  like  an  ordinary  piece 
of  pottery.  (See  Collotype.)  For  an  account  of  the  pepper- 
type  process  and  its  application  to  enamel  photography,  see 
The  Amateur  Photographer,  July  22nd,  1898,  p.  574.  A 
list  of  books  on  photography  in  vitrifiable  colours  is  given  under 
the  heading,  Glass,  burnt  in  Photographs  upon. 

Enamel  Collodion,    See  Enamelling  Prints  below. 
251 


Enameline  Encaustic  Paste 

Enameline.  Method  for  process  blocks  (see  Fish-Glue 
Process). 

Enamelling  Prints.  This  consists  of  coating  the  finished 
print  with  a  film  of  collodion  to  give  it  a  brilliant  surface,  which 
gives  greater  protection  and  more  softness  and  depth.  The 
following  is  the  method  of  procedure : — Clean  a  glass  plate — 
an  old  negative  glass  or  a  cutting  shape  will  do — with  French 
chalk,  and  polish  thoroughly ;  now  coat  the  plate  with  enamel 
collodion : — 

Pyroxyline  (tough)  lo  grs. 

Methylated  Alcohol         i  oz. 

Ether  i    „ 

Having  made  a  solution  of  gelatine,  lo  grs.  to  the  ounce  of 
distilled  water,  slip  the  coUodionised  plate  and  the  print  carefully 
into  the  solution  of  gelatine,  avoiding  air  bubbles ;  bring  the 
print  face  downwards  into  contact  with  the  coated  plate,  remove 
from  the  solution,  and  squeeze  into  optical  contact,  and  allow 
to  dry.  When  thoroughly  dry,  raise  one  corner  with  a  knife, 
and  the  print  will  strip  from  the  glass,  bearing  the  collodion 
film  with  it.  (See  also  some  instructions  under  Bromide 
Paper.) 

Encaustic! Paste.  A  paste  used  to  give  a  brilliant  surface 
to  the  finished  print  without  the  use  of  hot  rollers  or  of  collodion. 
There  are  several  formulae ;  but  the  following,  proposed  by 
Salomons,   is  excellent  :^ 

Pure  white  vs'ax ...   500  grs. 

Gum  elemi  ...         ...         ...         ...     10   „ 

Benzole      4  drms. 

Essence  of  lavender         ...         ...         ...       6      ,, 

Oilofspike  ...         ...         ...         ...       I  drm. 

Melt  the  wax  and  elemi,  add  the  benzole  and  other  ingredients, 
and  allow  to  cool,  stirring  frequently.  Smear  a  little  of  the  paste 
over  the  face  of  the  print  with  a  tuft  of  cotton-wool,  and  polish 
with  a  clean  piece  till  the  surface  is  clean  from  markings.  It 
increases  the  depth  of  shadow  and  general  beauty  to  a  large 
extent.     A  more  simple  paste  can  be  made  as  follows  : — 
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Dr.  Eder's  Cerate  Paste. 

Pure  white  wax        ...         ...   icxd  grs. 

Dammar  varnish      40  mins. 

Pure  oil  of  turpentine         100    „ 

Prepared  and  used  as  above  described. 
Endemann's  Process.    See  Aniline  Process. 

Engraving  Methods,  Photographic.  See  Photogravure, 
Fish-Glue  Process,  Galvanography,  Daguerreotype  (etch- 
ing of),  Obernetter's  Process,  Electrotyping,  Leimtype, 
Woodburytype,  Chemigraphy,  Asphalt  Process,  Types 
(originating  by  photography),  etc. 

Engravings.  Discoloured  to  bleach  for  copying.  (See 
Bleaching.) 

Enlarging  is  the  operation  of  obtaining  a  larger  image  ot 
a  negative  or  positive  upon  some  sensitive  surface.  There  are 
several  methods  of  doing  this,  either  by  the  use  of  daylight  or 
artificial  light,  which  will  be  severally  described.  But  it  is  first 
necessary  to  make  a  few  remarks  upon  the  negative  used  for 
this  purpose.  Sharpness  of  focus  is  very  necessary,  for, 
supposing  a  quarter-plate  negative  taken  in  the  ordinary  way 
is  to  be  enlarged — it  may  be  considered  that  the  discs  of  confusion 
appear  as  points  of  less  than  ^^-^  of  an  inch  in  diameter,  a  point 
inappreciable  to  the  human  eye  ;  but  if  these  said  discs  of  con- 
fusipn  are  enlarged,  they  will  become  of  appreciable  size — viz., 
enlarge  a  quarter-plate  to  12  by  10,  or  three  times,  and  these 
discs  of  confusion  will  be  enlarged  in  the  same  ratio  ;  therefore 
they  will  be  about  yjj  of  an  inch  in  diameter,  and  will  be  easily 
seen.  Again,  the  negative  should  be  plucky,  and  with  good,  but 
not  too  great,  contrasts,  and  of  fair  density ;  in  fact,  a  good 
silver  printing  negative  will  give  a  good  enlargement.  For  con- 
venience sake  we  may  divide  our  apparatus  into  two  classes  ; 
first,  that  required  for  daylight  enlarging ;  and,  secondly,  that 
required  for  artificial  light.  We  may  again  subdivide  our  two 
classes  into  minor  sub-classes  :  thus,  daylight  enlarging  may  in- 
clude (l)  Solar  work,  (2)  Diffused  light;  and  artificial  light 
includes  (i)  Lantern  work,    including  the   use  of  condensers ; 
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(2)  Work  without  condensers.  Then,  again,  we  may  use  petro- 
leum, gas,  enriched  gas,  limelight,  or  magnesium ;  these,  however, 
will  be  described  as  we  go  on. 

Daylight  Enlarging. 

(i)  Solar  Work.  By  this  term  we  understand  the  use  of  the 
solar  rays  themselves,  and  not  their  light  reflected  from  any  card 
or  white  surface.  Although  this  was  one  of  the  first  processes 
employed  before  bromide  paper  was  invented,  and  was  used  for 
printing  on  ordinary  silver  paper,  carbon  tissue,  etc.,  we  shall 
dismiss  this  in  a  few  words,  because  the  apparatus  is  costly,  and 
sunlight,  unfortunately,  not  always  available  in  our  climate. 
For  this  work  Woodward  invented  his  solar  camera,  and 
Monckhoven  improved  upon  this  with  his  dialytic  apparatus, 
other  instruments  also  being  made  for  the  same  purpose.  Large 
condensers  are  absolutely  necessary,  not  less  than  nine  inches  in 
diameter,  and  the  solar  rays  have  either  to  be  kept  motionless  by 
means  of  a  heliostat,  or  mirror  mounted  equatorially  and  driven 
by  clockwork,  or  else  by  careful  and  attentive  work  of  an 
operator.  As,  however,  equally  good  results  can  be  obtained  by 
using  the  apparatus  described  hereafter,  no  further  description 
will  be  given ;  but,  for  the  information  of  those  desirous  of 
spending  their  money,  full  and  complete  instructions  will  be 
found  in  Monckhoven's  "  Optics." 

(2)  Enlarging  by  Diffused  Daylight.  By  many  this  will  be 
found  the  most  convenient  and  cheapest  method  of  making 
enlargements ;  but  as  to  whether  it  is  the  best  is  altogether 
another  question,  which  we  shall  consider  later  on  at  the  end  of 
the  instructions  for  both  methods  of  illumination.  We  have  here 
also  what  may  be  practically  considered  as  two  distinct  methods 
of  working,  the  one  using  the  actual  light  of  the  sky  itself,  and 
the  other  using  reflected  skylight.  Before  entering  into  particulars 
of  either  method,  however,  there  are  one  or  two  details  which  it 
is  advisable  to  elucidate.  We  may  decide  to  use  a  darkened 
room  or  a  special  camera  for  the  purpose  of  obtaining  the 
enlargement,  and  the  necessary  arrangements  will  now  be 
described.  If  we  desire  to  use  a  darkened  room,  such  as  an 
ordinary  sitting-room,  it  is  obviously  necessary  that  the  light 
shall  be  prevented  from  having  access  to  it  by  some  means  or 
other ;  therefore  we  will  suppose  that  the  room  has  one  window, 
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which,  if  possible,  should  face  the  north,  and  it  is  desired  to 
block  out  this  window  temporarily,  so  that  the  room  may  be 
afterwards  used  in  the  ordinary  way.  It  is  obvious  that  pasting 
brown  or  non-actinic  paper  on  the  panes  of  glass  is  not 
admissible;  therefore  we  must  have  recourse  to  some  other 
arrangement  which  can  be  temporarily  applied  and  bodily  re- 
moved when  done  with.  A  convenient  contrivance,  which  can 
be  very  cheaply  put  together  by  any  one  possessing  a  little 
knowledge  of  carpentering,  may  be  made,  or  a  working  carpenter 
may  construct  it  in  a  few  hours  at  a  trifling  charge.  To  make 
it  still  plainer  we  will  take  an  actual  example  made  for  our  own 


Fig.  52. 


six  feet  by  four  feet,  and,  like  most  windows,  was  divided  across 
use.  The  window  which  it  was  requisite  to  block  up  measured 
the  middle  by  a  double  sash.  The  sashes  of  the  window 
measured  at  the  sides  one  inch  in  breadth  ;  at  the  top  and 
bottom,  two  inches.  Two  frames  were  therefore  made,  one  to 
fit  into  the  upper  part  of  the  window,  and  one  into  the  lower ; 
the  upper  frame  is  shown  in  fig.  52,  the  lower  in  fig.  53.  The 
frames  were  made  of  deal  half  an  inch  thick  and  two  inches 
wide :  the  upper  one,  fig.  52,  had  a  crosspiece  to  strengthen  it, 
which  was  also  convenient  to  lift  it  up  by ;  the  lower  one,  fig.  53, 
had  two  crossbars  to  strengthen  it,  and  which  were  also  used,  as 
described  hereafter,  for  the  reception  of  the  negative.  We  have 
now  the  skeleton,  and  it  is  only  necessary  to  clothe  it  to  make  it 
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a  complete  and  useful  piece  of  apparatus.  For  this  purpose 
stout,  dark-brown  American  cloth,  which  is  a  kind  of  coarse 
canvas  covered  with  some  coloured  waterproof  substance,  was 
chosen,  and  this  was  tacked  on  to  the  upper  frame,  and  the 
edges  brought  round  to  the  back  of  the  frame  so  as  to  exclude 
any  stray  ray  of  light  which  might  otherwise  creep  in  ;  the  shiny 
side  of  the  cloth  was  at  the  backj  the  woolly  side  being  towards 
the  window.  To  make  absolutely  certain  that  no  light  penetrated 
the  cloth,  ruby  paper  was  pasted  on  the  woolly  side  of  the  cloth. 
At  the  edges  of  the  frame,  where  it  touched  the  sashes  of  the 
window,  a  double  thickness  of  woollen  list  was  tacked  ;  so  that, 


Fig.  S3- 


when  the  frame  was  inserted  in  place  and  secured  at  the  top  by 
a  turn  button  and  at  the  bottom  by  the  catch  of  the  window, 
there  was  sufficient  pressure  on  the  frame  to  make  it  fit  up  close 
to  the  sash  and  exclude  all  light.  The  lower  frame  was  treated 
in  the  same  way,  with  this  exception,  that  an  aperture  was  cut  in 
the  cloth,  and  the  edges  then  nailed  to  the  little  crosspieces, 
where  the  negative  is  afterwards  placed ;  when  these  two  frames 
are  fitted  into  the  window  and  the  aperture  blocked  up,  there 
should  be  no  stray  streaks  of  light  anywhere.  Brown  paper,  of 
course,  may  be  used  instead  of  American  cloth,  but  the  latter  is 
much  more  durable,  and  less  likely  to  suffer  accidental  damage 
by  the  fingers  being  put  through  it.  Now,  let  us  see  as  to  using  a 
special  camera,  so  that  we  may  not  need  to  darken  the  room 
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To  make  a  camera  which  shall  answer  this  purpose  is  evidently 
not  very  difBcult,  and  we  will  give  an  idea  on  the  subject  and 
leave  our  readers  to  work  out  the  details  themselves.  The 
operator's  own  camera  and  lens  may  be  used,  and  a  makeshift 
arrangement  consisting  of  black  silesia  running  on  iron  rods,  and 
fitting  on  to  the  lens  at  one  end,  and  bearing  a  focussing  screen 
and  a  dark  slide  to  hold  the  sensitive  surface  at  the  other.  We 
have  seen  earlier  that  we  may  use  the 
actual  light  of  the  sky  itself,  and  this 
is  shown  also  in  fig.  54,  where  the 
camera  is  presented  to  the  sky.  If 
we  are  using  a  darkened  room,  then 
the  camera  must  be  tilted  in  the  same 
manner;  this  may  have  some  advan- 
tages, which  in  our  opinion  are  out- 
weighed by  the  extremely  awkward 
manner  in  which  the  camera  has  to 
be  sloped,  the  sensitive  surface,  of 
course,  having  to  be  parallel  with  the 
negative.  We  come  back,  therefore, 
to  the  method  of  using  the  reflected 
skylight,  and 
fig.  55  will  show 
us  how  to  ar- 
range the  whole 
apparatus.  We 
have  de- 
scribed the 
method  of 
blocking- 
Fig.  54.  out      the 

window. 
The  method  of  placing  the  negative  in  position,  if  ■more  than  one 
size  is  to  be  enlarged  from,  is  by  the  use  of  carriers  as  used  in  dark 
slides,  which  should  be  provided  with  little  buttons  for  fastening 
in  place,  and  springs  for  holding  the  negative,  these  said  carriers 
fitting  into  the  aperture  in  the  window.  Or  the  negative  may  be 
placed  in  the  dark  slide  of  the  camera,  and  the  slide  inserted  in 
the  groove  in  the  ordinary  way,  and  the  shutters  of  the  slide 
pulled  out  so  as  to  allow  of  the  free  passage  of  the  light  through 
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the  negative.  The  camera  must  be  pushed  dose  up  to  the 
negative,  or  a  cloth  so  arranged  that  no  light  enters  the  room 
but  that  transmitted  through  the  negative.  It  is  not,  of  course, 
absolutely  necessary  that  the  camera  should  be  used  actually. 
All  that  is  necessary  is  a  board  to  support  the  lens,  the 
focussing  cloth  or  a  black  sleeve  to  prevent  all  light  but  that 
transmitted  through  the  negative  from  having  access  to  the 
sensitive  surface.  It  will  be  found  convenient  if  the  camera  or 
the  lens,  and  easel  or  board  for  the  support  of  the  sensitive 
surface  be  on  the  same  level,  so  that  a  board  or  table  may  be 
used,  as  seen  in  fig.  55,  to  obtain  this  end.  The  table  or  board 
should  have  some  parallel  pieces  of  wrood  nailed  to  it,  so  as  to 
enable  the  camera  and  sensitive  surface  to  be  kept  exactly 
parallel.  The  next  question  is  the  reflector  (see  fig.  55)  outside 
the  window.  Many  operators  use  a  mirror  for  this  purpose,  but 
the  objection  to  this  is  that  a  dark  and  a  white  cloud  passing 
simultaneously  over  it^  or  actually  the  image  of  the  clouds,  will 
cause  unequal  illumination  of  the  negative,  and  consequently 
unequal  illumination  of  the  enlargement.  Certainly  a  mirror 
gives  the  greatest  illumination.  In  place  of  the  mirror,  a  sheet 
of  white  cardboard,  enamelled  iron,  or  opal  glass  may  be 
used.  The  operator  will  make  his  own  choice  in  this  matter. 
The  reflector  must  be  fitted  at  an  angle  of  45°  outside  the 
window ;  and  a  cord  fastened  to  the  top  of  it,  and  passing 
through  the  sash  at  the  middle  of  the  window,  will  keep  it  in 
position,  and  enable  it  to  be  raised  or  lowered  at  will.  We  use 
a  sheet  of  opal  glass  mounted  in  an  old  picture  frame,  which  is, 
hinged  at  the  lower  end  to  the  bottom  of  the  window  sash,  and 
fastened  by  a  cord  at  the  top  to  the  middle  of  the  sash ;  a  gimlet 
was  used  to  make  a  hole  in  the  sash,  and  the  cord  run  through 
and  rendered  taut  by  a  turn  or  two  round  a  stout  nail.  The 
reflector,  no  matter  what  material  it  is  made  of,  must  be  suffi- 
ciently large  that,  when  the  eye  is  placed  at  the  position  of  the 
lens,  and  the  negative  removed,  nothing  but  the  reflector  can  be 
seen  through  the  aperture  in  the  shutter.  The  only  point  now 
needing  a  little  elucidation  is  that  of  the  easel  or  other  support 
for  the  sensitive  surface.  This  may  actually  be  an  easel,  as 
offered  by  some  commercial  firms.  We  use  an  arrangement  of  a 
large  printing  frame  measuring  24  by  20,  which  carries  a  sheet 
of  plate-glass  puttied  into  the  rebate.      Behind  this  is  placed  the 
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ground-glass  focussing  screen,  the  centre  of  which  is  ruled  in 
small  squares  of  half  an  inch  with  lead  pencil,  and  then 
varnislied.  with  crystal  varnish  for  a  space  of  about  the  size 
of  a  quarter-plate ;  this  is  used  with  a  compound  focusser  for 
obtaining  microscopically  sharp  enlargements.  The  ground  side 
of  the  glass  is  next  to  the  plate-glass,  and  consequently  facing 
the  lens,  just  as  in  an  ordinary  camera ;  the  ground-glass  is  held, 
at  the  sides  by  two  small  studs,  as  used  for  the  interior  of  dark 
slides.  The  printing  frame  fits  into  a  specially  made  stand, 
which  runs  on  a  couple  of  parallel  pieces  of  wood  on  the  table, 
and  is  instantly  clamped  at  about  the  right  distance  from  the 
lens  by  lever  cams,  fine  focussing  being  adjusted  by  means  of  a 
short  rack  and  pinion.  The  above  arrangement  is,  of  course, 
a  little  more  elaborate  than  actually  required,  as  a  printing  frame 
supported  in  any  way  so  as  to  be  absolutely  steady  when  placed 
upright,  and  also  parallel  with  the  negative,  is  sufficient.  What 
is  the  best  lens  for  enlarging  ?  is  a  question  we  often  see  asked. 
Well,  the  answer  is  very  easy — viz.,  that  lens  which  took  the 
negative.  But  this  answer  requires  a  little  modification.  If  the 
negative  to  be  enlarged  is  a  portrait,  then  a  portrait  lens  may  be 
used ;  but  the  back  lens  of  the  combination  must  be  placed  next  to 
the  negative.  The  most  useful  lens  is  undoubtedly  the  doublet  of 
the  rapid  rectilinear  type,  as  it  gives,  as  a  rule,  excellent  marginal 
definition.  A  single  or  landscape  lens  may  also  be  used,  but  from 
the  necessity  of  using  a  smaller  diaphragm  it  is  obviously  slow. 

Apparatus  for  Enlarging  by  Artificial  Light. 

To  most  amateurs,  especially  those  engaged  in  business  during 
the  hours  of  daylight,  artificial  light  is  the  only  one  they  can 
employ  for  enlarging ;  hence  considerable  attention  will  be  paid 
to  this.  We,  first  of  all,  as  already  suggested,  divide  our  lights 
into  petroleum,  or  mineral  oil,  gas,  enriched  gas,  limelight,  mag- 
nesium, and  the  electric  light ;  and  we  shall  endeavour  to  describe 
the  arrangements  for  all,  but  must  premise  that  the  first  essentials 
for  successful  work  are  that  the  light,  no  matter  what  kind  it 
is,  must  be,  first,  small  in  dimensions,  and,  secondly,  actinic 
in  quality;  the  first  gives  greater  sharpness,  the  latter  short 
exposures. 

Mineral  Oil  Lamps.  Opinions  differ  as  to  the  best  form  of 
lamp  for  enlarging,  most,  if  not  all,  commercial  apparatus  being 
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provided  with  lamps  having  flat  wicks  turned  endwise  to  the 
condensers.  Here  again  we  find  a  divergence  of  opinion,  some 
preferring  two-wick,  some  three-wick,  others  four-wick  lamps  ; 
generally,  however,  three-wick  lamps  are  used.  We  have  used, 
with  good  results,  hovvrever,  a  round-wick  lamp,  or  so-called 
Argand  burner,  this  being  actually  a  Defries  lamp  of  forty-candle 
power.  The  burner  of  this  lamp  is  circular,  with  an  air  passage 
up  the  centre,  and  has  a  chimney  of  glass  contracted  just  above 
the  burner,  and  above  the  contraction  the  flame  appears  intensely 
luminous  and  solid  ;  it  is  at  this  point  that  the  flame  should  be 
used.  For  this  purpose  it  is  necessary  to  provide  the  lamp  with 
an  outer  case  of  brass  or  tin,  which  may  be  fitted  in  position  and 
slid  up  and  down,  without  in  any  way  touching  the  glass  chimney. 
The  tinned  sheet-iron  is  carried  up  above  the  glass  chimney  for 
some  distance  so  as  to  lengthen  the  chimney,  thus  creating  more 
draught,  therefore  more  perfect  combustion  of  the  oil  and  a 
more  actinic  light.  The  outer  sheet-iron  case  is  provided  with 
an  aperture,  circular,  of  half  an  inch  diameter ;  and,  on  looking 
into  this,  nothing  but  an  intensely  luminous  circle  of  white  flame 
is  seen.  No  matter  what  lamp  is  used,  the  circle  of  illumination 
thrown  by  the  objective  should  show  no  lines  of  variable  illumina- 
tion. The  most  important  thing  in  all  illumination  is  to  have  the 
radiant  a  point,  otherwise  we  are  troubled  with  parallax,  varying 
illumination,  and  want  of  sharpness  ;  but,  provided  the  degree  of 
amplification  be  not  too  great,  this  trouble  will  not  arise. 

Gas  and  Enriched  Gases.  Ordinary  gas,  unless  of  good  quality, 
is  not  so  suitable  as  gas  enriched  by  the  vapour  of  some  hydro- 
carbon. The  commercial  form  of  albo-carbon  will  be  found  very 
suitable.  Mr.  TraillTaylorhassuggesteda  very  convenient  arrange- 
ment, "  which  consists  of  two  fish-tail  burners  separated  from  each 
other  by  the  extent  of  an  inch,  both  flames  having  their  flat  sides 
towards  the  condensers,  there  being  an  opaque  disc,  with  a 
circular  aperture  in  it  of  a  little  over  half  an  inch  in  diameter, 
placed  as  close  as  possible  up  against  the  foremost  flame  so  as 
to  reduce  its  effective  area.  The  position  of  this  aperture  must 
be  such  as  to  be  opposite  to  the  most  luminous  part  of  the  flame. 
The  second  flame  behind  the  anterior  one  serves  to  confer  in- 
tensity, and  is  of  great  utility ;  but  nothing  seems  to  be  gained 
by  a  third  burner.  The  gas  flame,  when  thus  enriched  by  the 
so-called  albo-carbon  (naphthalene),  is  very  intense.    An  Argand 
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flame  from  gas  thus  enriched  ought  to  yield  a  hght  of  great 
excellence,  provided  it  has  a  smaller  flame  ascending  through 
its  centre,  and  that  provision  is  made  to  condense  it  by  diminish- 
ing its  diameter,  either  by  a  brass  solar  cap  to  cause  a  strong 
current  of  air  to  impinge  upon  the  flame  a  little  above  the 
burner,  or  by  a  contraction  in  the  glass  chimney.  Whiteness 
and  intensity  in  such  a  case  are  increased  by  a  judicious  lengthen- 
ing of  the  chimney  to  increase  the  draught.  The  area  of  the 
flame  must,  however,  be  reduced  by  the  expedient  already  pointed 
out."  The  Welsbach  or  Incandescent  gas  burner  is  one  par- 
ticularly adapted  for  enlarging,  as  the  light  emitted  is  exception- 
ally rich  in  actinic  rays,  and  the  exposure  thereby  considerably 
shortened.  In  some  experiments  in  connection  with  this  light 
we  found  that  with  the  ordinary  household  gas  supply  the 
exposure  was  cut  down  to  one-quarter  of  that  with  an  ordinary 
three-wick  lamp. 

Limelight.  This  is,  of  course,  one  of  the  most  convenient  of 
all  sources  of  light,  and  is  so  well  known  as  to  need  but  little 
description. 

Magnesium.  So  far  as  we  know  there  is  no  commercial 
apparatus  for  utilising  magnesium  as  an  illuminant  with  con- 
densers, though  of  course  it  would  be  quite  possible  to  utilise 
any  ordinary  enlarging  lantern  with  a  clockwork  arrangement  for 
feeding  the  magnesium  to  a  small  spirit  flame,  so  as  to  keep  the 
radiant  point  at  one  particular  distance  from  the  condensers. 

The  Electric  Light.  Few  amateurs,  or  even  professionals,  can 
afford  the  necessary  outlay  for  this  light,  the  cost  of  even  a 
primary  battery  or  accumulators  being  considerable.  In  many 
parts  of  London,  however,  the  wires  for  electric  lighting  are 
now  laid  along  the  principal  thoroughfares,  and  it  is  easy  to 
connect.  The  apparatus  for  enlarging  by  artificial  light  bears 
some  resemblance  to  the  ordinary  or  so-called  magic-lantern. 
It  is  immaterial  of  what  nature  or  substance  the  body  of  the 
lantern  is,  provided  it  be  light-tight  and  strong.  Russian  or 
sheet-iron,  copper,  or  wood  with  metal  lining — all  are  used  by 
commercial  firms.  The  enlarging  apparatus  practically  consists 
of  a  camera  attached  to  an  optical  lantern,  focussing  being 
effected  by  rack  and  pinion.  We  need  make  no  further  mention 
of  these,  except  that  we  shall  later  give  a  sketch  showing  how 
an  ordinary  magic-lantern  may  be  adapted  for  enlarging. 
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The  Condensers.  The  function  of  the  condenser  is  to  collect 
the  rays  of  light  and  refract  them  through  the  negative.  The 
usual  form  of  condenser  employed  is  two  plano-convex  lenses 
placed  side  by  side,  with  the  convex  surfaces  nearly  touching. 
The  first  question  to  decide  in  purchasing  an  enlarging  lantern 
is,  What  size  condensers  are  required  ?  as  the  size  of  the  con- 
densers governs  the  price.  It  is  a  question  which  has  often 
been  asked  by  beginners  as  to  what  size  condenser  will  cover 
a  certain-sized  plate.  This  is  by  no  means  difficult  to  decide. 
All  that  it  is  requisite  to  do  is  to  measure  the  diagonal  of  the 
negative  in  question,  and  this  diagonal  will  be  the  diameter  of 
the  required  condenser.  In  practice  it  is  always  advisable  to 
allow  an  extra  quarter  of  half  an  inch  where  this  does  not  add 
too  much  to  the  cost.  Mr.  Hughes  has  introduced  a  rectangular 
condenser.  In  selecting  condensers,  the  most  important  points 
to  note  are,  first,  to  see  that  they  are  as  free  as  possible  from 
colour;  secondly,  that  the  one  next  the  negative  is  free  from 
air-bubbles  and  striae ;  thirdly,  that  they  are  not  set  too  tightly 
1  in  their  mountings,  or  when  heated  from  the  light  they  will  crack. 

Enlarging  by  Artificial  Light  without  Condensers.  This  is 
a  procedure  which  will  commend  itself  to  many  an  operator. 


Fig.  56. 


because  the  necessary  apparatus  may,  in  many  cases,  be  con- 
structed from  odds  and  ends  in  odds  and  ends  of  spare  time. 
Thus  we  utilised  an  old  square  sugar  case  which  cost  4aC.,  and 
the  sheet-tin  to  line  it  gu?.,  the  lamp  15.?.,  odds  and  ends,  such 
as  screws,  ground-flashed  opal  glass,  another  2f. ;  so  that  for  i8j. 
an  enlarging  apparatus  was  obtained,  which  worked  well  for  over 
two  years.  As  condensers  are  usually  rather  costly,  the  follow- 
ing ingenious  arrangement,  which  dispenses  with  them  altogether 

263 


Enlarging 

may  be  utilised ;  it  is  suggested  by  Major  Barrington  Baker, 
in  the  British  Journal  of  Photography  for  1888.  Fig.  57  is  a 
rough  reproduction  of  Major  Baker's  diagram,  and  the  following 
precis  is  given  of  his  directions.  The  case  is  made  of  J-in. 
deal,  with  a  hole,  n,  (>\  by  4i  for  negative,  or  made  the  size 
desired,  l,  a  Beige  lamp  of  42-candle  power,  is  placed  in  the 
case  through  the  door  d,  half  a  dozen  holes  (a  a)  being  bored  in 
the  bottom  of  the  box  for  ventilation.  An  opal  globe  is  used  to 
diffuse  the  light ;  the  negative  is  placed  film  side  outwards  in  a 
rebate  at  n,  and  held  in  its  place  by  two  small  turn-buckles ;  the 


Fig.  57. 

camera  may  be  used,  or  a  specially  made  pair  of  bellows.  The 
exposure  is,  of  course,  prolonged  with  rapid  papers,  being  from 
10  to  15  mins.  The  author  would  suggest  as  an  improvement 
upon  this  that  the  case  be  lined  throughout  with  tin,  and  a  sheet 
of  ground  glass  or  opal  be  placed  before  the  negative,  and  that 
a  parabolic  reflector  be  used.  Some  of  the  modern  cameras  will 
be  found  utterly  useless  for  enlarging,  the  pull  of  the  bellows,  or 
the  greatest  distance  they  will  stretch,  being  very  short ;  then 
the  following  arnangement,  now  used  by  the  author,  will  take 
their  place : — Obtain  some  black  twill,  i  yard  in  width  and 
length,  and  cut  it  into  four  pieces  in  the  following  manner  (it  is 
better  to  cut  paper  pattern  first,  in  case  of  error) : — Fold  the 
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cloth  in  half,  and  again  in  half,  so  as  to  give  four  pieces  9  ins. 
wide  and  36  ins.  long ;  now  cut  two  slanting  strips  from  each, 
commencing  at  2  ins.  wide,  and  narrowing  down  to  the  other  end  ; 
this  will  give  four  pieces  of  cloth  36  ins.  long — 9  ins.  wide  at  one 
end,  and  narrowing  to  5  ins.  at  the  other.  Have  these  sewn 
together  by  the  edges,  so  as  to  form  a  conical  sleeve,  which  will 
take  the  place  of  bellows  36  ihs.  long.  At  the  wide  end  nail  a 
frame  of  wood  large  enough  to  take  the  negative,  and  at  the 
narrow  end  a  piece  of  wood  to  take  the  lens,  or  the  camera 
front  may  be  utilised  for  this  purpose.  It  will  not  be  necessary 
to  pleat  it  like  bellows,  but  it  can  be  finely  pleated  at  intervals, 
and  safety  pins  used  to  hold  the  pleats  together  when  required 
to  shorten  the  distance,  so  the  pleats  can  easily  be  let  out  when 
required,  or  pieces  of  elastic  can  be  run  along  the  edges  to  serve 
the  same  purpose.  The  possessor  of  a  magic-lantern  can  easily 
utilise  that,  no  matter  what  size  the  condenser,  if  a  sleeve  of 
black  cloth  is  made  to  fasten  at  one  end  round  the  lantern 
objective  and  at  the  other  to  the  camera,  the  negative  being 
placed  in  the  position  of  the  focussing  glass  of  the  camera. 
Where  the  operator  can  utilise  gas  or  several  oil-lamps  it  is  only 
necessary  to  place  between  them  and  the  negative  a  sheet  of 
flashed  opal  glass  ground  on  the  flashed  side,  or  a  piece  of 
ground  glass  coated  on  the  ground  side  with  an  emulsion  of 
sulphate  of  baryta  in  gelatine  or  of  finely  sifted  carbonate  of  lead. 
When  using  an  ordinary  lantern  it  is  absolutely  necessary  that 
no  stray  light  should  find  its  way  out  of  the  same ;  therefore  it 
is  nearly  always  necessary  to  enclose  it  in  an  outer  box.  This 
is  a  point  which  requires  careful  attention,  or  foggy,  degraded 
whites  will  ensue  in  the  resulting  enlargement. 

Focussing. 
It  may  be  taken  as  an  accepted  axiom  that  the  nearer  the 
light  is  to  the  condensers  and  the  nearer  the  condensers  to  the 
negative  the  greater  will  be  the  illumination,  and  the  greater 
the  distance  between  the  lens  and  sensitive  surface  the  less  the 
illumination  ;  or,  in  other  words,  the  larger  one  enlarges,  the 
longer  one  must  expose,  everything  else  being  constant.  There 
is  one  precaution  necessary  when  using  condensers,  or  even 
artificial  light  of  any  kind  with  condensers,  and  that  is,  to  see 
that  everything  is  gradually  warmed.     Don't  turn  your  light  on 
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full  power  at  once,  and  place  it  close  up  to  the  condenser,  and 
then  be  surprised  if  your  condenser  cracks.  Warm  everything 
gradually  by  having  your  light  low  and  some  distance  from  the 
condenser,  and  gradually  reduce  the  distance  and  increase  the 
light.  It  will  be  obvious  to  the  merest  tyro  in  enlarging  that 
the  farther  the  lens  is  from  the  sensitive  paper  the  larger  the 
image,  and  vice  versa ;  and  also  that  there  are  certain  distances 
which  bear  a  certain-  relation  one  to  the  other,  so  that  when 
enlarging,  the  distance  between  the  negative  and  lens  and  lens 
and  sensitive  surface  bear  a  strict  relation  to  one  another.  The 
approximate  distance  between  the  negative  and  lens  and  lens 
and  paper  may  be  found  from  the  following  formula  : — 

(1)^=/+/. 

(2)D=(«+  5/ 
Wherein  d  =  the  distance  between  the  negative  and  lens. 

D  =  the  distance  between  the  lens  and  sensitive  surface. 

/  =  the  equivalent  focus  of  the  lens. 

n  =  the  number  of  times  of  enlargement. 

Or  to  the  non-mathematic  mind  we  will  put  it  in  another  way. 
To  find  the  distance  between  the  lens  and  sensitive  surface, 
add  one  to  the  number  of  times  (linear  measurement)  the 
negative  is  to  be  enlarged,  and  multiply  by  the  focus  of  the 
lens.  To  find  the  distance  between  the  lens  and  negative, 
divide  the  product  of  the  above  calculation,  or  the  distance 
between  the  lens  and  sensitive  surface,  by  the  number  of  times 
of  enlargement,  and  the  quotient  will  be  the  distance  between 
negative  and  lens.  For  example,  it  is  required  to  enlarge  a 
quarter-plate  negative  to  i6xi2  with  a  6-inch  lens.  41  x  3i 
enlarged  to  i6x  12  =4  times  (linear).  The  distance  will  be  then 
approximately  (4+ i)x  6  =  30  inches,  between  lens  and  sensitive 
surface.  To  find  the  distance  between  lens  and  negative 
30  -j-  4  =  7^.  To  save  trouble,  however,  there  are  well-known 
tables  which  have  been  calculated  for  enlargements  with  lenses 
of  varying  foci,  and  the  Table  of  Enlargement  or  Reduction, 
given  on  the  next  page,  is  based  on  the  principles  already 
explained,  and  is  convenient  for  ready  reference.  The  dis- 
tances given  in  the  tables  will  be  found  to  be  approximately 
correct  ;  but  in  all  cases  accurate  focussing  should  be  obtained 
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by  adjustment  of  the  screen  or  lens  by  rack  and  pinion.  Whilst 
many  operators  are  content  to  use  merely  a  white  piece  of 
paper,  and  to  focus  from  the  front,  it  will  be  found  far  pre- 
ferable to  use  the  ground-glass  screen  and  compound  focusser 
above  described.  In  all  cases  where  marginal  definition  is 
defective,  stops  or  diaphragms  must  be  used,  exactly  as  in  field 
work.  Having  obtained  a  sharp  focus,  the  next  operation  is 
placing  the  sensitive  paper  in  position.  The  methods  adopted 
for  this  are  slightly  different,  some  operators  preferring  to  use 
a  cap  in  which  a  piece  of  yellow  or  ruby  fabric  or  glass  is 
placed,  so  as  to  illuminate  the  surface  focussed  on.  Others, 
again,  cap  the  lens  as  usual,  and  use  a  ruby  lantern  to  place 
the  paper  in  position  ;  we  prefer  the  former  plan,  because,  when 
orange  glass  is  used  in  the  cap,  it  enables  one  to  ascertain 
whether  any  alteration  in  focal  sharpness  of  the  image  takes 
place,  as  this  may  sometimes  occur  from  the  sensitive  paper 
buckling.  Another  point  is  the  method  of  fastening  the  sensitive 
surface  to  the  easel  board  if  this  be  used.  Of  course,  if  the 
large  printing  frame  be  used,  as  we  have  suggested,  there  will 
be  no  difficulty  about  this  point ;  but  when  the  paper  has  to  be 
afSxed  to  a  board  there  is  a  slight  difSculty.  One  plan  we  have 
tried  with  success  has  been  to  have  a  quarter-inch  groove  cut 
in  the  face  of  the  easel  board  along  one  side  or  the  top,  and  in 
the  groove  a  piece  of  stout  steel  or  copper  wire,  preferably  the 
former,  is  placed,  and  the  ends  of  the  wire  are  turned  over  the 
sides  of  the  board,  and'  passed  through  stout  brass  eyelets,  and 
then  provided  with  a  screw  thread,  on  which  fits  a  milled  nut. 
The  action  of  this  wire  is  merely  to  clip  .the  paper  in  the  groove, 
and  if  such  a  groove  is  placed  at  top  and  bottom  of  easel  board, 
it  is  possible  to  clip  the  paper  firmly  under  one  groove,  and  then 
to  pass  it  under  the  other,  and  stretch  it  taut,  and  then  screw  up 
the  milled  nuts.  Another  method  is  to  use  large-headed  drawing 
pins  at  the  four  corners,  or  to  use  broad  indiarubber  bands. 
The  advantage  of  using  some  broad  surface  like  the  head  of  a 
drawing  pin  is  that  it  enables  one  to  accurately  determine 
whether  the  whites  of  the  enlargement  are  pure  or  fogged. 
Surgeon-General  J.  L.  Ranking  suggested  in  The  Amateur 
Photographer  of  November  28th,  1890,  curving  the  paper,  and 
gives  the  following  directions : — "  I  have  applied  this  principle 
to  my  easel  in  the  following  manner :  The  centre  of  a  sheet  of 
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paper,  i6  x  12  in.,  my  usual  size  for  enlarging  from  a  quarter-plate 
negative,  being  pinned  to  the  easel  top  and  bottom,  a  wedge- 
shaped  piece  of  wood  was  passed  beneath  one  end  of  the  paper 
till  the  margin  of  the  picture  was  equally  sharp  with  the  centre. 
The  distance  to  which  the  margin  was  advanced  towards  the 
lens  was  found  to  be  i  in.  Two  pieces  of  wood  were  then 
prepared,  12  ins.  long  and  6  ins.  wide.  They  were  then  planed 
down  so  as  to  form  two  wedge-shaped  pieces  i  in.  deep  at  outer 
and  \  in.  at  inner  edge.  Tliese  were  then  screwed  down  upon 
the  easel,  and  to  them  a  thin  piece  of  cardboard  fixed,  thus 
forming  the  required  curved  surface.  Upon  the  picture  being 
sharply  focussed  the  sheet  of  sensitised  paper  is  pinned.  With 
Ilford  rapid  paper  and  the  artificial  light  I  use,  which  I  shall 
presently  describe,  and  using  an  R.R.  lens,  8-in.  focus,  at  full 
aperture,  an  exposure  of  from  8  to  10  seconds  sufBces  to  enlarge 
from  a  quarter-plate  up  to  16x12.  If  a  longer  exposure  be 
necessary,  as  it  is  in  enlarging  from  landscape  negatives,  into 
which  skies  have  to  be  introduced,  the  lens  can  be  stopped 
down  to  any  extent,  the  exposure  being  calculated  upon  the 
well-known  ratios  of  the  squares  of  the  diameters  of  the  stops, 
or  a  slow  paper  can  be  used.  The  artificial  light  I  use  is  the 
Welsbach  incandescent  gaslight,  said  to  be  l6-candle  power,  and 
I  find  it  most  convenient.  It  is  attached  to  the  nearest  gas- 
bracket by  a  flexible  tube,  and  it  can  be  lighted  and  extinguished 
in  a  moment." 

Exposure. 

Having  obtained  a  critically  sharp  image,  the  next  point  to 
decide  is  what  exposure  is  required;  and  the  determination  is 
perhaps  quite  as  difficult  and  equally  important  as  in  negative 
making.  Various  methods  have  been  suggested,  but  before 
entering  upon  these  it  would  be  advisable  to  consider  the  factors 
which  govern  the  duration  of  exposure  : — (i)  The  actinic  power 
of  the  light ;  (2)  The  density  of  the  negative ;  (3)  The  intensity 
ratio  of  the  stop ;  (4)  The  number  of  times  of  enlargement, 
or  the  distance  between  the  lens  and  sensitive  surface  ;  (5)  The 
sensitiveness  of  the  material  on  which  the'enlargement  is  made. 

(i)  The  Actinic  Power  of  the  Light.  The  only  satisfactory 
method  of  determining  this  is  by  the  aid  of  an  actinometer ;  and 
the  most  satisfactory,  and,  in  fact,  the  only  ones  to  use  are  those 
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based  upon  the  action  of  light  upon  bromide  of  silver  paper 
impregnated  with  solution  of  nitrite  of  potassium.  There  are 
such  actinometers  in  the  market,  as  Stanley's  and  Watkins', 
in  which  the  actinic  power  of  the  light  is  gauged  by  the  time  a 
bromide  of  silver  paper  prepared  as  above  takes  to  match  a 
standard  tint.  In  connection  with  this  we  would  point  out 
that  it  is  said  to  be  extremely  difficult  to  match  the  standard 
tint ;  but  the  following  quotation  from  the  instructions  issued  by 
the  maker  of  the  latter  actinometer  is  worth  consideration  : — 
"  In  testing  the  light  no  notice  should  be  takeh  of  the  exact 
colour  of  the  sensitive  paper,  which  may  vary  slightly  with  the 
humidity  of  the  air ;  the  depth  of  tint  is  the  important  point. 
The  paper  darkens  rapidly  in  light ;  up  to  a  certain  point  it  is 
lighter  than  the  standard  tint,  after  this  point  it  is  darker.  The 
point  when  it  is  neither  lighter  nor  darker  is  that  to  be  timed." 
To  prepare  a  somewhat  similar  actinometer  it  is  only  necessary  to 
soak  ordinary  bromide  paper  in  a  lo  per  cent,  solution  of  nitrite 
of  potassium,  and  then  to  dry  it  in  the  dark.  A  small  piece  is 
allowed  to  darken  in  daylight,  and  the  time  that  it  takes  to 
deepen  to  a  tint  which  may  be  arbitrarily  chosen  accurately 
counted,  or  timed  by  a  watch.  This  tint  should  then  be  matched  in 
water-colours,  and  painted  on  a  strip  of  paper.  It  must  be  noted, 
however,  that  the  tint  of  the  paint  when  dry  must  agree  with 
the  tint  of  the  darkened  paper.  Now,  to  use  this  actinometer, 
paste  the  strip  of  painted  paper  on  the  top  of  a  cardboard  match- 
box, place  inside  the  box  the  sensitive  paper  soaked  in  the 
nitrite  solution,  and  draw  a  small  piece  out  and  allow  it  to 
darken  at  a  distance  of  about  i8  ins.  from  a  No.  5  Bray's  gas 
burner  turned  full  on  without  flaring  behind  the  half-tones 
of  a  negative,  noting  accurately  the  number  of  seconds  it  takes 
to  darken  to  the  standard  tint.  Now  take  a  sample  of  some 
bromide  paper,  Eastman's,  for  instance,  and  expose  half-a-dozen 
sheets  of  the  same  paper  behind  the  negative  at  the  same 
distance,  i8  ins.,  giving  various  exposures,  then  on  developing 
these  six  sheets  it  will  be  possible  to  pick  out  one  print  correctly 
exposed ;  and  from  this  we  can  establish  one  factor,  which  will 
enable  us  to  calculate  other  exposures  under  other  conditions. 
Thus  if  the  actinometer  paper  takes  10  seconds  to  darken  to  the 
Standard  tint,  and  we  find  8  seconds  the  correct  exposure  for 
the  said  negative  at  18  ins.  from  the  gas  burner,  it  will  not  be 
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difficult  to  calculate  the  exposure  for  any  distance  or  any  more 
or  less  actinic  light.  For  example,  the  exposure  required  for 
the  same  negative  at  a  distance  of  36  ins.  from  the  same  gas 
burner  is  easily  calculated  by  the  rule  that  the  exposure  alters 
as  the  square  of  the  distance  between  the  light  and  sensitive 
paper.  The  exposure  required  at  18  ins.  8  sees.  /.  is  the  ex- 
posure required  at  36  ins.  will  be  in  the  ratio  of  18^:36^,  or  as 
324 :  1296.  Now  324 :  1296  are  as  i  :  4,  .'.  if  the  exposure  in  the 
first  case  =  8  sees.,  the  exposure  in  the  second  case  =  8x4  =32 
sees.  This  will  explain  the  use  of  the  actinometer,  and  deter- 
mine the  first  factor.     (For  other  actinometers  see  Exposure.) 

(2)  The  Density  of  the  Negative.  It  is  difficult  to  accu- 
rately determine  this,  as  the  actual  deposit  of  silver  does 
not  alone  represent  the  density  of  the  negative.  The  colour 
of  the  deposit,  and  the  presence  or  absence  of  stain  in  the 
film,  will  also  influence  this  factor ;  but  by  using  the  actino- 
meter as  suggested  under  the  first  factor  we  practically 
determine  the  second  factor  also. 

(3)  The  Intensity  Ratio  of  the  Stop.  Most  workers  know 
the  usual  definition  of  this  term,  which  is  the  ratio  the 
aperture  of  the  stop  or  diaphragm  bears  to  the  equivalent 
focus  of  the  lens ;  when  using  a  lens  for  enlarging,  however, 
we  never  use  it  at  its  equivalent  focus,  the  focus  altering 
with  the  degree  of  enlargement.  Therefore  we  have  to  calcu- 
late anew  the  intensity  ratio  of  our  stops  for  the  new  focus. 
Thus,  supposing  we  are  using  an  8^-in.  focus  lens  for  an 
enlargement  of  a  quarter-plate  to  12  by  12,  or,  in  other  words, 
if  we  are  enlarging  four  times,  the  focus  of  our  8J-in.  lens 
becomes  lof  in. ;  therefore  all  the  diaphragms  will  be  pro- 
portionately reduced  in  ratio  diameter.  It  will  always  be  found 
more  convenient  if  diaphragms  of  definite  diameters  are  used. 
Thus  special  diaphragms  of  l-in.  diameter  aperture  or  J-in. 
diameter  aperture  can  be  obtained ;  and  it  is  thus  easy  to  cal- 
culate at  once  the  new  intensity  ratio,  without  troubling  to 
measure  the  diameter  every  time.     (See  Diaphragms.) 

(4)  The  Number  of  Times  of  Enlargement,  or  the  Distance 
between  the  Lens  and  Sensitive  Surface.  It  is  requisite  to  take 
into  account  this  factor,  because,  according  to  the  well-known 
rule,  the  intensity  of  illumination  com.ing  from,  a  point  and 
impinging  on  a  given  surface  is  inversely  as  the  square  of  its 
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distance  from  the  source  of  light,  or,  in  other  words,  the  greater 
the  distance  of  the  sensitive  surface  from  the  lens  the  longer  the 


Fig.  s8. 

exposure.  This  is  very  clearly  seen  from  the  above  diagram. 
Let  L  be  the  source  of  light,  and  if  we  place  the  bromide  paper 
at  I.,  12  ins.  from  the  light,  and  we  find  the  exposure  to  be  45 
seconds,  when  we  place  the  paper  at  11.,  iii.,  iv.,  respectively 
— i.e.,  at  24,  36,  and  48  ins.,  the  exposure  will  not  be  45,  go, 
135,  and  180  seconds,  but  in  the  proportion  of  i,  2^  3",  4^  or 
45,  180,  395,  and  720  seconds  respectively.  The  above  law  is 
not  absolutely  true  for  actual  sources  of  light,  which  necessarily 
have  some  magnitude,  but  the  law  is  a  good  practical  guide 
where  the  source  of  light  is  small. 

(S)  The  Sensitiveness  of  the  Material  on  which  the  Enlarge- 
ment is  made.  This  has  been,  to  a  great  extent,  a  matter  of 
conjecture  hitherto ;  but  Mr.  Alf.  Watkins  publishes  tabular 
statements  from  time  to  time  for  use  with  his  exposure  meter. 

Finding  Exposure  by  trial.  Many  persons  will  find  that, 
owing  to  the  many  factors  involved  in  calculations  for  exposure 
in  the  case  of  enlargements,  it  is  convenient  to  determine  the 
exposure  by  preliminary  trial  on  a  narrow  strip  of  the  paper  to 
be  used.  All  being  adjusted,  a  strip  of  the  paper  is  fixed  in 
such  a  position  that  it  crosses  characteristic  parts  of  the  image, 
and  a  trial  exposure  is  given ;  but  often  several  trial  exposures 
can  be  made  on  the  same  strip  of  paper — the  strip  being  un- 
covered by  stages.  The  first  trial  will  often  give  a  sufficient 
indication  as  to  the  right  exposure,  but  the  trial  method  may  be 
repeated  until  something  like  certainty  is  reached.  Even  when 
an  estimate  or  calculation  has  been  made  it  is  often  worth  while 
to  confirm  by  a  trial  on  a  slip  of  paper. 
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Table  of  Exposures  for  Enlarging. 
By  E.  Ferrero. 


Stanley's 
Actinometer. 

//16 

//2= 

//26 

//3^ 

//40 

//48 

//72 

//lOO 

Seconds. 

min.sec. 

rain.  sec. 

min.sec. 

min.sec. 

min.sec. 

min.sec. 

min. 

sec. 

min.sec. 

10 

0  9 

0  17 

0  23 

0  36 

0  55 

I  20 

3 

0 

5  47 

IS 

0  13 

0  25 

0  34 

0  54 

I  23 

2   0 

4  30 

8  40 

20 

0  18 

0  32 

0  46 

I  12 

I  51 

2  40 

6 

0 

II  34 

25 

0  22 

0  42 

0  57 

I  30 

2  18 

3  20 

7 

30 

14  27 

30 

0  27 

0  49 

I  9 

I  48 

2  46 

4  0 

9 

0 

17  21 

40 

0  36 

I  5 

I  34 

2  24 

3  42 

5  20 

12 

0 

23  8 

so 

0  4S 

I  24 

I  54 

3  0 

4  36 

6  40 

15 

0 

28  54 

60 

0  54 

I  38 

2  18 

336 

5  32 

8  0 

18 

0 

34  42 

70 

I  3 

I  54 

2  42 

4  12 

6  28 

9  20 

21 

0 

40  29 

80 

I  12 

2  10 

3  7 

4  48 

7  24 

10  40 

24 

0 

46  15 

90 

I  21 

2  29 

3  28 

5  24 

8  18 

12  0 

27 

0 

52  0 

100 

I  30 

2  48 

3  48 

6  0 

9  12 

13  20 

30 

0 

5748 

120 

I  48 

3  16 

4  36 

7  12 

II  5 

16  0 

36 

0 

69  24 

140 

2  6 

3  48 

5  23 

8  24 

12  56 

18  40 

42 

0 

81  0 

160 

.2  24 

4  20 

6  14 

9  36 

14  48 

21  20 

48 

0 

92  0 

180 

2  42 

4  58 

6  56 

10  48 

16  36 

24   0 

54 

0 

104  0 

200 

3  0 

5  36 

7  36 

12  0 

18  25 

26  40 

60 

0 

116  0 

225 

3  22 

6  18 

833 

13  30 

20  45 

30  0 

67 

30 

130  0 

250 

3  45 

7  0 

9  30 

IS  0 

23  0 

33  20 

75 

0 

144  0 

27s 

4  7 

7  42 

10  27 

16  30 

25  20 

36  40 

82 

30 

159  0 

300 

4  30 

8  24 

11  24 

18  0 

27  40 

40  0 

90 

0 

174  0 

As  an  illustration  of  the  use  of  the  above  table,  let  it  be  supposed 
that  the  lens  is  stopped  down  to  //32.  The  actinometer  is  placed 
close  to  the  negative,  and  the  time  required  for  the  registration  of 
the  standard  tint  is  noted.  Let  it  be  supposed  that  the  time  is  fifty 
seconds.  The  number  50  must  be  found  in  the  first  column  of  the 
table,  and  by  running  the  eye  along  the  horizontal  row  of  numbers 
until  we  come  to  the  column  headed  //32  it  will  be  found  that  the 
exposure  is  three  minutes. 

The  table  shows  the  exposures  to  be  given  to  Eastman's  and 
Britannia  slow  bromide  papers,  according  to  the  actual  intensity  ratio 
of  the  lens,  and  to  the  actinic  power  of  light  as  measured  by  Stanley's 
actinometer.  Britannia  rapid  bromide  paper  requires  one-fiftieth  of 
the  exposure  indicated,  and  gelatino-bromide  plates  of  ordinary 
rapidity  one-fifteenth  to  one-twentieth. 

Full  directions  for  developing,  clearing,  fixing,  etc.,  will  be 
found  included  under  Bromide  Paper  (?'.«'.). 
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Vignetting,   Printing-in    Clouds,   Reducing,   and   Intensifying 
Prints. 

To  vignette  enlargements  is  not  a  difficult  matter,  and  for 
portraits  the  result  is  sometimes  more  pleasing  than  without 
vignetting.  For  vignetting  it  is  only  requisite  to  take  a  piece  of 
card-board  the  same  size  as  the  enlargement  is  to  be,  and  cut 
in  the  cardboard  an  opening  the  shape  of  the  desired  vignette, 
but  small ;  it  should  not  be  much  larger  than  the  lens  aperture. 
The  size  of  the  vignette  is  determined  by  the  distance  of  the 
vignetting  paper  from  the  sensitive  surface,  as  the  nearer  this  the 
smaller  the  vignette,  and,  vice  versa,  the  nearer  the  lens  the 
larger  the  vignette.  The  edges  of  the  vignetting  opening  in  the 
card  need  riot  be  serrated,  as  the  vignette  is  softened  by  keeping 
the  card  constantly  moving  betvi^een  the  lens  and  sensitive 
surface.  Many  operators,  however,  prefer  to  use  a  vignetting 
shape  with  deeply  serrated  edges  ;  and  this  is  so  adjusted  as  to 
give  a  pleasing  soft  outline  on  the  focussing  easel  or  screen ; 
and  this  method  is  preferred  because  the  moving  vignette  is 
stated  to  be  the  cause  of  blurring  of  the  outlines  from  double 
vibration,  a  charge  we  have  not  found  substantiated.  Enlarge- 
ments of  landscapes  are  always  improved  by  the  addition  of 
clouds  ;  and  if  these  are  non-existent  in  the  negative,  a  separate 
suitable  negative  should  be  used.  There  are  several  methods 
of  inserting  clouds,  which  are  given  below.  One  method  is  to 
make  a  small  transparency  by  contact  printing  from  the  negative 
to  be  enlarged,  and  make  a  transparency  of  the  cloud  negative, 
masking  out  the  landscape.  The  two  will  then  be  bound  film  to 
film,  care  being  taken  that  the  clouds  are  not  reversed  in  lighting, 
and  then  making  an  enlarged  negative  from  this.  Another  method 
is  to  make  a  silver  print  from  the  small  negative,  and  carefully 
cut  out  the  landscape,  and  allow  the  two  pieces  of  the  silver  print 
to  blacken  completely  in  the  sun.  Then  fasten  the  landscape 
print  on  to  the  cloud  negative,  and  the  sky  print  on  to  the 
original  negative,  or  else  paint  out  the  sky  with  some  opaque 
colour.  Having  focussed  and  exposed  the  landscape  negative, 
cap  your  lens  with  a  piece  of  orange  glass,  and  carefully  adjust 
your  cloud  negative  till  it  is  in  exactly  the  same  position  as  the 
first  negative,  and.  the  outline  agrees  with  that  of  the  view,  which 
may  be  marked  at  the  edges  of  the  sensitive  paper ;  then  eiqiose. 
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Another  method  is  to  expose  as  usual  for  the  landscape,  develop, 
and  clear ;  then,  without  fixing,  place  again  on  the  easel,  and 
with  the  yellow  cap  on  the  lens,  focus  the  clouds  from  the  cloud 
negative  and  adjust  till  in  correct  position,  and  then  cover  up  the 
landscape  with  a  mask  cut  from  ruby  paper,  and  expose  for  the 
clouds.  The  exposure  for  clouds  should  be  very  short,  so  as  not 
to  make  them  too  dark  and  prominent ;  practically  about  one- 
fourth  of  the  exposure  required  for  the  view  will  be  correct  for 
the  clouds.  Trees,  church  steeples,  and  other  objects  projecting 
into  the  sky  may  be  practically  disregarded,  as  these  will  print 
over  the  sky  and  give  a  more  realistic  effect.  To  prevent  too 
sharp  a  line  of  demarcation,  the  mask,  or  a  sheet  of  cardboard  cut 
roughly  to  shape,  may  be  gently  moved  up  and  down  near  the  sen- 
sitive surface  to  shade  the  landscape  into  the  sky.  In  enlarging, 
as  in  every  other  photographic  process  where  success  depends 
upon  a  variable  quantity  as  personal  skill,  care,  and  judgment, 
failures  are  unfortunately  too  often  met  with.  We  shall  there- 
fore proceed  to  consider  these  in  the  order  of  the  several 
operations. 

The  enlargement  is  out  of  focus,  especially  at  the  edges.  This 
fault  may  be  due  to  non-coincidence  of  the  plane  of  the  sensitive 
surface  with  that  of  the  focussing  paper  or  ground  glass.  This 
may  be  remedied  by  focussing  as  usual,  then  placing  a  piece  of 
orange  glass  over  the  lens,  fixing  the  sensitive  surface  in  position, 
and  examining  the  focus ;  and,  if  it  appear  sharp,  exposing  and 
examining  the  developed  print.  It  may  also  be  calused  by  the 
sensitive  paper  buckling  or  not  lying  quite  flat,  and  also  by 
using  too  large  an  aperture  of  the  lens.  The  former  may  be 
prevented  by  straining  the  paper  very  tightly,  and  the  latter 
obviously  by  the  insertion  of  a  diaphragm.  It  may  also  be 
caused  by  using  too  large  a  flame  surface  as  illuminant.  Other 
failures  are  treated  of  under  Bromide  Paper  ((J.v!). 

Sensitising  Canvas  for  Enlargements. 

A  writer  in  the  Photographische  Correspondem  gives  the  fol- 
lowing methods  of  sensitising  canvas  for  enlarging  direct.  The 
canvas  must  first  be  well  washed  with  a  solution  composed  of 

Liquid  ammonia -880  10  parts. 

Alcohol  (methylated)  ...      40    ,1 
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A  clean  pad  of  linen  should  be  used  till  the  film  shows  no  sign  of 
greasiness,  and  is  then  allowed  to  dry  thoroughly.  The  follow- 
ing solution  is  then  made  : — 

Gelatine        7  parts. 

This  is  allowed  to  soak  in 

Distilled  water         ...         250  parts 

till  soft,  and  then  dissolved  by  the  aid  of  a  gentle  heat.  In  the 
meantime  take 

Fresh  egg  albumen 50  parts 

and  mix  with 

Distilled  water         125  parts. 

Add 

Potassium  iodide     ...         ...         ,         9  parts. 

Ammonium  bromide  4     1, 

Ammonium  chloride  ...         1-25     „ 

Beat  the  solution  well,  allow  to  stand  for  about  one  hour,  filter 
through  flannel,  and  add  to  it 

Distilled  Water         125  parts 

and  the  solution  of  gelatine  prepared  as  above.  The  solution  is 
flowed  over  the  surface  of  the  canvas,  or,  preferably,  applied  with 
a  Buckle  or  Blanchard  brush,  or  small  piece  of  sponge.  The 
coated  canvas  is  then  allowed  to  dry,  and  several  thus  prepared 
may  be  stored  for  use,  and  sensitised  as  required  by  the  fol- 
lowing solution : — 

Silver  nitrate  20  parts. 

Glacial  acetic  acid 10    „ 

Distilled  water         240    „ 

A  small  quantity  of  this  is  poured  on  to  the  gelatinised  canvas, 
and  evenly  distributed  with  a  Buckle  brush,  and  exposed  while 
still  wet,  allowing  about  seventy-five  seconds  to  elapse  between 
sensitising  and  exposing.  This  is  fairly  sensitive,  about  sixty 
seconds  being  required  for  a  good  light  from  a  clear  sky  with  an 
ordinary  negative.  When  the  exposure  is  complete,  develop 
with 

Gallic  acid 3-5  parts. 

Lead  acetate  -6     „ 

Distilled  water         250    „ 
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Apply  to  the  canvas  in  the  same  manner  and  with  the  same 
brush  as  used  for  the  sensitising  solution.  When  sufficiently 
dense,  rinse,  and  fix  face  downwards  in 

Hyposulphite  of  soda         ...         ...         ...       20  parts. 

Water  ,.         ...     100    „ 

Enlargements  on  Opal  and  Glass. — Enlarged  Negatives. 

Enlarging  on  to  opal  glass  or  dry  plates  presents  no  difficulties 
after  enlarging  upon  paper  has  been  mastered,  greater  care  only 
being  necessary  to  avoid  mistakes  and  failures,  as  the  cost  of 
opals  or  dry  plates  is  considerably  more  than  with  bromide  paper. 
Most  manufacturers  include  with  each  box  of  opals  trial  sheets 
of  bromide  paper,  which  may  be  used  for  test  exposures,  as 
described  previously.  For  enlarging  on  dry  plates  the  slowest 
brand  possible  should  be  obtained,  the  so-called  lantern  plate 
being  the  most  suitable.  All  other  operations  of  developing, 
clearing,  and  fixing,  are  precisely  the  same,  with  one  slight 
exception.  Enlargements  on  paper  are  usually  seen  by  reflected 
light,  whereas  enlargements  on  opal  may  be  examined  by  reflected 
or  transmitted  light,  and  enlargements  on  dry  plates  are  always 
viewed  by  transmitted  light.  For  this  reason  enlargements  on 
opal  and  larger  transparencies  on  dry  plates  must  be  developed 
till  they  look  dense  enough  by  transmitted  light,  and  they  will 
probably  appear  too  dense  in  the  shadows  by  reflected  light ; 
therefore  their  density  must  be  judged  by  holding  them  up  to 
the  dark-room  window  or  lamp,  just  as  with  negatives.  When 
making  large  transparencies  on  dry  plates  by  enlarging,  we  are 
enabled  to  use  both  pyrogallol  and  quinol,  and  obtain  a  warmer 
tone  than  when  they  have  to  be  examined  by  reflected  light. 
When  many  enlarged  prints  all  of  the  same  dimensions  from 
one  negative  are  required,  it  will  often  be  found  advantageous 
to  make  an  enlarged  negative  and  print  by  contact  from  this. 
For  this  purpose  it  is  obvious  that  a  small  positive  must  first 
be  made  by  contact  printing  from  the  original  negative,  and 
then  the  enlarged  negative  from  this  in  the  usual  way.  The  best 
method  of  making  the  small  negative  is  a  matter  of  dispute,  some 
preferring  the  carbon  process,  others  the  ordinary  lantern  or 
gelatino-bromide  or  chloride  plate.  The  latter  plan  will  certainly 
be  found  the  more  convenient  for  amateur  workers.     The  small 
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positive  may  be  made  on  any  lantern  plate  and  developed  with 
any  developer.  Care  should  be  taken  to  make  it  as  perfect  as 
possible,  and  all  small  imperfections,  etc.,  should  be  retouched  or 
spotted  out  on  the  positive.  By  making  a  cloud  positive  on  a 
separate  slide,  and  using  it  as  a  cover  glass  like  a  lantern  slide, 
clouds  may  be  obtained  in  the  enlarged  negative.  The  enlarged 
negative  may,  of  course,  be  developed  with  any  developing  agents ; 
but  in  this,  as  when  developing  the  small  positive,  care  should 
be  taken  to  keep  the  whole  rather  thin,  a  delicate,  full-of-detail 
negative  and  positive,  giving  the  best  results.  The  large  negative 
may  also  obviously  be  made  by  using  a  negative  in  the  first 
instance,  and  obtaining  a  positive  by  enlargement,  and  then 
obtaining  a  negative  from  this  by  contact  printing.  Celluloid 
coated  with  gelatino-bromide  emulsion  may  also  be  obtained 
commercially  ;  and  this  may  be  utilised  either  for  positives,  trans- 
parencies, or  negatives,  the  necessary  treatment  being  precisely 
the  same  as  indicated  above,  for  paper,  opals,  or  plates,  according 
to  the  method  of  viewing  for  which  the  enlargement  is,  required. 

Eosin.  A  generic  name  given  to  various  colouring  matters 
obtained  from  fluorescine,  which  ha'Ve  been  used  in  ortho- 
chromatic  work. 

Equivalence,  Chemical ;  Calculations  and  Data.  No  short 
instruction  or  elaborate  tabulation  of  formulae  or  equivalent 
numbers  can  make  one  who  has  not  a  fundamental  chemical 
training  quite  safe  in  determining  equivalent  quantities,  but 
we  shall  endeavour  to  give  such  general  instructions  as  may 
assist  the  novice ;  also  tabular  matter.  Each  chemical  element 
is  represented  in  the  symbolic  language  of  the  chemist  by  an 
abbreviated  form  of  the  name;  this  abbreviated  form  being  some- 
times the  initial  letter,  or  the  initial  letter  together  with  another 
characteristic  letter  ;  but  in  some  cases  Latinised,  Latin,  or  other 
names  are  thus  abbreviated.  Thus  Ag  stands  for  silver  (argen- 
tum),  K  for  potassium  (kalium),  and  Na  for  sodium  (natrium). 
In  the  following  table,  which  gives  the  elements  as  tabulated  by 
chemists  of  the  present  time,  a  symbol  is  given  against  the  name 
of  each  element,  also  a  number  (commonly  called  the  Atomic 
Weight) ;  these  numbers  indicating  the  proportions  by  weight  in 
which  the  elements  interact  on  each  other.  As  regards  these 
numbers,  which   are   the   basis  of  calculations   as  to  chemical 
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equivalence,  two  facts  must  be  remembered.'  First,  these  num- 
bers are  determined  experimentally,  hence  are  subject  to  error, 
both  of  observation  and  theory,  and  secondly,  it  is  frequently 
multiples  of  these  numbers  that  represent  equivalence.  Thus 
the  amount  of  silver  which  is  equivalent  in  a  reaction  to  65  of 
zinc  is  not  108,  but  twice  108  or  216.  Except  in  the  case  of 
chlorine,  a  whole  number  is  given  as  the  atomic  weight,  although 
in  some  instances  a  fractional  number  might  perhaps  carry  with 
it  a  somewhat  greater  probability  of  approximation  to  the  actual 
truth.  Take  silver  for  instance ;  107-66  may  perhaps  be  a  little 
nearer  the  actual  truth  than  108,  but  as  many  careful  determina- 
tions have  been  made,  and  have  given  numbers  between  these 
limits,  one  has  to  choose  somewhere,  and  for  all  ordinary 
calculations  the  whole  numbers  are  usually  taken,  except  in  the 
case  of  chlorine. 


Table  of  the  more  Important  Elements  and  their 

Atomic  Weights. 

Name. 

Symbol. 

Atomic  weight 

Aluminium 

..     Al 

...     27 

Antimony 

..     Sb  (Stibium). 

...    120 

Argott       

..     Ar        ... 

.      -     39  (?) 

Arsenic     

..     As       ... 

...     75 

Barium     

..     Ba       ... 

...   137 

Beryllium 

..     Be       ... 

9 

Bismuth 

..     Bi 

...   208 

Boron        

..     B 

II 

Bromine 

..     Br        ... 

...     80 

Cadmium 

..     Cd      ... 

...    112 

Caesium 

..     Cs       ... 

...    132 

Calcium 

..     Ca       ... 

...     40 

Carbon     

..     C 

12 

Cerium     

..     Ce       ... 

...   140 

Chlorine  ... 

..     CI        ... 

-      35-S 

Chromium 

..     Cr       ... 

...      52 

Cobalt      

..     Co     

...      59 

Copper     

..     Cu  (Cuprum) 

...      63 

Erbium     

..     Er        ... 

...     166 

Fluorine 

..     F 

...      19 

Gadolinium 

..     Gd       ... 

.        ...     156 

Gallium 

..     Ga       ... 

...      70 
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Name. 

Germanium 

Glucinum  (see  Beryllium) 

Gold         

Helium 

Hydrogen  

Indium     

Iodine       ...         

Iridium     

Iron  

Lanthanum 

Lead         ...         

Lithium    ...         

Magnesium  

Manganese  

Mercury   ...         

Molybdenum 
Neodymium 

Nickel       

Niobium 

Nitrogen 

Osmium 

Oxygen 

Palladium  

Phosphorus         

Platinum 

Potassium  

Prasodymium      

Rhodium 

Rubidium 

Ruthenium  

Samarium  

Scandium 

Selenium...         

Silicon 

Silver       

Sodium    ... 
Strontium 

Sulphur 

Tantalum  


Symbol. 

Atomic  weight. 

Ge       

...        72 

Au  (Aurum)  ... 

...      197 

He       

...        4(?) 

H         

I 

In        

...     114 

I          

...     127 

Ir         

...     193 

Fe(Ferrum)  ... 

...      56 

La        

...     138 

Pb  (Plumbum) 

...    207 

Li        

7 

Mg      

...      24 

Mn      

...      55 

Hg  (Hydrargyrum) 

...    200 

Mo      

...      96 

Nd       

...     141 

Ni        

...      59 

Nb       

...      94 

N         

...       14 

Os'      

...     191 

O         

...       16 

Pd       

...     106 

P         

...      31 

Pt        

...     194 

K  (Kalium)    ... 

...      39 

Prd      

...     143 

,     Rh       

...     103 

,     Rb       

...      85 

Ru       

...     102 

.     Sa       

...     150 

,     Sc        

...      44 

,     Se        

...      79 

.     Si        

...      28 

.     Ag  (Argentum) 

...     108 

.     Na  (Natrium) 

...      23 

.     Sr        

...      87 

.     S         

...      32 

.     Ta       

...     182 
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Name. 

Symbol. 

Atomic  weight. 

Tellurium 

...     Te       

...   125 

Terbium 

...     Tb       

...   162 

Thallium 

...     Tl        

...  204 

Thorium 

...     Th       

...  232 

Tin            

...     Sn  (Stannum)     . 

...   119 

Titanium 

...     Ti        

...    48 

Tungsten 

...     W  (Wolfram) 

...   184 

Uranium 

...     U         

...   240 

Vanadium 

...     V         

...     51 

Ytterbium 

...     Yb       

.••   173 

Yttrium     

...     Y         

...    89 

Zinc          

...     Zn       

...    65 

Zirconium 

...     Zr        

...    90 

When  two  symbols  are  written  side  by  side  without  any  inter- 
vening sign,  it  is  implied  that  the  elements  represented  are  in 
combination.  Thus,  AgCl  indicates  that  silver  and  chlorine  are 
combined  together  to  form  silver  chlorz^ife  (-ide  being  the  recog- 
nised termination  for  a  compound  of  two  elements) ;  indeed,  to 
the  chemical  expert  very  much  more  is  indicated,  the  most  im- 
portant thing  being  that  108  parts  by  weight  of  silver  are  united  < 
with  35 '5  parts  by  weight  of  chlorine. 

Most  chemical  reactions  connected  with  photographic  practice 
are  sufficiently  understood  for  chemists  to  be  able  to  represent 
them  by  such  symbolic  representation  as  show  the  quantities  of 
materials  concerned  in  the  reactions,  and  it  is  from  this  point  of 
view  that  the  table  of  atomic  weights  is  of  special  value.  Limit 
of  space  does  not  allow  us  to  give  all  the  various  rules  and 
usages  of  the  symbolic  language  by  which  chemists  represent  the 
quantities  taking  part  in  reactions,  but  an  example  will  teach  a 
good  deal. 

When  a  solution  of  potassium  bromide  (KBr)  is  mixed  with  a 
solution  of  nitrate  of  silver  (AgNO,),  the  silver  and  the  potas- 
sium change  places,  forming  silver  bromide  (AgBr) — which, 
being  insoluble,  is  precipitated — and  potassium  nitrate  (KNO^), 
which  remains  in  solution. 

KBr  +  AgNOj  =-  AgBr  -f-  KNO3. 

If  we  wish  to  bring  about  this  reaction  without  loss  or  interfer- 

281 


Equivalence,  Chemical 

ence  by  reason  of  excess  of  either  substance,  we  can  take  the 
quantities  indicated  by  the  equation,  these  being  as  follows : — 

K  Br  +  Ag  N  O,  =  Ag  Br  +  K  NtO,. 
39  80       108  14  16       108  80       39  14  16 

-1  -1 

48  48 

1 19  170  188  i&l 

Although  tabular  matter  and  lists  of  chemical  formulae  may 
mislead  one  unversed  in  chemical  matters,  and  will  be  quite 
superfluous  to  one  skilled  in  chemistry,  certain  tables  are  sub- 
joined, the  first  being  a  table  of  Dr.  Eder's,  which  will  be  of 
service  to  emulsion  makers,  as  it  shows  in  plain  figures  the 
actual  weight  of  various  salts  required  to  react  with  170  parts  by 
weight  of  silver  nitrate.  It  will  be  noticed  that  the  fractional 
parts  involve  a  slight  departure  from  the  figures  which  would  be 
obtained  from  our  table  of  atomic  weights,  a  matter  sufficiently 
explained  by  our  previous  remarks.  As  a  guide  to  practice,  even 
this  very  clear  and  explicit  table  requires  special  knowledge,  for 
many  reasons.  In  the  first  place,  it  is  usual  in  making  emulsions 
to  employ  a  great  excess  of  the  compound  required  to  decompose 
the  silver  nitrate,  and  the  question  of  water  of  crystallisation, 
shown  in  the  formulae  as  H^O  (=  18),  2H2O  (=  36),  4H2O  (=  72), 
etc.,  steps  in  as  a  disturbing  factor  very  often,  the  salts  having 
lost  water  or  gained  water  from  the  atmosphere.  (See  Efflo- 
rescence ;  also  Deliquescence. 

Db.  Eder's  table  of  equivalents  of  Haloid  Salts  which 
are  required  to  decompose  i70  parts  of  silver 
Nitrate. 


58'5  Sodium  chloride    ... 

74-6  Potassium  chloride 

53'5  Ammonium  chloride 

55'5  Calcium  chloride   ... 

I09"5  Crystal  calcium  chloride  ... 

I33'2  Strontium  chloride 

79'2  Anhydrous  strontium  chloride 

42'5  Lithium  chloride    ... 

I0I-5  Magnesium  chloride 

47-5  Anhydrous  magnesium  chloride 
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..  (NaCl). 
..  (KCl). 
..  (NH,C1). 
..  (CaCy. 
..  (CaClgeHjO). 

..  (SrCijenp). 

..  (SrCy. 

..  (LiCl). 

..  (MgCl^eHjO). 

..  (Mgcy. 
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68"0    Zinc  chloride 
1 19.0    Cobalt  chloride 

85-25  Crystal  cupric  chloride 
iig-l    Potassium  bromide 
139'0    Sodium  bromide    ... 
I03'0    Anhydrous  sodium  bromide 
I77'4    Strontium  bromide 

gS'O    Ammonium  bromide 
IIZ'S    Zinc  bromide 
172-0    Cadmium  bromide 
136-0    Anhydrous  cadmium 
126-33  Cadmium  and  ammonium  bromide 
1 66- 1    Potassium  iodide  ... 
i860-    Sodium  iodide  (cryst.) 
187-^4  Lithium  iodide       .,. 
145-0    Ammonium  iodide 
.159-5    Zinc  iodide 
182-5    Cadmium  iodide     ... 


(ZnCIj). 
(CoCljSUfi). 

(KBr). 

(NaBr2HjO). 

(NaBr). 

(SrBrj6Hi,0). 

(NH^Br). 

(ZnBrj). 

(CdBr24H,0). 

(CdBrj). 

(2NH,Br,zCdBrH20) 

(KI). 

(NalzHjO). 

(Lil3H,0). 

rNH.I). 

(Znl,). 

(Cdl,). 


Calculations. 
With  a  view  of  simplifying  the  calculations  involved  in  emul- 
sion making,  Mr.  William  Ackland  has  worked  out  and  published 
some  useful  tables,  which  will  assist  even  those  who  are  able 
to  perform  the  calculations  in  the  recognised  style. 


Mr. 

Ackland's  Table. 

No.  I. 

Weight 

Weight 

Weight 

Weight 

Weight 

of 

of 

of  silver 

oisoluble 

of  silver 

AgNOa 

soluble 

haloid 

haloid 

haloid 

Equiva- 

required 

haloid 

pro- 

-required 

ouced 

lent 

to  con- 

required 

duced 

to  pro- 

weights. 

vert  one 

to  con- 

by one 

duce  one 

from 

grain  of 

vert  one 

grain  of 

grain  of 

one 

soluble 

grain 

soluble 

silver 

grain 

haloid. 

AgNOj. 

haloid. 

haloid. 

AgNOj. 

Ammonium  bromide    ... 

98 

1-734 

•576 

1-918 

■521 

Potassium         „ 

iig-i 

1-427 

-700 

1-578 

-633 

Sodium              „ 

103 

1-650 

■606 

1-825 

•548 

.         , 

Cadmium           „      com. 

172 

■988 

I -012 

1-093 

•91S 

»                  I.      anh. 

136 

1-25 

-800 

I -.382 

■723 

Zinc 

JT2-I 

I -509 

-663 

1-670 

•600 

- 

Ammonium  chloride    ... 

S3'5 

3'I77 

-315 

2-682 

•373 

}      -844 

Sodium              „ 

58-5 

2-go6 

•344 

2-4S3 

•408 

Ammonium  iodide 

J4S 

1-172 

•853 

1-620 

■617 

) 

Potassium         „ 

166- 1 

1-023 

•977 

1-41S 

•707 

■    1-382 

Sodium             „ 

ISO 

1-133 

-882 

1-566 

-638 

Cadmium          ,, 

183 

•929 

1-076 

1-284 

-77S 
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The  principal  bromides,  chlorides,  and  iodides,  which  are  likely 
to  be  used  in  emulsions  of  either  gelatine  or  coUodiorij  have  been 
included  in  these  tables.  Table  No.  I  presents  to  the  reader, 
without  any  mystification  which  may  be  involved  in  equivalents, 
the  actual  weights  of  haloid  or  silver,  as  the  case  may  be,  required 
to  convert  or  combine  with  one  grain  of  the  other.  In  order  to 
test  the  utility  of  this  table,  let  us  suppose  that  it  is  desired  to  make 
(say)  lo  ozs.  of  emulsion  by  a  new  formula,  which,  for  the  sake  of 
showing  the  working  of  the  table,  we  will  write  down  as  follows : — 
Bromide  of  potassium  1 50  grains.  Chloride  of  ammonium  10  grains. 
Iodide  of  potassium        10     „  Gelatine      200 

Now,  we  want  to  know  how  much  silver  nitrate  should  be  em- 
ployed in  sensitising  this  mixture.  For  this  purpose  we  use  the 
first  column,  in  which  we  find  against  each  haloid  the  exact 
quantity  of  silver  nitrate  required  to  fully  decompose  one  grain. 
Taking,  then,  the  figures  we  find  in  column  No.  I  against  the 
three  salts  in  the  above  formula,  and  multiplying  them  by  the 
number  of  grains  of  each  used,  we  have  the  following  sum  : — 

Potassium  bromide        150  X  l'427  =»  214      1       Weight 
„  iodide  10  X  l"023  =    I0'23  y  silver  nitrate 

Chloride  of  ammonium    10  X  3'I77  —    3I'77/       required; 

or  the  total  quantity  of  silver  nitrate  required  for  full  conversion, 
256  grains. 

General  Table  of  Formula  :  Chemicals  in  frequent  use.  In 
giving  the  following  table  of  formulae  and  molecular  weights, 
all  previously  stated  about  the  insufficiency  of  concise  inforiha- 
tion,  or  even  its  misleading  nature,  must  be  emphasised.  As 
examples,  we  may  refer  to  the  formula  given  for  boracic  or  boric 
acid  ;  the  acid  in  this  particular  form  and  molecular  value  being 
rather  a  chemical  abstraction — useful  to  be  remembered  by  the 
student — than  to  be  definitely  weighed  out ;  and  the  same  remark 
replies  to  sulphurous  acid.  Again  the  inexperienced  manipulator 
would  have  small  or  no  chance  of  weighing  out  carbonate  of 
potassium  so  as  exactly  to  correspond  to  what  he  might  gather 
from  the  formula  KjCOj ;  and  alum  might  quite  as  reasonably 
have  been  represented  by  half  the  value  assigned  to  it  in  our 
table.  Again,  in  the  case  of  ammonium  carbonate,  it  was  im- 
possible to  give  any  formula  corresponding  with  a  commercial 
product.    For  the  understanding  of  the  table,  it  is  necessary  to 
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point  out  that  a  large  figure  before  a  group  multiplies  all  after 
until  one  comes  to  a  stop  or  sign,  and  a  small  figure  following 
anything  within  brackets  multiplies  all  within  the  brackets. 
Thus  3H2O  and  (R^OX  signify  the  same. 


Formula. 

Molecular 
Weight. 

Acid,  Acetic 

HC2H3O2 

60 

„     Boracic  or  Boric 

H3BO3 

62 

„     Carbolic 

HCsHsO 

94 

„     Citric      

HjCeHjO,,  H^O 

210 

,,     Formic 

HCHOj 

46 

„     Gallic     

HCyHjOs 

170 

„     Hydrobromic 

HBr 

81 

„     Hydrochloric 

HCl 

36-5 

„     Nitric     

HNO3 

63 

,,     Oxalic 

Hfifi,,  2H2O 

126 

,,     Pyrogallic          

H3CJH3O3 

126 

,,     Salicylic 

HC^HjOa 

'3f 

„     Sulphuric 

H2SO4 

f 

,,     Sulphurous        

H,S03 

82 

,,     Tannic 

HjCj^HijO,). 

618 

„     Tartaric 

H,C,HA 

150 

Alcohol 

QH5HO 

46 

„       Methyl           

CH3HO 

32 

Alum 

Als,(SO,)3,  K3SO,24H20 

948 

,,      Chrome 

CrjCSOJsKjSO^,  24H2O 

999 

Ammonia         

NH3 

17 

Ammonium  Bichromate 

(NH,)2Cr20, 

^53 

,,          Bromide 

NH.Br 

98 

,,          Carbonate(normal) 

(NHi),C03 

96 

„          Chloride 

NH.Cl 

53-S 

Iodide      

NH,I 

MS 

Nitrate 

NH^NOa 

80 

Oxalate 

(NH,)2CA 

124 

„           Hydrosulphate   ... 

NH,HS 

SI 

, ,          Sulphocyanide    . . . 

NHjCNS 

76 

Barium  Bromide          

BaBra 

297 

„       Chloride         

BaClj,  2H2O 

244 

,,       Iodide 

Balj 

391 

„       Nitrate            

BaCNOa), 

261 

Cadmium  Bromide     

CdBrj4H.O 

344 

„        Chloride     

CdClj 

183 

,,        Iodide        

CdXa 

366 

Calcium  Bromide        

CaBr24H20 

272 

„       Carbonate     ... 

CaCOs 

100 

„       Chloride       

CaCl, 

III 

„       Iodide           

Calj 

294 

Copper  Acetate           

Cu(C,H302)2H,0 
286 

199 
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Formula. 

Molecular 
Weight. 

Copper  Bromide         

CuBr^ 

223 

„      Chloride         

CuCljHjO 

171 

„      Sulphate         

CuSO^sHgO 

249 

Glycerine         

C3H5(HO)3 

92 

Gold  Perchloride        

AuCl, 

3025 

Hydroquinone 

CeH.aHO 

IIO 

Hydroxylamine  Chloride 

NH3OHCI 

69-5 

Iron  Chloride  (ferrous) 

FeClj 

127 

„         „        (ferric)  

Fe,Cle 

32s 

„    Citrate     

Fe3(CeH50;), 

598 

„    Iodide      

Felj 

310 

„    Nitrate 

Fe(N03)26H20 

288 

„    Oxalate  (ferrous) 

FeC.O, 

144 

„      (ferric)  

Fe2(C20,)3 

376 

„    Sulphate  (ferrous) 

FeSOj,  7H2O 

278 

(ferric) 

Fej(SO,)3 

400 

„    Ammonia  Sulphate 

FeSO^,  (NH4)2S0^6H20 

392 

Lead  Acetate 

Pb(QH308)23H20 

379 

,,    Iodide     

Pbl2 

460 

„    Nitrate 

Pb(N03), 

331 

„    Oxide      

PbO 

223 

Lithium  Bromid  e        

LiBr 

87 

„       Chloride        

LiCl 

42-5 

,,        Iodide           

Lil 

134 

Magnesium  Bromide  ... 

MgBr 

184 

„           Chloride 

MgCl, 

95 

,,          Iodide      

Mglj 

•  278 

,,           Sulphate 

MgSOjyHjO 

246 

Mercury    Chloride   (mercuric) 

HgCl, 

271 

„              ,,        (mercurous) 

HgCl 

235"S 

,,        Cyanide        

HgCy, 

252 

,,        Iodide  (mercuric)    ... 

Hgl2 

454 

„           „      (mercurous)... 

Hgl 

327 

Platinum  Chloride      

PtCl, 

339 

Potassium  Bicarbonate 

KHCO3 

ICO 

,,         Bichromate 

KjCrjO, 

294 

,,         Bromide     

KBr 

.119 

,,         Carbonate 

K2CO3 

138 

Potassium  Chlorate    

k;cio3 

I22'5 

„          Chloride 

KCl 

74-5 

, ,         Chloro-platinite    . . . 

PtCl2(KCl)j 

414 

,,         Citrate       

KjCeHjOyHaO 

324-3 

„          Cyanide     

KCN 

65 

„          Ferricyanide 

,  K6Fe.,C,2Ni3 

658 

„         Ferrocyanide 

K^FeCeNeSHjO 

422 

Hydrate     

KHO 

56 

,,          Iodide        

KI 

166 

287 
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Formula. 

Molecular 
Weight. 

Potassium  Nitrate      

KNO, 

lOI 

,,         Permanganate 

K,MA 

316 

,,         Sulphocyanide 

KCNS 

97 

Silver  Acetate            

AgC^HjO, 

167 

,,     Bromide           

AgBr 

188 

,,     Carbonate        

AgjCOa 

276 

„      Chloride           

AgCI 

143-5 

„      Citrate 

AgjCeHjO, 

513 

„      Fluoride           

AgFl 

127 

,,      Iodide 

Agl 

23s 

„      Nitrate 

AgNOj 

170 

„      Nitrite 

AgNOs 

154 

„      Oxalate             

AgjCjO, 

304 

„  ,   Oxide 

AgjO 

232 

,,      Sulphide           

A&S 

248 

Sodium  Acetate          

NaCjHaOj,  6HaO 

190 

„       Biborate  (Borax) 

Na,B.O,ioH,0 

382 

,,       Bromide        

NaBr 

103 

„       Bicarbonate 

NaHCOj 

84 

„       Carbonate     

NajCOjioHjO 

286 

Chloride        

NaCl 

58-5 

Citrate            

NajCsHA 

258 

Hydrate         

NaHO 

40 

„       Hyposulphite 

NajSASHjO 

248 

„       Iodide             

Nal 

ISO 

,,       Nitrate           

NaNO, 

85 

„       Sulphate        

Na-SO-ioHjO 

322 

„       Sulphite         

Na,S037H,0  • 

252 

Strontium  Bromide     

SrBrjeHjO 

355-5 

„         Chloride    

SrCl,6H,0 

266-5 

,,        Nitrate       

Sr(N03)j 

2II'5 

Tin  Chloride  (Stannic) 

SnCU 

260 

,,         „        (Stannous) 

SnCljaHjO 

22s 

Uranium  Bromide       

UBr.SHp 

704 

„        Nitrate          

U02(N03)26HaO 

504 

„       Sulphate      

UOj(SO,)3H20 

422 

Zinc  Bromide 

ZnBrj 

225. 

„    Chloride 

ZnClj 

136 

„    Iodide      

Znlj 

319 

„    Nitrate 

Zn(N03)j6HjO 

189 

„    Sulphate 

ZnSO,,  7H3O 

287 

As  bearing  on  calculations  relating  to  chemical  equivalence 
reference  may  be  made  to  the  following  articles : — Calculations 
AND  Constants,  Hydrometer,  Thermometer,  also  Weighing 
AND  Measuring. 
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Equivalent  Focus.    See  Focus. 

Equivalent  Terms.    See  Synonymes. 

Erythrosine.  CjoHgl^OjKj.  Synonym:  Potassium  Salt  of 
Tetraiodofluorescine.  This  is  a  derivation  of  fluorescine,  and 
closely  allied  to  Eosine  {q.v.).  It  is  used  in  orthochromatic 
photography. 

Etching,  Photographic.    See  Photogravure,  Fish  Glue 
Process,  Daguerreotype  (etching  of),  Zincography,  Asphalt 
'   Process,  and  Chemigraphy. 

Ether.  CjHioO  =  74.  Sometimes  called  Sulphuric  Ether,  as 
a  survival  of  an  old  and  mistaken  view  of  its  nature.  A  volatile, 
inflammable,  colourless  liquid,  prepared  from  alcohol  by  distilla- 
tion with  sulphuric  acid,  and  subsequent  purification.  It  has  a 
peculiar,  strong,  sweet  odour,  and  a  hot,  burning  taste,  evaporates 
quickly  on  exposure  to  the  air,  and  when  applied  to  the  skin 
leaving  a  feeling  of  considerable  coldness.  It  boils  at  95°  F., 
and  gives  off  at  ordinary  temperatures  a  heavy,  inflammable 
vapour.  Water  takes  up  about  one-tenth  of  its  volume  of  ether, 
and.  vice  versd ;  a  much  greater  miscibility  with  water  proves  the 
presence  of  alcohol,  often  present  in  commercial  samples,  as 
ether  mixes  in  all  proportions  with  alcohol.  Specific  gravity 
of  good  commercial  ether  should  be  about  735.  It  is  a  solvent 
of  all  fixed  and  essential  oils,  iodine,  bromine,  and  sparingly  of 
sulphur  and  phosphorus.  It  dissolves  most  resins  and  balsams, 
also  india-rubber  and  caoutchouc.  Good  commercial  ether 
contains  about  8  per  cent,  of  alcohol. 

Pure  or  Absolute  Ether  \s  prepared  from  commercial  by  shaking 
it  with  half  its  weight  of  distilled  water,  which  dissolves  any 
alcohol,  and  decanting  the  supernatant  ether  and  distilling  it 
with  chloride  of  calcium,  which  extracts  the  small  amount  of 
water  absorbed  by  the  ether. 

Methylated  Ether  is  prepared  precisely  as  above,  but  from 
methylated  spirit.  It  is,  if  carefully  purified,  almost  as  satis- 
factory for  the  preparation  of  collodion  as  that  from  rectified  spirit. 
One  test  as  to  whether  a  sample  be  suitable  for  preparing 
collodion  is  to  put  one  drop  of  tincture  of  iodine  into  an  ounce 
of  methylated  ether,  and  expose  to  daylight.  If  the  colour  is 
discharged   after   a  few  hours,  the  sample  should  be  rejected. 
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Ether,  whether  prepared  from  rectified  or  methylated  spirit,  is 
liable  to  become  ozonised,  and  acid,  by  exposure  to  light,  in  which 
condition  it  is  unfit  for  the  preparation  of  collodion.  This  state 
can  be  tested  for  by  agitating  it  with  an  alcoholic  solution  of 
iodide  of  potassium.  When  ozonised,  as  it  is  called,  the  iodine  is 
liberated,  and  the  solution  is  coloured  the  characteristic  yellow 
colour  of  free  iodine.  The  active  agent  in  this  case  appears  not 
to  be  ozone,  but  peroxide  of  hydrogen. 

Euryscope,  One  of  the  many  names  applied  to  the  rectilinear 
or  symmetrical  doublet.     (See  Lens.) 

Exposure.  Placing  any  sensitive  surface  under  the  action  of 
light,  either  in  the  camera  or  in  a  printing  frame.  Of  the  latter 
but  little  need  be  said,  as  the  result  is,  in  the  case  of  ordinary 
paper,  visible ;  and  in  the  case  of  bromide  papers  for  develop- 
ment, instructions  will  be  found  under  the  heading  Bromide 
Paper.  Of  camera  exposures  little  can  be  said  here,  yet  whole 
volumes  might  be  written  without  affording  much  material  aid. 
We  may  well  divide  the  factors  which  influence  the  duration  of 
exposure  into  five  distinct  sections :  (i)  Light,  (2)  Plate,  (3) 
Subject,  (4)  Diaphragm,  (5)  Distance. 

(i)  Light.  In  estimating  the  quality  of  the  light  which  falls 
upon  the  subject,  we  have  several  points  to  take  into  considera- 
tion. It  has  been  and  still  is  the  accredited  custom  of  many 
operators  to  judge  of  the  quality  of  the  light  by  the  image  as 
seen  on  the  focussing  screen  ;  that  is  to  say,  many  operators 
still  employ  the  method  of  calculating  exposure  by  means  of  the 
optical  brightness  of  the  light,  and  not  by  the  chemical  bright- 
ness— two  totally  distinct  properties  of  light,  between  which 
there  is  not,  unfortunately,  any  fixed  ratio  or  connection.  Other 
important  factors  in  determining  the  quality  of  the  light  are, 
climatic  or  meteorological  circumstances,  the  latitude  of  the 
place,  and  the  height  of  the  object  above  the  level  of  the  sea, 
this  last  only  being  taken  into  account  when  on  mountains,  etc. 
It  will  be  almost  impossible  to  here  give  full  and  complete 
information,  but  as  far  as  possible  within  reasonable  limits  this 
shall  be  done.  Dr.  Holetschek,  of  Vienna,  has  reckoned  for  Vienna 
and  all  places  of  that  latitude  the  chemical  light  intensity  of 
sunlight  and  that  of  a  blue  sky,  these  results  being  embodied  in 
the  following  tables  : — 
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Holetschek's  Tables  calculated  for  Vienna  latitude. 
Chemical  Intensity  of  the  Light  from  a  Blue  Sky. 


Noon. 

iia.m. 

loa.m. 

9  a.m. 

8  a.m. 

7  a.m. 

6  a.m. 

5  a.m. 

4  a.m. 

Jan.  2ist    ... 
Feb.  2oth  ... 

26'S3 

2S'S3 

22-30 

16-42 

7'4i 

32-22 

31 '43 

28-93 

24-14 

16-31 

S-13 

March  soth . 

36'23 

35-77 

34-10 

30-65 

24-64 

15-32 

2-78 

April  3i5t ... 
May  22nd  ... 

38-07 

37-90 

37-13 

35'i2 

30-99 

24-14 

14-18 

1-64 

38-30 

38-29 

38-02 

36-8, 

.33-98 

28-66 

20*62 

10-23 

June  2ist  ... 
July  aist  ... 

38-27 

38-30 

38-18 

37-27 

34'77 

30-06 

22-75 

13 '14 

2-07 

38-30 

38-29 

38-02 

36-85 

33'98 

28-66 

30-62 

10-23 

Aug.  2ISt  ... 

38-07 

37-90 

37-13 

35'i2 

30-99 

24-14 

14-18 

1-64 

Sept.  23rd... 

36-23 

35-77 

34-10 

30-65 

24-64 

15'32 

2-78 

Oct.  2ist    ... 

32-22 

31-43 

=8-93 

24-14 

16-31 

5'i3 

... 

Nov.  2ist  ... 

26-53 

25-53 

22-30 

16-42 

7-41 

Dec,  21st   ... 

22-63 

22-57 

19-14 

12-90 

3-48 

... 

... 

Noon. 

I  p.m. 

2  p.m. 

3  p.m. 

4  p.m. 

5  p.m. 

6  p.m. 

7  p.m. 

8  p.m. 

Chemical  Intensity  of  Direct  Sunlight. 


Noon. 

II  a.m. 

10a.m. 

9  a.m. 

8  a.m. 

7  a.m. 

6  a.m. 

5  a.m. 

Jan.  2ist  ...    . 
Feb.  20th  ...    . 

13'27 

10-97. 

5-44 

0-80 

33'54 

29-81 

20-09 

8-27 

0-76 

... 

March  aoth 

62-25 

57-64 

44-45 

.  26-44 

9-18 

0-47 

April  2ist...    . 
May  22nd...    . 

93-29 

88-17 

73"5I 

51-96 

27-87 

8-27 

0-2S 

... 

III-77 

106-65 

91-85 

69-52 

43-65 

19-24 

l'5? 

O'Ol 

,  una  22nd 
uly2ist  ...    . 

117-44 

112-30 

97-77 

75-62 

49-26 

24-11 

6-o6 

o-ia 

iTi-77 

106-65 

91*85 

69-52 

43-65 

19-24 

3-50 

o-oi 

Aug.  2ist ...    . 

93-29 

88-17 

73'Sl 

51-96 

27-87 

8-37 

0-35 

Sept.  23rd 

63-25 

57-64 

44-45 

26-44 

9-18 

0-47 

... 

Oct.  2ist  ...    . 

33-54 

29-81 

20-og 

8-27 

0-76 

Nov.  2ist ...    . 

13 '27 

10-97 

5-44 

o-8o 

... 

Dec.  2ist  ...    . 

7-40 

5-81 

2-24 

o-io 

Noon. 

I  p.m. 

2  p.m. 

3P-m. 

4p.iai. 

5  p.m. 

6  p.m. 

7  p.m. 

Combined  Power 

of  Blue  Sky 

and  Sunlight. 

Noon. '11  a.  m. 

1 

loa.m. 

9  a.m. 

8  a.m. 

7  a.m. 

6  a.m. 

5  a.m. 

4  a.m. 

Jan.  3ist    ... 
Feb.  20th  ... 

39-80 

36-50 

27-74 

17-22 

7-41 

6,-76 

61-24 

49-02 

32-41 

17-07 

5-13 

March  20th . 

Q8-4S 

93-41 

78-55 

57-09 

33-82 

15-79 

2-78- 

April  2ist ... 
May  22nd  ... 

131-36 

126-07 

110-64 

87-08 

56-86 

32-41 

14-43 

1-64 

150-00 

144-94 

129-87 

106-37 

77-63 

47-90 

24-03 

19-23 

,  une  21st  ... 
"  uly  2ist   ... 

155-70 

150-66 

135-94 

112-89 

84-03 

54-17 

28-21 

13-36 

2-07 

150-07 

144-94 

129-87 

106-37 

77-63 

47-90 

24-12 

10-23 

Aug.  2ist  ... 

131-36 

126-07 

110-64 

87-08 

56-86 

32-41 

14-43 

1-64 

Sept.  23rd... 

08-48 

93-41 

78-55 

57-09 

33-82 

15-79 

2-78 

Oct.  2ISt    ... 

65-76 

61-24 

49-02 

32-41 

17-07 

s-13 

Nov.  3ISt  ... 

39-80 

36-50 

37-74 

17-22 

7-41 

... 

... 

Dec.  2ist  ... 

31-03 

28-38 

21-38 

13-00 

3-48 

... 

Noon. 

1  p.m. 

3  p.m. 

3  p.m. 

4  p.m. 

5  p.m. 

6  p.m. 

7  p.m. 

8  p.m. 
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The  following  table  by  Dr.  Spitaler  may  he  regarded  as  sup- 
plementary to  the  foregoing,  as  it  will  enable  Dr.  Holetschek's 
results  to  be  applied  with  sufficient  accuracy  to  other  degrees 
of  latitude : — 

Spitaleys  Table  of  the  Chemical  Intensity  of  the  Light 
for  every  ten  degrees  of  latitude,  for  the  northern  hemisphere, 
and  the  middle  of  each  month.  This  may  be  used  for  the 
southern  hemisphere  by  altering  the  time  of  year ;  thus,  January 
in  the  place  of  July,  etc. 


Latitude. 

o° 

10° 

20° 

30° 

40° 

so" 

60° 

70° 

80° 

90° 

January    ...    

February 

March       

April 

May    

June 

J"iy  ■• 

August     ;. 

September      

October     

November       

December 

408 

437 
4SI 

ali 

%\ 
418 
444 
441 
415 
397 

332 
38s 
433 

451 
442 
430 
432 
446 
438 
399 
348 
319 

250 
31S 
391 
445 
465 
467 
465 
451 
408 
338 
266 
231 

161 
232 
329 
414 
464 
481 
471 
431 
356 
261 
178 
142 

80 
146 
251 
361 

452 
388 
286 
176 
96 
64 

22 

68 

i66 

288 

388 

«? 
408 

323 
204 
94 
32 
14 

i 
203 
315 
367 
340 
242 

30 

2 

23 

"3 
212 
280 
222 

150 
45 
■  2 

31 
19s 
313 
250 

69 
5 

203 
324 
259 
72 

Mean  of  the  Year     ... 

416 

405 

374 

327 

267 

203 

146 

87 

72 

74 

The  variation  of  light  during  the  day  is  a  very  important 
matter,  and  practice  seems  to  have  proved  that  the  most 
intense  light  is  on  a  cloudless  sunny  day  about  11  to  12  in  the 
morning ;  after  noon  the  intensity  sinks,  because  the  heat  of  the 
sun  has  filled  the  air  with  aqueous  vapour  and  the  sun  itself  has 
begun  to  sink,  and  therefore  its  light,  passing  through  a  greater 
and  ever-increasing  thickness  of  atmosphere,  loses  in  a  marked 
manner  its  chemical  activity,  which  resides,  as  we  have  already 
seeUf  in  the  blue  and  violet  rays,  which  are  more  quickly,  and  in 
greater  proportion,  absorbed  than  the  less  refrangible  rays. 
Professor  Langley  (Washington,  1884)  has  given  the  following 
results  of  the  experiments  carried  out  by  him,  as  to  the  absorption 
of  the  different  rays  of  the  spectrum. 


Ultra  violet  rays 

absorbec 

,61%; 

allowed  to  pass,  39%. 

Violet 

5«% 

42%. 

Blue 

52% 

48%. 

Greenish  blue 

46 /„ 

54%. 

^Yellow 

.37% 

63%. 

Red 

.So% 

70% 

Infra  red 

24% 

76% 
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From  this  it  is  obvious  that  the  greater  the  thickness  of  atmo- 
sphere through  which  the  sun's  rays  have  to  pass,  the  greater 
the  absorption  of  the  chemical  or  more  refrangible  rays.  The 
chemical  power  of  the  sun's  light  is,  moreover,  dependent  on 
the  absence  or  presence  of  dust,  the  height  of  the  barometer,  etc. 
Again,  the  wind  has  some  influence,  because  when  a  dry  north- 
east or  east  wind  prevails,  and  prevents  the  condensation,  or 
rather  the  increase,  of  the  aqueous  vapour,  the  chemical  intensity 
of  the  light  will  increase  ;  on  the  other  hand,  when  a  wet  south- 
west or  west  wind  prevails,  the  increase  of  the  aqueous  vapour 
will  lower  the  intensity.  Clouds,  we  all  know,  play  an  important 
part  in  determining  the  duration  of  exposures,  but  there  are 
clouds  and  clouds.  Thin  haze  or  mist,  such  known  as  "  heat 
mist,"  lowers  the  chemical  power  enormously ;  yet  optically  there 
is  little  difference.  The  fine  white  masses  of  clouds  floating  in  a 
blue  sky  rather  increase  than  decrease  the  povyer  of  the  light,  in 
that  they  act  as  enorriious  reflectors  of  the  sun's  light.  Generally, 
however,  when  the  sky  is  cloudy  and  the  sun  not  actually  shining, 
the  exposure  is  about  three  times  that  with  the  sun  out ;  with  a 
dull  leaden  pall  of  cloud  the  chemical  intensity  of  the  light  may 
be  reduced  to  one-fourth  or  one-eighth,  or  even  more.  The  fol- 
lowing table  by  Dr.  J.  A.  Scott  may  be  useful : — 


Hour  of  Day. 
a.m.            p.m. 

June. 

May. 

July- 

April. 
Aug. 

March. 
Sept. 

Feb. 
Oct. 

Jan. 
Nov. 

Dec. 

12 

H 

li 

2 

3% 

4 

II 

I 

li 

li 

^ 

4 

S 

lO 

2 

U 

'i 

3 

5 

6 

9 

3 

li 

li 

2 

4 

12 

i6 

8 

4 

t1 

I* 

2 

3 

10 

7 

5 

2 

2i 

3 

6 

6 

6 

2* 

3 

6 

V^ll««,     C..v.<.^4- 

5 

7 

5 

6 

affects  these  times 

4 

8 

12 

of 

relative 

expos 

ire. 
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In  connection  with  the  above,  Piatt's  table  of  Subject  and 
Light  will  be  useful : — 


Compiled  and  slightly  altered  from     Sun- 
Eder's  and  Burton's  Tables.  shine. 


°ligjft^'     Dun.      Ver^     Gloom 


Sea  and  Sky     

Panoramic  View      

Do.  with  Thick  Foliage,  or 
Strong  Foreground,  or  Light 
Buildings      

Dark  Buildings        

Heavy  Foliage  Foreground    . . . 

Woods  and  badly  lit  River 
Banks    

Living  Objects  Outdoors 

Portrait  near  Window   

Interiors    upwards  of 

Copying  same  Size 


4 
8 

I  CO 

6 


20 

8 
i6 

12 


3° 

12 
24 
20 


12 

i6 
40 

20 

40 


10 

IS 


50 
3° 
60 


Hurter  and  Driffield's  actinograph  (for  the  description  of  which 
see  p.  306)  gives,  quite  apart  from  its  other  functions,  a  ready 
means  of  finding  equivalent  exposures  at  all  times  and  seasons. 
A  separate  instrument,  however,  or  a  separate  cylinder,  is  re- 
quired for  each  considerable  variation  in  latitude. 

As  bearing  chiefly  on  the  light  factor,  we  may  give  the  follow- 
ing useful  tables  for  calculating  the  time  of  exposure  due  to 
A.  de  la  Baume  Pluvinel.  For  the  time  of  exposure,  t,  of  a 
photographic  plate  applies  approximately  the  well-known  and 
easily-proved  formula — 

f  Focus  ) ' 

t  =  constant  X  -^  rr: : 7-7: — r f 

(Diameter  of  diaphragm  J 

n  which  the  constant  receives  certain  values,  first  empirically 
determined  by  Dorval.  In  this  formula  are  now,  however,  as 
one  perceives  at  first  sight,  several  important  factors  totally  dis- 
regarded, and  it  may  be  therefore  desirable,  on  the  ground  of  the 
laws  of  mathematical  optics,  and  with  the  aid  of  certain  necessary 
assumptions,  to  submit  the  problem  to  a  deeper  investigation, 
and  to  strive  to  bring  its  solution  into  better  harmony  with  the 
physical  facts. 

In  a  meritorious  brochure  ("  Le  Temps  de  Pose,"  Paris,  l8go, 
Gauthier-Villars),  issued  recently,  the  French  investigator,  De  la 
Baume  Pluvinel,  made  the  attempt  to  determine  a  formula 
applicable  to  any  possible  case,  according  to  which  "  the  time  of 
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exposure  " — indeed,  any  time  can  be  reckoned  which  will  be 
required  to  expose  a  photographic  plate,  actually  an  ortho- 
chromatic — so  that  a  correct  printing  negative  will  be  finally 
obtained.  If  actually  La  Baume  Pluvinel's  theory  and  tables  of 
resultant  times  of  exposure  have  only  an  approximate  precision — 
which  is  to  be  expected  from  the  impossibility  of  accurate 
measurement  of  the  different  constants  which  arise — still  it  will 
be  useful  to  the  reader  to  be  made  acquainted  with  the  results 
of  this  theory,  even  without  following  the  long  mathematical 
calculations  of  the  author,  and  therefore  we  recapitulate  the 
principal  results  and  empirical  data  of  La  Baume  Pluvinel. 

However,  before  the  general  final  formula  for  the  time-exposure 
is  given,  the  units  of  the  factors  appearing  in  it  should  be  ex- 
plained, or  their  mathematical  expressions  be  given. 

An  important  factor  is  the  amount — ' 

Jog  Ajcos'a,  -  log  AjCps'aj  40W  .,    , 

AiCos''ai  -  AjCos*a2        ^ pv(i  —  e-"")' 

This  is  briefly  designated  ■«-.  In  which  e  represents  the  thick- 
ness of  the  ■  gelatino-bromide  of  silver  film  ;  m,  its  absorptive 
coefficient ;  v,  the  absorptive  coefficient  of  the  film  saturated 
with  reduced  silver;  a^  and  as  the  angle  which  the  secondary 
axes  of  the  different  illuminated  elements  of  the  object  form  with- 
the  principal  axis  of  the  objective ;  A,  and  Aa,  the  corresponding 
actinic  active  quality  of  light  (reckoned  for  units  of  time,  surface, 
and  distance).  One  can  now  actually,  for  any  single  case, 
approximately  reckon  the  value  of  -i- ,  with  the  help  of  certain, 

assumptions,  and  on  the  basis  of  actinometrical  and  other 
measurements.  Still,  this  would  be  impracticable  for  practical 
work  ;  it  is  thus  better  to  estimate  -i-  in  a  purely  experimental 
way  for  special  requirements,  and  the  different  cases  which 
occur  in  practice,  from  this  to  reduce  (see  the  table  of  the 
value  of  -^  below).  This  also  applies  to  the  amount  J,  which  re- 
presents  the  actinic  iptensity  of  the  illuminating  beam  of  light,  and 
for  which  one  finds  a  table  below.  For  the  desired  time  of  ex- 
posure, /,  results  now,  according  to  La  Baume  Pluvinel's  theory — 


'  =  eX 


EX7X^x5{f}^S-NX^^. 
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in  which  F  represents  the  equivalent  focus  of  the  objective ; 
D,  the  distance  of  the  object  from  the  lens,  measured  along 
the  principal  axis ;  d,  the  working  aperture  of  the  lens — with 
doublets  d  =  £^,i  where  P  is  the  equivalent  focus  of  the  front 

lens,  d'  the  diameter  of  the  diaphragm,  /  the  distance  of  the 
centre  of  the  diaphragm  from  the  optical  centre  of  the  front  lens  ; 
N,  the  number  of  degrees  of  Warnerke's  sensitometer  which  the 
plate  used  shows.  N,  with  the  most  sensitive  plates,  =  25,  and 
varies  usually  between  16  and  23. 


The  co-efficient  TTTTZIT'  with  landscape  is  about  i. 


because 


then  D  is  great ;  on  the  other  hand,  it  comes  considerably  into 
account  in  enlargements,  since  then  D.is  only  small.  In  the 
above,  it  must  be  noticed  that  the  absorption,  as  well  as  the 
reflection  of  the  lenses  of  the  objective,  is  not  calc'ulated.  The 
same  has  a  mean  result  of  loss  of  light  of  about  20  per  cent. 


Value   of  i . 

Clouds      i         

0-0005 

Sea           ...         

...     0001 

Snow       

0001 

Ships  on  sea       •     ... 

0003 

Glaciers  with  rocks       

0003 

Open  landscape  (panorama) 

0003 

Foliage,  with  water  or  white  houses. . . 

0-005 

Foliage  only,  and  near 

O'OI 

Living  subjects,  portraits,  still  life,  etc. 

o-oi 

Reproduction  of  black  lines  on  white  ground  ...     002 

Value  of  _  According  to  Eder,  Abney,  and,  Vogel. 

Direct  upright  sunlight ;  for  Paris,  June  2ist,  noon ; 

also  if  the  sun  stands  66°  above  the  horizon   ...  i 

Diffused  light,  bright  weather            4 

„  „     sky  covered     4  to  10 

Under  trees       27° 

In  the  studio      :.         ...  12 

In  a  room,  I  metre  from  window       70 

Well-lighted  church     200 
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The  formula  determined  for  t  can  approximately  be  written 
as  follows : —  ^      t        i       F^ 

For  this  the  values  of  L,  according  to  Dorval,  are : — 


Sunlight. 

Diffused 
Light. 

Cloudy 

Morning 

Day. 

Mbrning. 

Day. 

and 

Evening". 

Panorama  and  sea  views    ... 

TTTiro 

loo 

TCTJ" 

iTrD" 

1'^ 

Panorama  with  large  masses 

of  foliage 

TTJ^ 

100 

10  0' 

TTTir 

ITO 

View  with  bright  foreground 

or  white  buildings 

TW 

nnr 

tStf 

TUD 

» 

View  with  dark  foreground 

or  dark  buildings 

1000 

100 

100 

100 

lOd 

Under     trees,   shady     river 

banks,  ravines,  etc. 

IW 

1 

12 

100 

A 

A 

Living  objects,  groups,  por- 

traits, etc.,  in  the  open  air 

T^TJ- 

TTfir 

TTtr 

12 
100 

A 

The  same,  very  near  a  win- 

dow or  under  a  roof 

TTTU" 

T§TF 

TOO 

I  O'O" 

A 

Reproductions,  enlargements 

of    photographs,    engrav- 

ings, etc 

IW 

100 

iflj- 

•^ 

100 

"Day,"  in  Summer,  from  9  to  4;  in  Winter,  from  11  to  2. 

(2)  The  Plate.  The  sensitiveness  of  the  plate  used  is  another 
important  factor,  and  is  that  factor  concerning  the  accurate 
expression  of  which  there  is  most  difficulty  ;  and  most  workers 
— even  at  the  present  time — prefer  to  secure  uniformity  of  results 
by  keeping  as  far  as  possible  to  one  make  of  plates,  and  if 
using  another  make  to  ascertain  what  allowance  to  make,  once 
for  all,  as  double,  one  and  a  third,  or  half.  Various  systems  of 
plate-speed  numbers  have  been  devised,  and  the  Hurter  and 
Driffield  system,  p.  306,  is  based  not  on  the  minimum  exposure 
required  to  obtain  an  impression  on  the  plate,  but  rather  on 
that  required  to  produce  a  full  gradation  of  tones  throughout  the 
scale,  is  at  least  as  reliable  as  any  other  system.  As  several 
makes  of  commercial  plates  are  now  marked  in  accordance  with 
the  Hurter  and  Driffield  system,  and  the  actinograph  is  graduated 
to  correspond,  this  is  a  very  convenient  system  to  adopt.     And  by 
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working  backwards  with  the  actinograph — taking  a  thoroughly 
satisfactory  exposure  as  the  basis — some  approximation  towards 
the  determination  of  a  number  for  any  given  batch  of  plates  may 
be  made,  even  by  the  casual  worker.  More  or  less  arbitrary 
speed  numbers  are  used  with  the  various  actinometers,  and 
owing  to  the  very  different  conditions  under  which  the  estimates 
are  made,  and  the  fact  that  the  speed  of  a  plate  is  rather  a 
complex  matter  than  a  simple  quantity,  these  numbers  are  by  no 
means  comparable  among  themselves.  Another  difficulty  in 
comparing  various  scales  arises  from  the  fact  that  the  degrees 
progress  unequally  on  some  scales,  although  in  the  case  of  the 
Hurter  and  DrifSeld,  and  perhaps  some  others,  the  sensitiveness 
is  in  direct  ratio  with  the  numbers,  so  that  a  plate  corresponding 
to,  say,  lo"  will  not  be  precisely  twice  as  sensitive  as  one  cor- 
responding to  5°.  This  is  very  well  illustrated  by  the  following 
table  of  the  experimental  value  of  the  degrees  on  Warnerke's 
sensitometer,  one  of  the  first  instruments  which  came  into  general 
use  for  determining  the  relative  rapidities  of  plates  : — 

Cadett's  Table,  showing  the  relative  Rapidities  of 

Plates  of  varying  Sensitometer  Numbers. 
Number  of  times  more  sensitive  than — 

25       24      23       22      21       20      19       i8       17      16      IS    B 
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To  use  this  table  to  compare  the  rapidity  of  two  plates,  the 
sensitometer  numbers  of  which  are  known,  run  the  eye  up  the 
column  A  till  the  sensitometer  number  is  reached,  and  then  along 
the  line  of  figures  till  it  reaches  the  column  of  figures  under  the 
sensitometer  number  of  the  second  plate,  when  the  figure  there 
shown  will  tell  at  once  the  difference  in  rapidity.  Example — 
A  plate  has  been  used  of  ordinary  rapidity  showing  i8  on 
sensitometer,  and  it  is  desired  to  use  a  plate  of  sensitometer 
No.  22:  what  will  be  the  reduction  in  exposure?  Find  22  in 
column  A,  and  carry  the  eye  along  the  line  of  figures  opposite 
to  it  till  it  meets  the  column  under  18  in  ^  line — the  number  3 
will  be  found ;  therefore  the  22  plate  is  thr^e  times  as  sensi- 
tive as  the  No.  1 8,  and  will  therefore  require  one-third  of  the 
exposure. 

(3)  The  Subject.  This  is  one  of  the  factors  much  misunder- 
stood. Experience  soon  teaches  the  novice  that  a  short  exposure 
is  required  for  a  white  object,  more  for  a  dark-coloured ;  some 
fail  to  recognise  that  darkness  in  colour  or  tone  is  not  the 
same  thing  as  darkness  in  lighting,  and  that  a  white  object 
badly  lit  may  require  more  exposure  than  a  dark  object  Well 
lit.  We  may  also  consider  the  subject  with  regard  to  colour 
sensitiveness.  If  we  have  to  copy,  for  instance,  a  yellowish 
object,  and  use  an  ordinary  plate  which  is  not  sensitive  to 
yellow,  we  must  give  a  much  longer  exposure  than  when  using 
a  plate  which  has  been  "  colour  sensitised "  for  yellow,  if  we 
wish  to  show  correctly  the  difference  in  the  lightness  or  dark- 
ness of  objects. 

As  a  guide  to  exposure  on  various  subjects,  the  following 
table,  given  on  next  page,  by  Mr.  Burton  may  be  of  speicial 
value.  The  figures  giving  exposure  must  be  regarded  as  relative 
to  the  season  and  also  to  the  speed  of  the  plates  rather  than 
absolute,  and  must  be  corrected  by  the  table  of  plate  speeds, 
also  by  the  season  and  hour  table  already  given.  The  exposure 
times  as  they  stand  in  the  table  apply  fairly  well  to  exposures 
made  about  noon  on  a  bright  day  in  March,  and  with  plates 
ranging  from  100  to  120. 

(4)  The  Diaphragm.  The  influence  of  the  diaphragm  or 
stop  on  exposure  has  been  rather  fully  dealt  with  under  the 
headings   Diaphragm   (q.v.),  also  incidentally  in  some  of  the 
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above  tabular  matter;  but  in  addition  we  may  here  give  the 
following  :^ 


Table  Showing  at  a  Glance  the  U.  S.  No. 
Diaphragms.  (See  article  Diaphragm  for 
standard  of  the  Royal  Photographic  Society, 
effective  focal  aperture). 


F.  divided  by 

U.  S.  No. 

F.  divided  by 

U 

I            A 

9-5 

i^ 

..       -097 

975 

1-414 

i 

10 

1-5 

•140 

II 

175 

..      -191 

11-31 

2 

.   1 

1 

12 

2-25 

..      -316 

13 

2-5 

•  •      390 

14 

275 

..       .  i 

15 

2-828 

..      -472 

16 

3 

..      -562 

17 

-.,. 

3-25 

..      -660 

18 

3-5 

..      765 

19 

375 

..      -878 

20 

4 

..     i-o 

21 

4-25 

..     112 

22 

4-5 

..     1-26 

22-62 

475 

..    1-41 

23 

5 

..     1-56 

24 

525 

..     172 

25 

SS 

..     1-89 

26 

5-575 

..     2-0 

27 

5-656 

..     2-06 

28 

6 

..     2-25 

29 

6-25 

..    2-44 

30 

6-5 

2-64 

31 

675 

..    2-84 

32 

7 

3-06 

33 

7-25 

::  3-28 

34 

7-5 

..  3-51 

^ 

775 

..  375 

36 

8 

..  40 

37 

8-2S 

..  4-25 

38 

8-5 

..    4-5' 

39 

875 

..    478 

40 

9 

506 

41 

9-25 

"     5'34 

42 

FOR  All 
the  new 
based   on 


U.  S.  No. 
5-64 

5-94 
6-25 
7-56 
8-0 
90 
10-56 
12-25 
14-06 
16-0 
1806 
20-25 
22-56 
25-0 
27-56 
30-25 
320 
33-06 
36-0 
39-06 
42-25 
45-56 
49-0 
52-56 
56-25 
60-06 
64-0 
68-06 
72-25 
76-56 
8o-o 
85-56 
90-25 
95-06 
1 00-0 
105-06 
110-25 
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F.  divided  by 

U.  S.  No. 

F.  divided  by 

U.  S.  No. 

43    

...  115-56 

72    

...  324-0 

44    

...  I2I-0 

73    

...  333-06 

45    

...  126-56 

74    

...  342-25 

45-25  

...  128-0 

75    

...  351-56 

46    

...  132-25 

76   

...  361.0 

47    

...  138-06 

n      

...  370-56 

48    

...  144-0 

78      

...  380-25 

49    

...  15006 

79      

...  390-06 

5°    

...  156-25 

80 

...  400-0 

SI  

...  162-56 

81      

...  410-06 

52    

...  169-0 

82      

...  42025 

53    

...  I75-S6 

83      

...  43056 

54    

...  182-25 

84     

...  440-0 

55    

...  189-06 

85      

...  451-56 

56    

...  196-0 

86 

...  462-25 

57    

...  203-06 

87    .■;:    ... 

...  473-06 

58    

...  210-25 

88 

...  484-00 

59     

...  217-56 

89    .■.".■    ... 

...  495-06 

60 

...  225-0 

90   

...  506-25 

61       ..r 

...  232-5.6 

90-50 

...  5120 

62 

...  24025 

91    

...  517-56 

6a       

...  248-06 

92   

...  5290 

64 

...  256-0 

93    

...  54056 

65       ...      ... 

...  264-06 

94    

...  552-25 

66    

...  272-25 

95   

...  564-09 

67    

...  280-06 

96   

...  576-0 

68    

...  289-0 

97   

...  58806 

69    

...  297-56 

98   

...  6oo"25 

70    

...  306-25 

99   

,  ...  612-56 

71    

...  315-06 

100   

...  625-0 

("5)  Distance.  Mr.  Watkins,  in  his  little  pamphlet  "  Notes  on 
Exposure,"  says  on  this  subject :  "  It  may  be  taken  as  a  general 
rule  that,  except  when  photographing  near  objects  (less  than 
twenty-four  times  the  focus  of  the  lens  distant),  or,  on  the 
other  hand,  extreme  distances  in  landscape,  no  variation  need 
be  made  for  differences  in  distance.  When  a  very  near  object 
is  photographed,  the  camera  has  to  be  racked  out,  and  the  ex- 
posure increases  in  proportion  to  the  square  of  the  increased 
focus  of  the  lens.  When  the  subject  is  more  than  twenty-four 
times  the  focus  of  the  lens  distant  (18  feet  for  a  9-in.  lens),  this 
variation  is  too  minute  to  be  taken  into  account,  and  if  the  air 
were  perfectly  clear — as  it  is  sometimes  among  the  Swiss  peaks 
— all  objects  beyond  that  distance  would  require  the  same  ex- 
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Proportion  of 

imasre  to  orierinal 

(linear). 

Distance  of 

image  from  lens 

in  terms  of 

Proportionate 
exposures. 

Exposures 
proportioned  to 
that  required  for 

principal  focus. 

copying  same  size. 

A 

lA 

1-07 

•27 

ir. 

H\ 

I'lO 

•28 

^ 

iiV 

I-2I 

■3 

i 

14 

127 

•31 

i 

H 

1-36 

•34 

i 

H 

1-56 

•39 

i 

4 

2'25 

•56 

1 

306 

•76 

I 

2 

4 

I 

(same  size) 

2 

3 

9 

2-25 

3 

4 

16 

4 

4 

s 

25 

6-25 

5 

6 

36 

9 

6 

7 

49 

12-25 

7 

8 

64 

16 

8 

9 

81 

20-25 

9 

10 

100 

25 

lO 

II 

121 

30-25 

II 

12 

144 

36 

12 

13 

169 

42-25 

13 

14 

196 

49 

14 

15 

225 

56-25 

15 

16 

256 

64 

.16 

17 

289 

72-25 

17 

18 

324 

81 

18 

19 

361 

90-25 

19 

20 

400 

100 

20 

21 

441 

110-25 

21 

22 

484 

121 

22 

23 

529 

132-25 

23 

24 

576 

144 

24 

25 

625 

156-25 

25 

26 

676 

169 

26 

27 

729 

182-25 

27 

28 

784 

196 

28 

29 

841 

210-25 

29 

30 

900 

225 

30 

31 

961 

240-25 

posure.  In  England,  however,  the  slight  fog  or  mist  almost 
always  present  in  the  air  adds  reflected  light  to  objects  more 
than  one  or  two  hundred  yards  distant,  and  thus  decreases  the 
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exposure  (it  is  impossible  to  express  this  by  rule,  as  it  depends 
entirely  upon  the  amount  cA  mist  in  the  air)."  Distance,  then, 
is  scarcely  a  factor  in  ordinary  landscape  or  ordinary  work,  but 
in  enlargement  or  reduction  it  becomes  a  large  factor,  and  may 
be  allowed  for  by  Mr.  Debenham's  table  of  relative  exposures 
(p.  305)  for  varying  proportions  of  image  to  the  original. 

Hurter  and  Driffield s  Actinograph  is  a  slide  and  roller  calcu- 
lating machine  which  Messrs.  Marion  supply  fitted  in  a  light 
mahogany  box,  4J  in.  by  2f  in.  by  \\  in.,  and  it  weighs  about 
4  ozs.  Inside  and  at  the  back  is  a  cylinder,  upon  which  is  a 
chart  showing  geographically  the  intensity  of  daylight  for  every 
hour  of  each  day  of  the  year.  The  slide  next  to  this  cylinder  is 
furnished  with  two  scales — one  marked  for  lens  apertures,  and 
the  other  set  out  for  exposures.  Next  to  this  is  a  small  pointer- 
slide  which  is  adjusted  to  a  fixed  plate-speed  scale,  and  the 
pointer-slide  now  indicates  the  exposure  for  each  of  six  selected 
and  typical  meteorological  conditions.  The  instrument  sold  for 
this  country  is  plotted  out  for  a  latitude  of  52°  30';  but  instru- 
ments are  supplied  for  any  desired  latitude. 

Green  and  Fuidge's  Actinometer.  This  presents  the  appear- 
ance of  a  small  box  about  the  size  of  a  watch,  on  the  cover  of 
which  are  painted  seven  tints,  each  successive  tint  increasing  in 
depth  of  colour,  the  same  being  intended  to  represent  the  colour 
from  its  lightest  to  its  deepest  shade  as  produced  by  printing  on 
sensitive  albumenised  paper.  The  instrument  assumes  that  the 
colour  obtained  by  printing  on  albumenised  paper  is  always  the 
same  ;  that  is  to  say,  that  all  albumenised  papers  will  print  to  the 
same  tint,  an  assumption  by  no  means  borne  out  by  experience. 

Retd's  Actinometer  somewhat  resembles  in  appearance  a 
pocket  comb,  and  depends  upon  the  same  principle  as  Green 
and  Fuidge's  actinometer,  and  is  open  to  the  same  objections. 

Watts  Bijou  Actinometer.  Based  on  exactly  the  same 
principle  as  the  two  previous  ones. 

Stanley's  Actinometer.  This  consists  of  a  reel  of  paper, 
coated  with  a  gelatino-broraide  emulsion  which  has  been  treated 
with  a  10  per  cent,  solution  of  nitrite  of  potassium,  which  causes 
a  very  definite  and  distinctive  coloration  by  the  action  of  light 

Watkins'  Exposure  Meters.  An  old  form  consists  of  a  brass 
cylinder  with  movable  pointers  and  scales.  At  one  end  is  an 
actinometer  of  bromide  of  silver  paper,  which  is  exposed  to  the 
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light  which  falls  upon  the  subject,  whilst  the  other  end  of  the 
cylinder  is  unfastened  and  set  swinging,  each  swing  being  half  a 
second.  One  of  the  pointers  is  set  to  the  number  of  seconds, 
and  the  other  pointers^ are  set  to  the  various  factors  of  plate 
number,  subject  number,  a,ijd  diaphragm,  when  the  last  pointer 
will  indicate  the  exposure  required.  An  improvement  was  intro- 
duced some  years  ago  into  this  instrument  in  the  shape  of  a 
small  circle  of  pale  blue  glass,  covering  the  bromide  paper,  which 
renders  the  matching  of  the  standard  tint,  previously  a  difficulty 
sometimes  met  with,  very  easy.  Similar  instruments  are  now 
made  in  watch  form,  and  so  simplified  as  to  be  self  explanatory. 
The  degree  on  Watkins'  exposure  meter  is  often  assumed  to  be 
equal  to  one  and  a  half  times  the  Hurler  and  Driffield  figure. 

Wynnes  Exposure  Meter.  This  is  now  made  in  watch  form, 
and,  like  that  previously  described,  depends  for  its  datum  of  light 
intensity  upon  a  standard  tint  obtained  by  exposing  sensitive 
paper. 

DecoudurCs  Photometer.  This  instrument  consists  practically 
of  a  small  brass  circular  box  containing  sheets  of  tissue  paper 
in  increasing  thickness,  and  it  was  introduced  commercially  in 
1888.  The  method  of  using  this  instrument  is  as  follows  : — The 
instrument  is  held  with  the  right  hand  on  the  ground-glass  of  the 
camera,  whilst  the  focussing  cloth  must  be  cafefully  wrapped 
round  the  operator's  head,  so  as  to  exclude  any  light  but  that 
passing  through  the  ground-glass.  The  operator  now  observes 
from  the  distance  of  normal  vision  the  small  aperture  to  the  left 
of  the  photometer,  where  three  small  holes  and  one  large  one 
are  seen.  The  milled  head  in  the  centre  of  the  instrument  is  now 
turned  till  the  three  small  holes  are  no  longer  visible,  and  the 
instrument  is  then  removed,  turned  over,  and  a  letter  will  be 
observed,  which  gives  an  index  of  the  exposure  required,  as 
against  the  letter  in  the  table  of  the  instrument  will  be  found  the 
exposure.  Weber  ("  Phot.  Mittheil.,"  vol.  xxv.,  p.  37)  has  pointed 
out  that  this  instrument  possesses  a  scale  of  brightness  of  9-48 
to  0-35,  to  which  the  exposure  is  theoretically  inversely  pro- 
portional— that  is  to  say,  the  time  of  exposure  should  be  from 
I  to  27— whijst  Decoudun  gives  his  scale  of  exposures  from 
I  to  750,  which  is  quite  sufficient  to  condemn  it.  Goerz,  of  Berlin 
has  introduced  an  improved  and  simplified  form,  which,  however, 
is  also  open  to  the  same  theoretical  objections. 
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Tylar  and  Pickard's  Exposure  Meter.  This  consists  of  a 
metal  tube,  the  interior  of  which  is  provided  with  holes  and 
increasing  thicknesses  of  a  translucent  material  which  are 
brought  before  the  holes  by  means  of  an.  external  pointer,  which 
indicates  the  exposure  on  a  tablet  affixed  to  the  outside.  This 
is  open  to  the  same  objection  as  the  last  instrument,  but  differs 
from  it  in  that  it  is  directed  to  the  subject,  and  not  to  the  screen. 

Wamerke's  Phosphorescent  Photometer.  The  principle  of  this 
is  the  excitation  of  a  patch  of  luminous  paint  by  the  light  falling 
upon  the  subject  for  one  second,  and  then  the  estimation  of  the 
brightness  of  the  luminescent  paint  by  means  of  translucent 
screens  of  increasing  thickness. 

Ballard's  Actinometer.  This  depends  for  its  action  on  the 
power  of  luminous  paint  to  retain  and  throw  out  again  the  light 
impressions  it  has  received,  and  it  consists  of  a  square  tube  of 
wood,  having  at  one  end  a  hinged  cover,  with,  on  the  inside,  a 
prepared  surface  and  a  spot  in  the  centre.  The  method  of  using 
is  to  open  the  cover,  and  look  through  the  tube  directly  at  the 
object  to  be  photographed  for  half  a  minute;  then,  closing  the  tube, 
a  central  blue  spot  will  be  seen,  which  will  gradually  disappear. 
The  number  of  seconds  which  it  takes  to  do  this  forms  the  basis 
of  the  calculation  of  a  series  of  tables  which  accompany  the 
actinometer.  The  fault  of  these  instruments,  which  depend 
upon  phosphorescent  paint,  is  that  the  personal  equation  of  the 
individual  eye  comes  into  play,  and  that,  according  to  Wiedeman 
(Eder's  "  Jahrbuch,"  1891,  p.  588),  if  Balmain's  luminous  paint  be 
exposed  for  one  second,  the  brightness  of  the  light  emitted  from 
that  paint  is  not  constant,  as  shown  by  the  following  table : — 

After  the  lapse  of     4  sees.,  brightness  =  27*8 
II  20     >i  11  =    7'6 

II  11  40       11  II  =    4'2 

60     „  „  =    3-1 

.1  II  90     I.  II  =    i'9 

180     „.,         „  =    i-o 

■I  I,  240     „  „  =    i-o 

and  the   shorter  the  exposure  the  greater   the  sudden  drop — 
indeed,  there  is  no  constant  ratio. 

The  Ilford  Exposure  Meter.  This  is  practically  a  circular 
sHde  rule,  with  discs  which   can  be  revolved  and  set   to  the 
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different  factors  of  plate,  stop,  time, ,  and  subject ;  the  exposure 
being  read  off  and  modified,  according  to  the  time  of  year,  from 
a  table  on  the  back  compiled  by  Dr.  Scott,  by  whom  the  instru- 
ment was  devised. 

Counting  the  Time  of  Exposure.  Possessors  of  a  watch  with 
a  second  hand  will  have  no  difficulty  in  counting  the  duration 
of  a  lengthy  exposure,  but  for  shorter  periods  than  this  some 
other  aid  is  required.  Most  modern  watches  tick  five  times 
in  a  second — occasionally  one  may  be  picked  up  which  ticks 
four  to  the  second ;  there  are  also  cheap  stop-watches  on  the 
market,  which  have  an  extra  hand  marking  fifths  of  a  second, 
and  which  can  be  stopped  or  started  in  one-fifth  of  a  second.  It 
has  also  been  suggested  to  use  a  bunch  of  keys  or  a  bullet  tied 
to  a  string  9 J  ins.  in  length,  which,  when  set  swinging,  beats 
half-seconds.  But  in  many  cases  it  is  desirable  to  look  at  the 
subject  whilst  making  an  exposure,  especially  when  such  is  of 
short  duration ;  it  then  becomes  impossible  to  look  at  a  watch 
or  swinging  body  at  the  same  time.  Therefore,  it  is  convenient 
to  practise  the  counting  of  seconds.  Accuracy  can  only  be  ob- 
tained by  practice,  but  it  soon  becomes  easy.  A  convenient 
method  of  counting  is  as  follows :  Say,  for  instance,  3  sees,  are 
required.  As  soon  as  the  cap  is  removed,  count  i,  2,  3,  4; 
2|  2,  3,  4 ;  3,  2,  3, 4.  Again,  we  will  suppose  i^  sec.  is  required, 
-I,  2,  3,  4 ;  2,  2.  It  will  be  seen  from  this  that  four  are  counted  to 
the  second,  and  each  second  begins  with  the  number  which  the 
four  when  counted  will  complete. 

Fabric,  G-olden.  A  translucent  cloth,  coloured  yellow,  used 
for  the  dark-room  window.  It  should  always  be  tested  to  see 
whether  actinic  light  filters  through,  as  described  under  Dark- 
RooM  {q.v.). 

Fading.  The  worst  of  all  ills  to  which  good  or  interesting 
negatives  and  prints  are  subject ;  but  in  some  cases  a  benefit  to 
humanity. 

Negative  fading.  This  is  due  to  insufficient  washing  or 
fixing,  and  the  consequent  action  of  hypo  on  the  delicate  image 
of  silver. 

Fading  of  Prints.  The  cause  of  this  may  in  most  cases  be 
traced  in  some  way  or  other  to  sulphur,  or  its  compounds. 
Albumen  itself  contains  a  minute  trace  of  sulphur,  and  conse- 
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quent  decomposition  may  give  rise  to  the  formation  of  some 
compound  of  sulphur  and  silver.  Again,  insufficient  fixing  may 
form  the  insoluble  variety  of  hyposulphite  of  silver,  and  in- 
sufficient elimination  of  the  fixing  salt  itself  may  supply  the 
unlooked-for  result.  Hypo  is  used  as  an  anti-chlor  in  the 
manufacture  of  some  mounts,  and  this  should  be  tested  for  as 
described  under  the  head  of  Sodium  Hyposulphite  (y.v.).  An 
acid  or  decomposing  mountant,  or  absorption  by  an  hygroscopic 
mount  of  the  aqueous  vapour  from  the  atmosphere  holding  in 
solution  certain  acids,  may  also  cause  it.  To  prevent  any  such 
action,  great  care  should  be  taken  to  completely  eliminate  the 
flixing  salts,  and  to  keep  the  prints  where  damp  is  not  likely  to 
reach  them ;  the  use  of  encaustic  paste  is  in  itself  a  partial  pro- 
tection from  the  aqueous  vapour. 

Fahrenheit.    See  Thermometer. 

Falling  Front.    See  Rising  Frokt. 

Feer-type,  This  process  is  founded  on  the  property  possessed 
by  diazo  compounds  (see  Diazotype)  of  forming  diazo-sulphonic 
salts  with  sodium  sulphite  ;  and  these  diazo-sulphonic  coilipounds, 
when  mixed  with  phenols  or  amines  and  exposed  to  light,  are 
decomposed,  and  the  diazo  compound  is  set  free  and  forms  a 
colouring  matter — a  positive  is  thus  obtained  from  a  negative. 
This  process  was  patented  by  Dr.  Adolf  Feer  in  i88g,  and  the 
following  is  the  substance  of  his  specification : — The  present 
process  rests  on  the  fact  that,  as  the  inventor  has  discovered, 
diazo-sulphonic  salts  react  with  phenol  alkalies  and  hydrochloric 
or  free  aromatic  amines,  under  the  influence  of  solar  or  electric 
light,  with  the  formation  of  the  azo  colouring  matter.  To  carry 
out  this  process  the  inventor  impregnates  paper  or  cloth  with  a 
diluted  mixture  of  a  diazo-sulphonic  salt  (e.g.,  of  aniline,  amido 
azo-benzol,  benzidine,  and  their  homologues)  and  alkaline  com- 
pounds of  phenols  (as  phenol,  resorcin,  a-  and  j3-naphthol)  on 
one  hand,  or  hydrochloric  and  amines  (aniline,  naphthylamine, 
phenylendiamine,  and  their  homologues)  on  the  other  hand  ;  the 
paper  or  material  is  then  dried  in  the  dark,  and  exposed  under  a 
negative  for  about  five  minutes,  or  to  the  electric  light.  By  this 
means  there  is  formed  on  the  exposed  places  the  insoluble  azo 
colouring  matter,  whilst  on  the  unexposed  parts,  under  the 
opaque  portions  of  the  negative,  the  preparations  remain  in  their 
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original  conditions  of  solubility  and  colourlessness.  The  picture 
is  thus  developed.  After  exposure  the  print  is  washed  with 
water  or  very  dilute  hydrochloric  acid,  by  which  means  the  un- 
changed preparation,  which  has  not  been  exposed  under  the 
negative,  is  removed.  The  print  is  then  fixed  and  finished  when 
dry.    The  following  may  be  taken  as  samples  of  solutions  : — 

I. 
Sodium  toluene-diazosulphonate  ... 

/3-naphthol 

Sodium  hydrate       

Water  

II. 

Sodium  ditolyl-tetrazosulphonate  . . . 

Metaphenylene-diamine     

Water  

III. 
Sodium  ditolyl-tetrazosulphonate ... 
Resorcinol     ... 

Sodium  hydrate       

Water  ...         ""■         

The  following  may  also  be  used : — 

IV. 
Sodium  ditolyl-tetrazosulphonate  . . . 

Resorcinol     

Sodium  hydrate       

Distilled  water         

Finely  powder  all  the  salts  and  dissolve  in  the  water  by  the  aid 
of  a  gentle  heat. 

V. 


25  parts. 

25 

M 

8 

II 

1000 

" 

25  parts. 

20 

M 

1000 

" 

25  parts. 

12 

1' 

16 

M 

1000 

1) 

30  parts. 

20 

M 

IS 

» 

inoo 

Sodium  ditolyl-tetrazosulphonate ... 

30  parts. 

a-naphthol     

...       25     „ 

Sodium  hydrate        

7     ,1 

Distilled  water          

...  1000     „ 

VI. 

Sodium  ditolyl-tetrazosulphonate ... 

30  parts. 

Phenylendiamin 

20     „ 

Distilled  water         

...   1000     „ 

3" 

Ferricyanide  of  Copper  Filigrane 

For  sensitising  the  paper  or  materials  solutions  IV.  and  V.  or  V, 
and  VI.  may  be  mixed  in  equal  parts.  The  paper  is  impregnated 
with  the  desired  mixture,  dried,  and  then  exposed  under  a  nega- 
tive for .  ten  or  fifteen  minutes,  and  after  exposure  washed  in 
dilute  hydrochloric  acid,  and  finally  with  water,  and  dried.  Feer 
has  lately  suggested  diazo-pseumocumidine  sulphonate,  and  this, 
with  /3-naphthol  and  sodium  hydrate,  gives  scarlet-red  images  ;  by 
replacing  the  j3-naphthol  with  a-naphthylamine  violet  images  are 
obtained,  and  by  using  resorcinol  orange  colours  are  obtained. 

Ferricyanide  of  Copper,  Toning  by.  See  under  Bromide 
Paper. 

Ferroprussiate  Processes.    See  Cyanotype. 

Ferrotypes.  Positives  taken  by  the  wet  process  on  thin  iron 
plate,  which  is  coated  with  brown  or  black  varnish.  As  the  pro- 
duction of  these  is  exactly  the  same  as  the  production  of  collodion 
positives  on  glass,  instructions  are  given  for  this  under  Wet 
Collodion  {q.v.).  Ferrotype  plates  coated  with  a  thin  film  of  a 
highly  argentiferous  gelatine  emulsion  have  been  introduced 
commercially  for  use  with  a  semi-automatic  camera,  like  that 
of  Mr.  Nievsky,  and  which  is  described  under  the  heading 
Automatic  Photography.  A  much  better  ferrotype  dry  plate, 
esteemed  by  those  itinerant  professional  photographers  who  use 
the  automatic  camera  out  of  doors,  is  one  coated  with  a  collodion 
emulsion  film,  and  put  on  the  market  by  Mr.  Nievsky. 

Ferrous  Oxalate  Developer.  See  Developer;  also  Bro- 
mide Paper. 

Ferrous  Salts.     See  Iron  and  its  salts. 

Field  of  a  Lens  is  the  illuminated  circle  given  by  the  lens,  the 
diameter  of  which  is  usually  expressed  in  degrees,  but,  as  we 
have  already  noted,  is  conveniently  expressed  in  terms  of  the 
focal  length.  The  extent  of  surface  which  a  lens  will  cover  is 
independent  of  the  diameter  of  the  diaphragm  aperture,  but  the 
area  of  sharp  focus  is  affected  by  the  diameter  of  the  stop.  (See 
also  Angle  of  View.) 

Filigrane.  This  term  is  applied  by  the  French  to  that  which 
we  call  the  water-mark  of  paper,  and  Mr.  W.    B.    Woodbury 
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imitated  water-marking  by  passing  a  sheet  of  plain  paper  between 
rollers  together  with  one  of  his  gelatine  reliefs  (see  Woodbury- 
type).  Those  parts  of  the  sheet  which  were  subjected  to  most 
pressure  became  of  greater  transparency  than  the  rest.  Wood- 
bury called  this  process  Photo-filigrane.  Instructions  for  making 
an  imitation  water-mark,  by  photographic  means,  from  any 
original  water-marked  sheet  of  paper  will  be  found  in  The 
Amateur  Photographer  for  December  7th,  1900,  p.  452. 

Film.  The  thin  pellicle  or  skin  of  sensitive  material  on  plates 
or  paper  is  generally  spoken  of  as  the  film. 

To  Remove  Old  Films.  Nothing  is  better  for  quick  removal 
-than  glacial  acetic  acid  made  into  a  cream  with  pumice-stone 
powder  and  applied  with  a  tuft  of  rag,  the  acid  instantly  dis- 
solving the  film,  and  the  pumice  powder  acting  as  a  mechanical 
means  of  removing  it;  When  time  is  not  an  object,  soaking  in 
a  weak  solution  (i  to  40)  of  caustic  soda  is  a  useful  method. 

To  Clean  the  Film,  from,  the  Back  of  Plates.  Few  plate  manu- 
facturers coat  their  plates  so  carefully  but  what  some  small  smears 
of  emulsion  get  on  the  back  of  plate.  To  remove  this,  when  the 
plate  ia  thoroughly  dry,  place  it  face  downwards  upon  a  pad  of 
blotting  paper,  and  use  a  little  salt  with  a  moistened  rag.  The 
salt  must  not  be  allowed  to  reach  the  front  of  the  plate. 

Film  Photography.  The  disadvantages  of  glass  when  used 
as  a  support  for  the  sensitive  material — which  are  its  weight,  its 
bulk,  and  liability  to  fracture — have  induced  many  experimenters 
to  search  for  a  light,  flexible  support  which  might  be  used  as  a 
substitute.  Thirty  years  ago-wet  collodion  was  used,  and  on  the 
introduction  of  gelatine  emulsions  the  search  for  a  substitute 
received  great  impetus.  Woodbury,  in  1 871,  suggested  roUable 
films;  Warnerke,  in  1876,  used  gelatine  emulsion  spread  on 
paper,  from  which  it  was  afterwards  stripped ;  Pumphrey, 
Vergara,  and  others  followed ;  but  it  was  not  till  the  introduction  of 
Celluloid  {ff.v.')  that  a  satisfactory  stage  may  be  said  to  have  been 
reached.  Films  have  not  only  the  advantage  of  extreme  porta- 
bility, but  also  that  of  giving  negatives  practically  free  from 
halation  ;  still,  owing  to  the  flexibility  of  film  and  a  tendency  to 
curl  in  the  liquid  baths,  some  notes  as  to  handling  will  be 
acceptable. 
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The  Supporting  of  Films  in  the  Dark  Slide  or  Magazine. 
The  flat  films,  often  called  cut  films,  vary  much  in  thickness,  but 
they  are  seldom  so  thick  and  rigid  as  to  be  used  like  plates  in 
the  ordinary  dark  slide.  Still  the  thicker  cut  films  merely  require 
a  piece  of  black  card  behind  each,  as  a  protection  against  the 
springs  which  ordinarily  serve  to  hold  the  plates  well  up  to  the 
faces  of  the  rebates.  The  thinner  cut  films  should  be  gripped  in 
a  film  carrier,  of  which  several  patterns  are  sold,  one  of  the  best 
being  merely  a  thin  rim  of  metal  hinged  to  a  stout  card,  but  in 


Fig.  59- 


the  case  of  large  sizes  to  a  slab  of  ebonite,  wood  or  metal  (see 
fig.  59).  When  a  film  is  shut  in  between  the  rim  and  the  card, 
the  whole  can  be  handled  like  a  glass  plate.  Extremely  thin  and 
flaccid  films  are  not  generally  used  at  the.  present  time  except  in 
the  form  of  bands  for  the  roller  slide,  but  sometimes  it  is  con- 
venient to  expose  short  pieces  of  thin  film  cut  from  the  band. 
In  this  case  this  film  may  be  stretched  on  blackened  card  by 
turning  a  little  of  the  film  over  at  each  end  of  the  card  and 
fastening  with  gummed  paper  or  postage-stamp  edging.  Another 
system  for  very  thin  films  (and  also  available  for  the  thinner 
"  cut  films ")  is  to  temporarily  mount  the  film  on  a  slightly 
adhesive  surface.  Plates  of  thin  aluminium  or  of  ebonite,  coated 
on  one  side  with  a  mixture  of  gelatine  and  glycerine  (soft  gelatine 
I  part,  water  2  parts,  glycerine  3  parts),  are  very  convenient,  as 
the  film  adheres  readily  and  strips  off  easily.  A  coating  of  lead 
plaster  or  lead  soap  (the  Emplastrum  Plumbi,  formerly  Emplas- 
trum  Lithargyri  of  the  Pharmacopoeia)  is  a  good  and  permanent 
adhesive,  but  in  cold  weather  it  is  necessary  to  very  slightly 
warm  the  coated  surface. 
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Bands  of  Film  in  the  Roller  Slide  or  Roll  Holder.  The 
roller  system  is  by  far  the  most  popular  at  the  present  time 
(see  Roller  Slide),  but  as  the  mechanical  arrangements  for 
exposing  are  very  obvious  and  simple  we  need  not  enter  into 
particulars. 

The  Development,  Fixing  and  Drying  of  Films.  Sometimes 
the  cut  films  are  so  thick  that  they  may  be  treated  like  plates, 
but  more  often  the  tendency  of  the 
gelatine  layer  to  expand  produces  so 
much  curling  of  the  film  as  to  be  incon- 
venient Celluloid,  ebonite,  or  metal  rims 
into  which  the  cut  films  can  be  slid  for 
developing,  fixing,  or  washing,  are  now 
obtainable  in  considerable  variety  from 
the  dealers  in  apparatus,  and  when  these 
are  used  all  operations  can  be  conducted 
as  with  plates.  Portions  of  very  thin  film 
cut  from  bands  of  roll  film  are  sometimes 
developed  singly  while  held  in  spring 
frames ;  but  a  method  which  is  often 
more  convenient  is  illustrated  by  fig.  60. 
A  few  pieces  of  curtain-pole  of  suitable 
diameter,  are  fitted  at  each  end  with  a 
rim  expansion  or  distance  piece ;  stout 
india  -  rubber  rings  being  convenient. 
The  film  being  attached  as  shown  by 
means  of  drawing-pins.  The  rollers  can 
be  kept  turning  in  an  ordinary  dish  con- 
taining the  developer,  after  which  fixing 
and  washing  may  be  done  without  re- 
moving the  film  from  the  roller.  There 
is  a  great  advantage  in  allowing  roll- 
films  to  dry  while  pinned  on  a  wooden 
roller  as  shown  by  fig.  60;  but  it  is  not  desirable 
them  on  the  same  rollers  used  for  other  operations, 
film,   if   allowed    to    dry    on   the   roller,   with 


Fig.  60. 


to   dry 

The 

the    gelatinous 

layer  outside,  gets  a  set  or  strain  contrary  to  the  usual  tendency 
to  curl. 

Fig.  61  shows  a  convenient  method  of  dealing  with  a  piece  of 
roll  film  of  moderate  length  ;    the  clips  used  being  then   sold 
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specially,  or  such  as  can  be  obtained,  at  stationers'  shops.  After 
washing,  the  strip  maybe  hung  up  to  dry  by  one  of  the  clips;  but 
drying  on  a  roller  (fig.  60)  is  generally  preferable.  Fig.  62  shows 
a  strip  of  roll  film  in  clips,  but  a  plate  of  lead  is  held  against  the 
film  by  the  lower  clip.  This  lead  acts  as  a  sinker  and  makes 
development  in  a  deep  vertical  bath  very  convenient.     For  stand 


Fig.  61 


Fig.  62.1 


development  nothing  is  better  than  weighting  the  strip  in  this 
way,  and  developing, by  suspending  the  strip  in  a  deep  vertical 
bath. 

Films,  Hardening.    See  Formalin. 


Filtration.  In  most  cases  such  filtration  as  is  incident  to 
photographic  operations  is  through  white  blotting-paper,  or  the 
somewhat  similar  paper  which  is  sold  as  filtering  paper,  this 
latter  being  often  sold  ready  cut  to  circular  shape.  A  piece  of 
the  paper  having  been  twice  folded  and  opened  out  so  as  to 
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form  a  conical  cup,  is  placed  in  a  glass  funnel  and  the  liquid  "to 
be  filtered  is  carefully  poured  in. 

Finder.    See  View  Finder  and  View  Meter. 

Fish  Glue  Process.  One  of  the  most  common  methods  of 
making  typographic  blocks  for  representing  photographic  half- 
tone as  a  kind  of  quarried  or  lined  stipple.  The  short  account 
here  given  may  not  quite  serve  as  a  complete  guide  to  the 
beginner  in  all  complications  and  difficulties  which  may  arise, 
but  will  be  sufficient  indication  as  to  the  way.  In  the  case  of  a 
photograph  to  be  reproduced  by  the  fish-glue  process,  a  new 
negative  must  be  made,  and  not  only  must  this  negative  be 
reversed  laterally,  but  its  texture  must  be  broken  up  in  the  way 
indicated.  The  new  negative  is  usually  made  from  a  print — 
this  print  being  photographed  by  a  camera  provided  with  a 
reversing  prism  or  mirror  before  the  lens.  Inside  the  camera, 
and  near  the  plate,  is  a  "screen"  formed  of  a  plate  of  glass 
upon  which  cross  lines  have  been  ruled,  etched,  and  filled  in 
with  a  black  pigment,  the  distance  of  this  in  front  of  the 
negative  plate  being  ordinarily  between  ^  of  an  inch  and  \  of 
an  inch :  the  criterion  of  the  distance  being  the  formation  of  a 
pinhole  image  of  the  lens  aperture  by  each  window  of  the 
screen ;  but  a  certain  amount  of  penumbra  is  required.  The 
grained  and  reversed  negative  having  been  made,  such  a  mixture 
as  the  following  is  prepared  for  use  in  coating  the  plate  to  be 
etched  (generally  copper) : — 

Commercial  Liquid  Fish  Glue      ...        ...  2  ozs. 

White  of  Egg  2    „ 

Water  4    „ 

Ammonium  Bichromate     60  gts. 

These  materials  are  agitated  together  by  shaking  in  a  bottle 
containing  some  pieces  of  glass,  and  the  mixture  is  filtered 
through  cotton  wool.  A  carefully  cleaned  and  highly  polished 
copper  plate  is  now  coated  by  flooding  it  with  the  mixture  and 
pouring  off  the  excess,  and  it  is  then  dried  in  a  horizontal 
position.  Tvvo  or  three  minutes  in  sunlight  is  generally  a  suffi- 
cient exposure     After  exposure  the  plate  is  soaked  in  water  to 
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remove  the  unaltered  bichromate  and  such  portions  of  the  film 
as  remain  soluble ;  after  which  it  is  dried.  When  dry  the  plate 
is  heated  so  strongly  as  almost  to  char — or  at  any  rate  to 
darken — the  film,  which  then  forms  an  admirable  resist  to  an 
etching  fluid.  Perchloride  of  iron  is  generally  employed,  and 
for  details  see  under  the  heading  Photogravure.  !lf  or  informa- 
tion bearing  directly  or  indirectly  on  the  fish  glue  process,  and 
the  production  of  printing  surfaces  see  the  following  articles : — 
Galvanography,  Daguerreotype  (etching  of),  Obernetter's 
Process,  Electrotyping,  Woodburytype,  Zincography, 
Asphalt  Process,  Chemigraphy,  Collotype,  Prism  (revers- 
ing). Reversed  Negatives,  Types  (originating  by  Photographic 
means),  and  Filigrane. 

Fishes,  Photographing.    See  Animals,  Photographing. 

Fixed  Focus. — This  term  has  become  so  general  of  late  that 
one  writer  actually  says,  "With  regard  to  fixed-focus  lenses  I  am 
quite  ignorant  of  the  principle  on  which  they  are  constructed, 
but  it  seems  to  me  a  most  extraordinary  thing,  if  they  can  be 
constructed  at  all,  why  any  other  kind  should  be  made.  With 
the  lens  on  my  .  .  .  everything  from  three  feet  to  the  extreme 
distance  is  in  the  sharpest  possible  focus ;  and  this  being  so,  it 
is  most  amazing  that  makers  should  go  on  manufacturing  lenses 
that  require  re-focussing  for  every  picture,  which  is  in  all  cases  an 
unmitigated  nuisance  and,  in  the  case  of  instantaneous  pictures, 
the  cause  of  the  loss  of  more  than  half  the  chances  offered,  and 
of  half  the  pictures  actually  taken  being  out  of  focus."  It  is 
quite  possible  that  there  are  manyin  the  same  state  of  amaze- 
ment as  the  above  writer,  who  may,  for  all  we  know,  still  be  in 
the  same  state ;  therefore  to  him  and  to  others  like  him  it  may 
be  of  interest  to  learn  that  every  lens  has  a  fixed  focus,  and 
that  there  is  no  lens  which  is  manufactured  which  is  not 
quite  as  much  a  fixed-focus  lens  as  the  particular  lens  which 
called  forth  the  above  remarks,  and  that,  moreover,  there  never 
has  been  a  fixed-focus  lens  yet  made  and  never  will  be.  But 
what  we  mean  to  state  is  this — a  fixed  focus  is  a  theoretical 
impossibility,  but  with  every  lens  there  is  a  point  beyond  >yhich 
objects  are  in  sufficient  sharpness  to  satisfy  our  requirements 
as  to  definition,  because  when  the  image  of  a  point  is  less  than 
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the  Y^^  part  of  an  inch  in  diameter,  then  the  eye  perceives 
the  image  as  a  point  sharply  defined;  and  this  has  given  rise 
to  the  term  in  question.  Several  rules  are  in  existence  for 
finding  out  the  nearest  point  in  focus,  but  one  of  the  best 
is  that  by  Mr.  W.  Cheyney,  in  the  "  Journal  of  the  Franklin 
Institute,"  which  is  as  follows : — Multiply  the  diameter  of  the 
aperture  of  a  lens  by  the  equivalent  focus  thereof,  divide  the 
product  by  the  greatest  allowable  error,  and  to  the  quotient  add 
the  equivalent  focus.  The  sum  will  be  the  distance  of  an  object 
upon  which  the  lens  should  be  accurately  focussed  in  order  that 
all  objects  beyond  a  point  one-half  of  the  above  distances  shall 
be  apparently  in  focus.     Thus — 

Let      f  =  the  equivalent  focus. 

a  =  the  diameter  of  aperture. 
e  =  the  greatest  allowable  error. 
Then  d  =  the  distance  of  an  object,  upon  which  if  the  lens  be 
accurately  focussed,  all   objects   beyond  dj'i  will 
apparently  be  in  focus. 

Or, 

tf  X  /" 

— i — i-  -\-  f  =  d,  then  d  -^  7,  =  point  in  focus. 

Examples: — Thus  with  a  lens  of  8-in.  focus  and//8  diaphragm 
we  have 

Lif Y  z  =  d  =  2,008  in.  =  167  ft.  4  in. 

Then  d  -e-  2,  or  167  ft.  4-in.  -r  2  =  83  ft.  8  in. 
Again,  if  we  use  a  lens  of  4-in.  focus  and  //16  aperture  we  have 
iii_4  +  4  =  <?  =  254  in.  =  21  ft.  2  in. 

Then  d  -^  2  or  21  ft.  2  in.  -=-  2  =•  10  ft.  7  in. 
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Mr.  Cheyney  gives  the  following  table,  tested  by  various  rectili- 
near, vyide-angle,  and  single  landscape  lenses : — 


Equiv. 

Aperttirf 

Distance  of  Object 

All  Objects  in 

Focus. 

£ArX^£tf£VA    U  l\Ett 

FocussED  Upon. 

Focus  Beyond. 

2 

^If 

10  ft.    7  in. 

5  ft.    3  in. 

2 

//ii-Si 

7  „   II    „ 

3  M  II  „ 

2 

//i6 

5  „     4  „ 

2  „    8  „ 

3 

//8 

23  ,.     8  „ 

II  „  10  „ 

3 

//"■3i 

17  ,,   lo  „ 

8  „  11   „    . 

3 

//1 6 

II  »   II   .. 

5  ,.  11  „ 

4 

//8 

42  „     o  „ 

21  ,,    0  ,, 

4 

//"■3i 

31  „     3  M 

15  „    7  „ 

4 

//1 6 

21    „      2    ', 

10  .,     7  ., 

5 

4f 

65  „     6  „ 

32  „    9  <, 

5 

fli^-li 

49  .,     3  „ 

24  „    7  „ 

5 

A'J' 

32  „   II   „ 

16  „     5  „ 

6 

m 

94  „     3  ,, 

47  „.    I  „ 

6 

■^('P' 

70  „     9  ., 

35  ..    4  „ 

6 

flie 

47  .,     4  „ 

23    M      8    „ 

7 

/f 

126  „     I   „ 

63      "         0     M 

7 

//II-3I 

94  „     8  „ 

47  ,.     4  „ 

7 

//i6 

63  M     4  ., 

31   .,     8  „ 

8 

//8 

167  „     4    M 

83  „     8  „ 

8 

//II-3I 

125  „     8  „ 

62  „  10  „ 

8 

//i6 

84  ,.     0  „ 

42  „     0  „ 

Fractions  of  an  inch  are  unnecessary.  On  reading  through  the 
above  table  many  readers  may  at  once  exclaim,  "If  this  is  right, 
Messrs.  Blank  &  Blank,  lens  makers  or  lens  sellers,  are  wrong 
when  they  state  that  all  objects  beyond  so  many  feet  will  be  in 
focus  with  their  lens ;  their  distances  are  not  nearly  so  much  as 
the  above  table.  Take,  for  instance,  one  special  hand-camera: 
this  has  a  5-in.  focus  lens,  and  works  at 778,  and  yet  the  vendor 
states  that  everjTthing  beyond  1 5  ft.  is  in  focus :  by  the  above 
table  everything  beyond  32  ft.  is  in  focus."'  To  reconcile  these 
seeming  paradoxes  is  not  difficult,  as  it  will  be  noted  that  Mr. 
Cheyney  takes  i^  of  an  inch  as  the  greatest  permissible  error ; 
if,  however,  we  take  riir  of  an  inch  as  the  permissible  error 
we  get  totally  different  results,  as  seen  by  working  out  his 
examples : — 

320 


Fixed  Focus 


I  x8 


+  8  =  808  in.  =  67-4  ft. 
33  ft.  8  in. 
+  4  =  104  =  8  ft.  8  in. 


TUTf 

Then  67-4-4-2 

And  i^  ^  ^  _ 
Tinr 

Then  8  ft.  8  in.  4-  2  =  4  ft.  4  in. 
Taking  y^^  of  an  inch  as  the  permissible  error,  we  have  worked 
out  from  Mr.  Cheyney's  rule  the  following  table,  which  may  be 
useful : — 

Point  Beyond  which  All  Objects  will  be  in  Focus. 


Apertures. 

Equivalent 

m 

>/" 

31. 

//I 

6. 

//22. 

3     inches  ... 

4 

ft. 

Q 

in. 

3  ft. 

6  in. 

2  ft. 

6 

in. 

I    ft. 

9  in. 

3i       ..      ... 

6 

1) 

6 

4  ,, 

9  .- 

3  ., 

3 

2    „ 

6  „ 

4         

8 

n 

b 

6  „ 

3  „ 

4  „ 

3 

3      M 

3  ,. 

4i       „      ... 

10 

ft 

9 

8  „ 

10  „ 

5  ,, 

6 

4     M 

b  „ 

S         

13 

M 

3 

9  ,. 

9  .. 

b  ,. 

b 

■;  ,- 

0  „ 

5i       

16 

If 

0 

II  ,< 

9  .. 

8  „ 

0 

6  „ 

0  „ 

6         „      ... 

19 

M 

0 

15  .. 

0  „ 

9  ., 

6 

7  ., 

b  „ 

(>i       

22 

ri 

6 

lb  „ 

b  „ 

II   1, 

3 

8  „ 

3  .. 

7         

26 

M 

0 

20  „ 

0  „ 

13  .. 

0 

10  „ 

0  „ 

We  may  also  give  Miethe's  table  of  fixed  foci : — 


Distance  of  nearest  object 
in  focus  expressed  in  units 
of  the  focal  length. 

87 


Aperture, 

F/4 

F/S 70 

F/6 S8 

F/7 50 

^     F/io  35 

F/12  29 

F/iS  23 

F/20  17-5 

F/30  II-6 

•   Example :    To  find  the  nearest  point  in  focus  with  a  J-in.  lens 
working-at  F/lo.     5  x  35  =  175  ins.  =  14ft.  7  ins. 

321  Y 


Fixing 

Another  rule  for  finding  the  same  is  : — Multiply  27  by  the  square 
of  the  focal  length  of  the  lens  and  by  the  fraction  expressing  the 
diameter  of  the  diaphragm  aperture. 

Example: — Required  the  nearest  point  in  focus  with  a  lens 
4j-in.  focus,  y7 10  diaphragm. 

27  X  4j  X  4j  X  ^  =  27  X  20-25  X  ■!  =  5-46  yards. 

Fixing.  The  removal  of  any  sensitive  salt  unacted  upon  by 
light  or  by  the  developer,  thus  rendering  the  negative  or  print 
unalterable  by  the  further  action  of  light.  The  usual  method  of 
effecting  this  in  the  case  of  the  silver  salts  is  by  the  solvent 
action  of  Hyposulphite  or  Thiosulphate  of  Sodium ;  cyanide 
of  potassium,  sulphocyanide  of  potassium  or  ammonium,  and 
sulphite  of  sodium,  have  also  been  recommended.  Cyanide  of 
potassium  is  more  powerful  than  hypo,  but  its  action  on  the 
image  is  so  great  as  to  deteriorate  the  half-tones  occasionally. 
Hypo,  then,  is  our  chief  resource ;  but  the  difficulty  of  completely 
eliminating,  however,  is  its  great  drawback.  For  fixing  negatives 
it  is  desirable  to  use  two  fixing  baths,  the  strength  being  about 
4  ozs.  to  the  pint  of  water  in  each,  the  negative  being  allowed  to 
remain  for  ten  minutes  in  the  first,  and  for  about  five  minutes  in 
the  second  ;  by  this  a  more  thorough  fixing  of  the  negative  is 
effected.  For  fixing  prints  the  strength  generally  recommended 
is  about  half  that  for  negatives — that  is,  about  2  ozs.  to  the  pint 
— and  sufficient  liquor  ammonite  or  carbonate  of  ammonia  should 
be  added  to  make  the  solution  smell  faintly  of  ammonia.  This 
neutralises  any  free  acid  which  may  be  present  in  the  solution, 
and  prevents  any  loss  of  tone  in  fixing.  One  may  safely  use 
the  same  strength  as  for  negatives  with  the  addition  of  ammonia, 
as  above  described;  and  lengthened  experience- shows  the  ad- 
vantage of  doing  this,  as  the  fixing  is  completed  in  half  the  time, 
and  there  is  less  chance  of  loss  of  tone.  R.  E.  Liesegang  has 
suggested  the  use  of  Thiosinamine  (y.7/.)  as  a  fixing  agent,  and 
it  is  specially  adapted  for  prints.  For  plates  its  action  is  much 
slower  than  hypo,  but  it  is  said  to  possess  the  advantage  of  being 
more  quickly  removed.  The  strength  suggested  is  i  per  cent. 
Captain  Abney  has  recommended  sulphite  of  soda  as  a  fixing 
bath  for  prints,  but  as  chloride  of  silver  is  much  less  soluble  in 
sulphite  of  soda  than  in  hyposulphite,  failures  have  occurred. 
The   following  editorial  remarks,   taken    from    The   Amateur 
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Photographer,  touch  on  the  essential  points  of  success  and  the 
sources  of  failure  : — "  Owing  to  the  fact  that  much  of  the  commer- 
cial sulphz/«  contains  sulpha/e,  or  has  become  converted  by  oxida- 
tion, the  use  of  sulphite  as  a  fixing  agent  is  often  disappointing. 
We  do  not  recommend  a  much  stronger  solution  than  20  per 
cent.,  but  it  is  desirable  to  use  a  much  larger  quantity  than  is 
ordinarily  recommended — say  3  or  4  ozs.  of  the  sulphite  for  half 
a  sheet  of  paper ;  and  a  sufficient  time  should  be  allowed  for  it  to 
act.  That  is  to  say,  double  the  time  should  be  allowed  that  is 
necessary  for  the  apparent  dissolution  of  the  chloride  of  silver, 
when  the  print  is  viewed  by  transmitted  light.  If  a  print,  such 
as  on  albumenised  or  any  not  very  thick  paper,  be  looked  at 
against  the  light  during  fixation,  it  will  reveal  the  gradual  dis- 
appearance of  the  chloride  of  silver  in  cloudy  masses,  in  much 
the  same  manner  as  with  a  glass  negative  ;  and  when,  after  an 
interval  of  time,  such  indications  of  the  presence  of  unacted  open 
chloride  are  removed,  the  print  should  be  returned  to  the  fixing 
bath  (or  to  a  fresh  bath)  for  the  same  length  of  time  again.  This 
is  a  good  old  rule  given  in  connection  with  hyposulphite  fixing, 
and  may  with  still  greater  advantage  be  applied  in  the  case  of 
sulphite  of  soda.  (See  Acid  Sulphite  Fixing  Bath  ;  and  for 
the  combined  fixing  and  toning  ,bath,  see  Toning.)  For  much 
general  information  relative  to  fixing  see  Development  and 
Developers. 

Postponed  Fixation  of  Negatives.  Some  tourists,  after  having 
developed  their  negatives,  merely  wash  and  dry  while  on  tour ; 
the  fixation  being  postponed  until  the  return  home.  This 
method  appears  satisfactory  provided  that  the  washing  is 
sufficient  to  remove  all  traces  of  the  developer. 

Flare.  A  fogged  patch,  generally  central,  circular,  or  arch- 
shaped,  on  a  developed  plate,  and  of  course  recognisable  by  the 
eye  on  the  focussing  screen.  Flare  may  be  due  to  many  causes. 
For  example,  an  image  reflected  from  the  concave  surface  of  one 
glass,  then  back  from  another,  or  an  image  of  the  diaphragm  or 
its  edges.  In  these  cases  only  the  more  strongly  illuminated 
portion  of  the  "  object "  will  cast  an  appreciable  image,  and  the 
flare  spot  will  not  form  a  complete  circle.  Monckhoven,  in 
his  "Photographic  Optics,"  states  that  it  is  often  due  to  too 
"^lose  an  adherence   to  the  globular  form  by  the  optician  who 
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constructed  the  leng.  Often  flare  is  due  to  the  edges  of  the 
diaphragm  aperture  being  worn  bright,  and  this  no  doubt  is  a 
general  cause  for  its  sudden  appearance  in  a  lens.  The  Iris 
diaphragm,  but  lately  introduced  for  photographic  objectives, 
seems  to  be  particularly  liable  to  this,  from  the  friction  of  the 
tongues  of  metal  of  which  it  is  formed  ;  others  state  that  when 
the  lenses  are  mounted  in  cells  which  are  not  blackened,  a  flare 
is  almost  certain  to  make  its  appearance.  All  lenses  should  be 
examined  for  this  most  annoying  effect,  which  can  rarely  be 
wholly  eradicated.  It  is  very  often  a  defect  in  portrait  lenses 
when  such  are  used  for  outdoor  work  where  any  portion  of 
bright  sky  is  included  in  the  background,  and  in  this  instance  it 
is  clearly  an  image  of  the  lens  by  reflection  from  the  surfaces. 
The  remedies  are  not  by  any  means  satisfactory,  as,  whatever  is 
done,  at  its  best  the  flare  spot  is  so  distributed  over  the  whole 
plate  instead  of  being  localised.  When  the  diaphragm  edges  are 
worn  bright  they  should  be  blackened,  and  the  cells  in  which 
the  lenses  are  mounted  should  also  be  attended  to.  It  can  be 
eliminated  partially  as  stated  above,  by  altering  the  position  of 
the  diaphragm  slightly  ;  but  as  this  is  used  to  reduce  distortion 
to  a  minimum,  the  remedy  may  be  worse  than  the  disease  by 
introducing  this  defect.  Slightly  altering  the  relative  positions 
of  the  two  lenses  will  often  efface  it,  but,  as  said  before,  only  by 
distributing  it. 

Flash  Light.  One  of  the  most  useful  lighting  methods  for 
portraiture  at  night  is  to  so  suddenly  burn  magnesium  or  alu- 
minium dust  that  an  instantaneous  flash  is  produced,  the  combus- 
tion being  so  rapid  that  the  exposure  is  finished  before  the  sitter 
has  time  to  move.  One  disadvantage  of  flash-light  portraiture  is 
the  fact  that  the  eyes  of  the  sitter  are  generally  shown  as  having 
the  iris  unnaturally  open,  and  an  unusual  expression  results. 
Magnesium  dust,  or  the  very  finest  aluminium  bronze  powder, 
may  be  blown  through  a  spirit  lamp  or  gas  flame  by  means  of  a 
piece  of  a  halfpenny  pea-shooter,  or  one  of  the  very  diverse  but 
essentially  similar  flash  lamps  sold  in  the  shops.  Three  grains 
of  magnesium  will  suffice  for  a  portrait  if  a  rapid  portrait  lens  is 
used  and  also  quick  plates ;  but  it  is  important  to  work  in  an 
apartment  with  a  low  and  very  white  ceiling  and  a  white  sheet 
on  the  floor,  to  act  as  reflectors.     Success  depends  largely  on 
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using  the  minimum  quantity  of  magnesium,  as  it  is  only  then 
that  complete  and  rapid  combustion  can  be  depended  upon. 
Explosive  mixtures  of  magnesium  with  oxidising  salts,  as  chlorate 
of  potassium,  are  sometimes  used,  especially  when  a  powerful 
flash  of  the  briefest  possible  duration  is  required;  but  such 
mixtures  should  be  made  and  used  with  extreme  caution,  as 
several  fatalities  are  on  record.  As  regards  these  prfcautions, 
we  cannot  do  better  than  quote  from  an  article  in  The  Amateur 
Photographer,  by  a  contributor  writing  as  "Index": — "When 
an  explosive  mixture  is  used,  the  following  may  be  taken  as  one 
which  has  worked  satisfactorily : — 

Magnesium  powder 60  grs. 

Chlorate  of  potash  ...       ' 90    „ 

The  mixture  should  not  be  made  up  in  bulk,  but  only  as  required. 
The  powders  should  both  be  dry ;  they  may  be,  if  necessary, 
separately  dried  in  an  oven  only  moderately  warm,  and  wh'en 
cold  mixed  with  a  piece  of  card,  or  a  feather,  on  a  sheet  of  paper. 
Any  lumps  in  the  chlorate  should  be  thoroughly  crushed  before 
mixing.  There  should  be  no  friction  with  a  hard  substance 
during  mixture  or  after  the  powders  have  been  mixed,  or  a 
disastrous  explosion  may  ensue.  A  cautious  manipulator  will 
so  arrange  matters  that  if  at  any  instant  the  mixture  should  fire, 
neither  he  nor  any  one  else  will  be  seriously  hurt.  The  mixture 
may  be  fired  by  a  taper  affixed  to  the  end  of  a  stick.  If  the 
exposure  is  to  take  place  out  of  doors,  a  small  quantity  of  sul- 
phide of  antimony  may  be  added,  as  in  the  following  formula : — 

Chlorate  of  potash 60  grs. 

Magnesium  powder 30    ,, 

Sulphide  of  antimony         10    ,, 

Combustion  is  more  rapid  with  this  mixture,  estimated,  indeed, 
by  Messrs.  Gaedicke  and  Miethe  to  take  place  in  from  the  fiftieth 
to  the  thirtieth  of  a  second ;  but  the  fumes  given  off  are  so  offen- 
sive and  poisonous  that  it  should  not  be  used  in  the  house  unless 
in  a  large  lantern  or  combustion  chamber,  furnished  with  a 
chimney  leading  into  the  open  air."  As  a  comment  on  the  latter 
remark,  we  may  mention  that  outdoor  scenes,  groups,  and  even 
buildings,  have  been  successfully  photographed  by  flash  light. 
(See  Magnesium.) 
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Flatness.  A  want  of  vigour  and  contrast  in  the  negative  and 
resulting  prints,  due  to  over-exposure,  or  to  the  use  of  too  strong 
or  too  weak  a  developer. 

Fluorescence.    See  Radiography. 

Fluorh^dric,  or  Hydrofluoric  Acid.  HF=2o.  Is  obtained 
by  heating  fluor-spar  with  sulphuric  acid  in  a  leaden  or  platinum 
retort,  connected  with  a  receiver  of  the  same  metal.  It  is  a 
colourless  gas,  very  soluble  in  water,  and  condensing  at  20°  C. 
into  a  mobile  fuming  liquid,  which  boils  at  59 "  F.  It  has 
the  peculiar  property  of  dissolving  glass  and  other  silicates, 
and  for  this  reason  leaden  or  platinum  vessels  are  used  to 
prepare  it,  and  the  aqueous  solution  is  stored  in  india-rubber 
bottles.  Extreme  care  is  necessary  in  handling  it,  as  even  when 
dilute  it  causes  very  painful  ulcers  when  applied  to  the  skin,  and 
dissolves  the  nails.  It  has  several  photographic  uses,  all  of 
which  depend  on  its  solvent  action  on  glass.  Hydrofluoric  acid 
has  been  recommended  for  detaching  the  negative  film  from 
glass  plates,  for  preparing  a  film  negative.  See  Negatives, 
Stripping  of  ;  also  Hyalography. 

Fluorine.  F  =  19.  A  non-metallic  element  never  met  with 
in  a  free  state.     Fluorine  has  only  recently  been  isolated. 

Focal  Aperture.    See  Aperture,  Focal  ;  also  Diaphragms. 

Focal  Length,  Focus,  or  Equivalent  Focus.  The  latter 
term  is  applied  specially  to  a  compound  or  doublet  lens.  It  is 
the  focus  of  parallel  rays  entering  the  lens,  and  is  thus  called 
from  the  fact  of  the  image  formed  equalling  in  size  that  formed 
by  a  single  lens.  It  is  extremely  important  that  every  photo- 
grapher should  know  how  to  find  the  focal  length  of  his  lens, 
because  upon  this  depends  the  determination  of  several  factors. 
Before  deciding,  however,  on  the  best  method  of  measuring  the 
focal  length,  it  is  necessary  to  know  where  we  are  to  start 
measuring  from.  If  we  take  a  single  or  landscape  lens  we  shall 
find  that  there  are  three  or  four  points  which  we  can  measure 
from.  Thus  we  may  measure  from  the  plane  of  the  diaphragm, 
from  the  front  surface  of  the  lens,  or  from  the  centre  of  the  lens, 
or  from  the  posterior  surface  of  the  lens ;  and  each  point  will 
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give  us  a  diflferent  length.  Thus  in  the  case  of  a  rectilinear  lens 
we  can  measure  from  several  points  :  from  the  front  lens,  from 
the  plane  of  the  diaphragm,  from  the  back  surface  of  the  posterior 
lens.  It  is  very  usual  to  see  in  some  opticians'  catalogues  the 
term  "  back  focus,''  and  this  is  the  distance  between  the  posterior 
lens  and  ground-glass;  and  is  given  to  enable  the  user  to  judge 
whether  the  lens  can  be  used  on  any  particular  camera.  The 
correct  poitit  to  measure  the  focal  length  from  is  one  of  the 
"  nodal  points  "  of  a  lens,  but  for  very  rough  purposes  it  is  quite 
sufficient  to  set  the  camera  up  and  focus  the  sun  or  the  clouds, 
and  in  the  cases  of  single  lenses  measure  the  distance  between 
the  front  surface  of  the  lens  and  ground-glass,  and  with  portrait 
or  doublet  lenses  the  distance  between  the  diaphragm  slot  and 
ground-glass.  This  method  is  not  precise,  and  more  accurate 
measurements  may  be  made  by  one  of  the  following  plans : — 

(i)  GrubVs  Method.     On  the  ground-glass  of  the  camera  draw 
two  pencil  lines  about  an  inch  from  the  margin  at  each  side. 


Fig.  63- 


Now  set  up  the  camera  before  a  window,  preferably  upon  some 
flat  surface,  such  as  a  table,  upon  which  is  spread  a  sheet  of 
white  paper,  and  focus  for  some  distant  scene,  more  than  1 50  or 
200  yards  off,  in  which  there  is  some  distinct  feature,  such  as  a 
church  spire  or  tall  chimney.  Make  the  image  of  this  fall  upon 
one  of  the  pencil  marks  on  the  focussing  screen,  and  with  a 
pencil  draw  a  line  upon  the  paper  along  the  side  of  the  camera  ; 
now  bring  the  image  of  the  chimney  or  spire  upon  the  other  line, 
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when  draw  another  line  upon  the  paper  also  along  the  side  of  the 
camera;  remove  the  camera,  and  with  a  flat  rule  continue  these 
lines  till  they  cut  one  another,  so  as  to  form  an  angle,  across 
which  draw  a  line,  so  as  to  form  a  triangle,  which  line  must  be 
exactly  the  same  length  as  the  distance  between  the  two  pencil 
marks  on  the  focussing  screen.  Find  the  centre  of  this  base 
accurately,  and  connect  the  junction  or  apex  of  the  angular  lines 
with  the  centre  of  the  base.  This  line  will  then  be  the  true 
equivalent  focus  of  the  lens.  The  lines  aa\  bb',  are  those  traced 
on  the  paper  along  the  sides  of  the  camera,  extended  until  they 
meet  at  c.  de  is  the  base,  being  the  exact  distance  apart  of  the 
two  pencil  marks  ;  /"its  centre,  and  cfihe  true  equivalent  focus 
of  the  lens.  The  same  method  can  be  employed  to  determine 
the  angle  of  view  (see  Angle  of  View). 

(2)  Method  by  Focussing  a  Given  Object  the  Same  Size.  With 
long-extension  cameras  a  very  common  method  is  to  focus  on 
any  object  till  the  image  is  exactly  the  same  size  as  the  object, 
then  measure  the  distance  between  the  object  and  ground-glass 
and  divide  by  four,  when  the  result  will  be  the  equivalent  focus. 
A  convenient  object  to  use  is  a  foot  rule.  Example  : — On  focus- 
sing a  foot  rule,  till  the  image  or  part  of  it  measures  exactly  the 
same,  we  find  the  distance  between  object  and  ground-glass  to 
be  73 J  in.  Then  73j-^4=i8f  in.,  the  focal  length  of  lens 
used.  For  single  lenses  this  method  is  sufficiently  accurate,  but 
subject  to  error  in  other  cases. 

(3)  Schroeder's  Method.  This  can  only  be  used  by  possessors 
of  a  telescope.  First  of  all  take  a  piece  of  cardboard — a  mount 
will  do — and  punch  two  holes  in  it  some  little  distance  apart ; 
place  this  card  flat  on  the  ground  side  of  the  focussing  screen, 
and  with  3  lead  pencil  blacken  the  ground-glass  through  the 
holes.  Now  go  into  a  darkened  room  and  set  up  the  card,  and 
place  behind  it  a  lamp  or  candle ;  erect  the  camera,  and  rack  the 
leps  in  or  out  tijl  the  bright  spots  of  light  coming  through  the 
hojes  in  the  card  fsH  exactly  on  the  black  spots  on  the  ground- 
glass,  arjd  mark  accurately  the  position  of  the  ground-glass  on 
the  baserboard  of  the  camera,  as  shown  in  fig.  64,  in  which  a  is 
the  card  with  the  two  holes,  p  the  lens — here  represented  by  a 
single  double-convex  lens — and  b  the  focussing  screen,  marked 
by  the  pencil  with  the  two  black  dots,  on  which  are  focussed  the 
bright  spots  of  light  as  shown  by  the  dotted  lines,     A  sro^ll 
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telescope  is  now  focussed  on  the  moon,  and,  the  focus  temporarily 
fixed,  the  ground-glass  is  removed  from  the  frame,  and  a  negative 
of  a  strong  contrasted  subject  is  placed  in  the  frame,  from  which 
the  ground-glass  has  just  been  removed.     A  very  good  negative, 


A 

o 


Fig.  64. 

if  handy,  is  that  of  a  line-drawing.  The  eye-piece  of  the  tele- 
scope is  now  placed  in  the  same  position  as  the  card  previously 
used — i.e.,  opposite  the  lens  of  the  camera ;  a  candle  or  lamp  is 
placed  behind  the  negative,  and  the  camera  racked-in  till  the 


V 


s 


Fig.  6s. 


lines  of  the  negative  are  seen  sharp  and  clear.  Now,  as  the 
telescope  focus  has  been  fixed  for  infinity,  the  negative  will  only 
appear  sharp  when  it  is  at -the  true  focus  of  the  lens ;  this  position 
is  then  accurately  marked,  as  shown  in  fig.  65,  in  which  t  is  the 


Fig.  66. 

telescope  focussed  for  infinity,  P  the  lens,  and  d  h  the  position  of 
the  plane  of  the  negative.  Fig.  66  is,  as  will  be  at  once  seen,  a 
combination  of  the  two  previous  diagrams — figs.  64  and  65 — and 
.  the  distance  between  the  plane  i  and  plane  11  is  the  true  equivalent 
focus  of  the  lens  designated  in  the  diagram  by  f. 
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(4)  Stolse's  Method.  This,  or  the  loUowing  method,  No.  5, 
will  be  found  the  most  convenient  in  practice.  Dr.  Stolze 
described  his  method  in  "  Photographische  Nachrichten,  vol.  ii., 
p.  164,  i8go,  as  follows  : — "One  first  focusses  on  a  very  distant 
object,  or,  so  to  speak,  on  infinity,  and  marks  this  .position  of  the 
focussing  screen  on  the  base-board  of  the  camera.  Then  the 
camera  is  directed  at  a  very  near  upright  object  of  known,  or 
easily  measurable,  size — best  on  a  foot  rule — so  that  the  image 
falls  on  the  focussing  screen  ;  this  is  sharply  focussed,  and  this 
position  of  the  screen  again  marked  on  the  base-board ;  a  negative 
is  taken  of  the  object  in  this  position,  and  after  development  the 
size  of  the  image  of  the  photographed  object  is  carefully  measured, 
and  one  thus  determines  how  much  smaller  the  former  is  than 
the  latter.  If  one  multiplies  the  difference  between  the  two  foci 
with  this  number,  the  result  will  be  the  focal  length.''  Possibly 
an  example  will  make  this  a  little  clearer :  We  have  focussed 
on  a  very  distant  object,  and  marked  the  base-board,  ajid  have 
also  focussed  on  a  foot  rule  and  taken  a  negative,  and  find  that 
the  image  of  the  foot  rule  measures  10  in.,  the  distance  between 
the  two  marks  on  the  base-board  is  19  in.,  then 

F  =  19  X  II  =  22-8  in. 

The  size  of  the  image  should  be  as  large  as  possible — that  is  to 
say,  the  amount  of  reduction  should  be  as  little  as  possible, 
because  the  greater  the  reduction  the  less  accurate  the  result. 

(5)  Proportional  Method.  This  method  is  extremely  con- 
venient when  working  with  somewhat  short-focus  cameras  and 
long-focus  lenses.  The  camera  is  placed  upon  a  table,  when 
convenient,  or  if  such  is  not  handy,  on  the  ordinary  tripod.  We 
support  on  a  wall,  shelf,  or  convenient  place  a  foot  rule  which 
is  plainly  marked  in  inches.  On  the  ground-glass  of  the  camera 
a  space  of  two  inches  is  accurately  marked  as  near  the  centre  as 
possible :  it  is  merely  necessary  to  mark  off  the  two  inches,  not 
to  divide  it  out  into  parts.  The  camera  is  now  moved  backwards 
or  forwards  till  the  image  of  the  foot  rule  of  twelve  inches  just 
falls  on  the  two-inch  space  we  have  marked  out.  The  coincidence 
of  the  image  on  the  lines  should  be  examined  with  an  eye-piece 
or  compound  focusser,  to  see  that  they  do  coincide,  then  the 
distance  between  the  foot  rule  and  the  focussing  should  be  care- 
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fully  measured,  and  this  distance  jotted  down,  as  from  this  we 
obtain  the  focal  length  of  the  lens.  This  number  is  multiplied 
by  the  figure  which  represents  the  proportion  of  the  image  to 
the  original  object,  and  the  result  is  then  divided  by  the  square 
of  the  proportional  number  plus  one.  Taking  an  example,  we 
find  that  the  distance  between  the  foot  rule  and  its  image  equals 
63  ins. 

.•.63  X  6  =  378; 

378  -^  49  :=  7f  in.,  the  required  focal  length. 

It  must  not  be  thought  that  the  above  proportion  between  the 
object  and  its  image  is  essential ;  any  convenient  proportion 
may  be  taken,  such  as  4,  5,  8,  etc.,  but  the  rule  holds  good 
with  all. 

Parallel  rays  proceeding  from  any  object  and  transmitted 
by  a  convergent  lens  are  refracted  in  such  a  manner  that  they 
meet  at  a  point  and  form  an  image  of  that  object,  this  point 
being  called  the  principal  focus.  Rays  which  are  not  parallel 
but  which  diverge  from  an  object  are  transmitted  by  a  convex 
lens  and  united  to  a  point,  and  the  two  points  thus  connected 
are  said  to  be  conjugate  foci  ;  or  in  other  words  the  distance 
between  any  point  in  any  object  and  the  lens,  and  the  distance 
between  the  lens  and  the  image  of  that  point,  are  said  to  be 
the  conjugate  foci  of  the  lens.  These  foci  are  of  great  import- 
ance when  enlargement  or  reduction  t)f  any  print,  engraving,  or 
negative  is  required.  The  rules  for  finding  the  conjugate  focal 
distances  are  given  under  Enlarging  {q.v.),  and  a  table  is  given 
to  save  calculation. 

Actinic  Focus.  As  has  been  stated  under  chromatic  aberration 
the  actinic  focus  is  not  actiially  coincident  with  the  visual  focus, 
unless  the  lens  be  rendered  achromatic. 

Depth  of  Focus  is  the  power  of  defining  upon  a  plane  surface 
with  sufficient  definition  to  satisfy  the  requirements  of  the  case, 
the  images  of  objects  situated  at  varying  distances.  Theoretically 
depth  of  focus  is  an  impossibility,  but  practically  when  any  point 
is  focussed  sharply  there  is  a  certain  distance  before  and  behind 
that  point  which  is  also  sharp.  To  find  this  distance  the  fol- 
lowing rule  may  be  used.  The  use  of  diaphragms  increases  it ; 
the  smaller  the  aperture  the  greater  the  depth  of  focus.  Having 
focussed  any  point,  to  find  the  distance  in  front  of  that  point 
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which  will  be  in  focus  (all  measurements  to  be  in  inches,  and  the 
distance  of  object  to  be  measured  from  the  optical  centre  of 
lens) — -(l)  Multiply  the  focal  length  by  the  diameter  of  the  stop, 
and  the  result  by  the  difference  between  the  focal  length  and 
the  distance  of  the  object.  (2)  Multiply  the  focal  length  by  the 
diameter  of  the  stop,  and  add  Yis  part  of  the  distance  of  the 
object.  (3)  Divide  the  first  product  by  the  last,  add  the  focal 
length,  and  subtract  the  result  from  the  distance  of  the  object, 
when  the  result  will  be  the  distance  sought  for  in  front  in  inches. 
To  find  the  depth  of  focus  behind  a  given  point — (i)  Multiply 
the  focal  length  by  the  diameter  of  the  stop,  and  the  result  by  the 
difference  between  the  focal  length  and  the  distance  of  the 
object.  (2)  Multiply  the  focal  length  by  the  diameter  of  the  stop, 
and  subtract  ttth  P^rt  of  the  distance  of  the  object.  (3)  Divide 
the  first  product  by  the  last,  add  the  focal  length,  and  deduct 
the  distance  of  the  object ;  the  result  is  the  distance  behind  in 
inches. 

Example : — Find  the  depth  of  focUs  when  focussing  an  object 
15  ft.  distant  with  a  lens  of  7-in.  focus,  working  at//$. 


//s  = 

:  i|  in. 

IS  ft. 

=  I 

80  in. 

7  X  1 
180- 
49 

[f  =  ¥ 
-  7  =  1 

173  = 

73- 
8477  (,, 

7  X  ] 

180  _ 
100  ~ 

49  ,9 
S   5 

58 

■  S 

(2). 

8477 

5 
146  H 

.  58  _ 
■  5 

r7=l 

S3    180  - 

153  = 

iS3  =  27iu.  (3). 
The  depth  of  focus  in  front  =  27  in. 
Example : — To  find  the  depth  behind. 


7  X  i|=  V  180  -  7  =  173. 

■(0- 
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7X1=  -V- 

49  _  180^49  _  9^4^  .^N 
5       100       5       5       5  ^  ^• 

8477  .  4o_8477^^jp 

5      ■    5         40 
210  +  7  =  217        217-180  =  37. 

The  depth  of  focus  behind  =  37  in.     (See  Fixed  Focus.) 

The  following  simple  optical  formulae  and  calculations,  worked 
out  by  Mr.  J.  A.  C.  BranfiU,  and  published  in  the  British  Journal 
Almanac,  will  prove  useful  in  many  branches  of  photography, 
especially  where  several  lenses  of  varying  foci  are  in  constant 
use  for  a  variety  of  purposes  : — 
Let        p  =  Principal  focus. 

F=  Greater  conjugate  do. 

/  =  Lesser        do.        do. 

D  =  F  +  f=  distance  of  image  from  object. 

r  =  Ratio  of  any  dimension  in  original  to  the  same  dimension 
in  copy  (in  case  of  reduction),  or  vice  versa  (in  case  of 
enlargement). 

a  =  EfTective  diameter  of  diaphragm. 
U.  S.  No.  =  "  Uniform  System  "  No.  of  do. 

X  =  Comparative  exposure  required. 

_F/_     F  yf 


Then  p  =  D  * 


(>-  +  l)'^        D       r  +  J       r  +  I 


=  ^(.+  ,)  =  //   _^/=.'-'0 


f  —  p  r  +  1 

J.      .       (r+i).pF  D         F 

f  ^=p  '"■ =  1$ =^ =  — 

r  F  —  p      r  +  I        r 

D=p  X  (''+  ')'=/(>-+  i)  =  p(2  +  r  +  L\ 


F-p 
P 

p        F 
"f-p-f 

U..S.NO.       /^^, 

X-    f" 

p'        (r  +  lY 
16  a'  "        r' 

N.B. — For  ordinary  landscape  work,  where  r  is  greater  than  20,  .r 

may  be  taken  as   ^  „ 
16  a" 
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Note. — In  case  the  above  may  not  be  clear^to  some  photographers, 
the  following  rules  may  be  better  understood  : — 

To  find  the  principal  focus  of  a  lens  (/>),  focus  a  near  object  in  the 
camera,  and  measure  the  distance  between  it  and  the  ground-glass 
{D) ;  next  find  the  proportion  which  any  dimension  in  the  object 
bears  to  the  same  dimension  on  the  ground-glass  (r).  Thus,  if 
the  original  dimension  be  four  times  as  large  as  its  reproduction,  we 
say  that  r  equals  (  =  )  4.  Multiply./)  by  r,  and  divide  the  product 
by  the  square  of  a  number  greater  by  one  than  r  {r  +  l)^  This  rule 
is  due  to  Mr.  Debenham. 

To  find  the  lesser  conjugate  focus  (/)  (if  p  and  r  are  known) 
multiply  p  by  the  sum  of  >■  +  i  and  divide  the  product  by  r.  Or 
divide  Dhy  r  +  I. 

To  find  the  greater  conjugate  focus  {F)  multiply  ^  by  r  +  I.  Or 
multiply  /  by  r. 

To  find  D  (the  distance  which  the  ground-glass  should  be  from  the 
object  to  be  copied  in  order  to  get  a  given  value  for  r)  multiply /i  by 
(• ,  I 

the  sum  of  r  +  -  +  2. 
r 

To  find  r  divide  F  —  p  (the  diSerence  between  F  and  p)  by  />,  Or 
divide/ by/  — ^.     Or  divide  i^  by/. 

To  find  X  divide  the  square  of/  by  16  times  the  square  of  a  (the 
diameter  of  aperture  to  lens). 

For  example  ;  focus  an  object  which  is  five  inches  high,  so  that  it  is 
one  inch  high  on  the  ground-glass ;  thus  we  know  that  r  ^  5.  Next 
measure  the  distance  between  the  object  and  the  ground-glass  (ZJ), 
which  is  found  to  be  45  inches. 

Then  />  =  45  x  (multiplied  by)  5  -H  (divided  by)  6x6  =  6:^  inches. 
/=  6J  X  6  -^  5  =  7J  inches.     Or/=  45  -j-  6  =  7^  inches. 
F=  6Jt  X  6  =  37^  inches.     Or  i^=  7^  x  S  =  y]{  inches. 
D  =  (>\  X   (5  +  i  +  2)  =  6J  X  7i  =  45  inches. 
,-  =  (374-6i)-^6l  =  s.     Orr  =  6i-;-(7^-6i)  =  S. 
Under  the  heading  Spectacle  Lens  will  be  found  a  table  showing 
the  correction  to  be  made  on  account  of  chromatic  aberration. 

Focal  Plane  Shutters.    See  Shutter,  Instantaneous. 

Focimeter.  An  instrument  of  M.  Claudet's  for  determining  the 
difference  between  the  visual  focus  of  a  lens  and  the  chemical 
focus.  A  convenient  form  is  a  series  of  small  cards,  each  bearing 
a  number,  and  placed  step-fashion  one  behind  the  other,  so  that 
each  one  is  at  a  different  distance  from  the  camera.  The  middle 
card  is  accurately  focussed  and  a  photograph  taken  with  the  full 
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aperture  of  the  lens.  If  the  number  on  this  card  is  best  defined 
on  the  negative  the  coincidence  of  the  foci  is  satisfactory,  but  if 
another  number  is  sharpest  in  the  negative  the  lens  requires  a 
correction  after  focussing.  When  only  one  lens  is  to  be  used  on 
a  camera  it  is  usual  to  so  alter  the  position  of  the  ground-glass  in 
the  setting  that  the  figure  which  is  best  defined  in  the  photograph 
shall  show  as  sharpest  on  the  screen. 

Focus.     Treated  of  as  sub-head  under  focal  length. 

Focussing  Cloth.  For  home  use  nothing  is  better  than  black 
cotton  velvet,  but  in  travelling  thin  black  india-rubber  cloth  or 
mackintosh  cloth  is  perhaps  better,  as  it  can  be  used  in  many 
ways  to  protect  apparatus  against  rain  and  wet. 

Focussing  Grlass,  Focusser,  or  Focussing  Magnifier.     A 

small  magnifying  eye-piece,  used  to  obtain  microscopic  sharp- 
ness of  focus  upon  the  ground-glass. 

Focussing  Screen.  The  ground-glass  upon  which  the  image 
formed  by  the  lens  is  seen.  The  best  glass  to  use  for  this 
purpose  is  obscured  patent  plate,  obtained  by  grinding  patent 
plate  with  very  fine  emery.  To  make  a  screen  of  ground-glass 
rather  coarse  emery  powder  (that  sold  as  No.  loo)  should  be 
made  into  a  paste  with  water,  and  lightly  rubbed  over  a  piece 
of  glass,  using  a  small  painter's  muUer,  or  any  other  convenient 
flat  surface  for  grinding,  till  the  surface  begins  to  show  signs  of 
abrasion,  when  the  coarse  emery  should  be  completely  washed 
off,  and  the  finest  "  flour  "  emery  obtainable  used  till  the  glass  is 
obscured  enough.  Two  pieces  of  glass  can  be  ground  at  the 
same  time  by  fixing  a  small  cork,  or  anything  that  will  serve  as 
a  handle,  on  to  one  piece  of  glass,  with  a  piece  of  cobbler's  wax 
or  pitch,  and  using  the  one  to  grind  the  other.  Should  the 
focussing  screen-  be  accidentally  broken,  a  piece  of  plain  glass 
daubed  over  with  putty,  or  coated  with  a  paste  of  flour  and 
water,  or  at  a  pinch  a  fine  cambric  handkerchief,  may  be  used. 
The  following  solution  spread  on  glass  has  been  suggested  as 
a  substitute  for  the  ground-glass  : — 

White  wax 120  grs: 

Ether i  oz. 
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Or  the  following  matt  varnish  : — 

Sandarac       ...         ...         ...         ...         ...       i8  grs. 

Mastic  4   „ 

Ether 200  mins. 

Benzole         80  to  100     „ 

The  more  benzole  the  finer  the  matt  surface  obtained.  Or  an 
ordinary  negative  varnish,  containing  one  per  cent,  of  tartaric 
acid,  and  as  much  water  as  it  will  bear  without  becoming  turbid, 
may  be  used.     Another  preparation  is  the  following : — • 

Gelatine  or  glue       60  grs. 

In  water        4  drms. 

and  adding 

Boiled  milk ...         2  drms. 

melting  by  the  aid  of  a  gentle  heat,  and  flowing  over  the 
glass. 

Aids  to  Focussing.  Oiling  the  screen  renders  the  grain  of  the 
glass  but  very  little  perceptible.  Or  a  better  expedient  still  for 
use  with  the  compound  focusser  is  a  microscopic  covering  glass 
cemented  to  the  ground  surface  of  the  screen  with  a  drop  of 
Canada  balsam  ;  a  small  cross  should  be  marked  in  lead,  pencil 
on  the  ground  surface  before  doing  this  or  else,  through  the  ready 
accommodation  of  the  focus  of  the  eye,  this  plan  will  prove  a 
hindrance  rather  than  a  help.  Both  the  cross  and  image  should 
be  in  focus  together. 

Fog  is  one  of  the  commonest  of  all  faults  with  gelatine  nega- 
tives, and  is  seen  as  a  veil  over  the  whole  negative,  or  is  a 
deposit  of  silver  upon  the  shadows  more  or  less  dense  according 
to  the  greatness  or  slightness  of  the  fog.  There  are  two  great 
divisions  of  fog — chemical  and  light  fog.  The  former  is  caused 
by  errors  in  the  manipulation  of  the  plate  manufacture,  or 
in  development ;  the  second  by  the  impact  of  light,  as  through 
some  crevice  in  the  camera  or  dark  slide,  or  over-exposure. 

Chemical  Fog,  from  errors  in  manufacture,  may  be  traced  to 
several  causes,  the  chief  being  an  abnormal  excess  of  silver 
nitrate  in  the  emulsion,  and  also  decomposed  gelatine,  caused 
by  too  long  stewing,  when  the  emulsion  is  made  by  the  boiling 
process.  If  the  fog  is  very  bad,  there  is  no  cure  for  it,  but  when 
slight  the  emulsion  may  be  squeeze.d  through  coarse  canvas  or 
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muslin,  as  described  under  Emulsions  {q.v.),  into  a  solution  of 
bichromate  of  potash,  ten  grains  to  the  ounce,  allowing  it  to 
stand  for  one  hour,  then  washing  for  two  hours  in  running  water, 
or  the  addition  of  a  few  grains  of  cupric  chloride  or  auric  chloride 
will  sometimes  effect  a  cure.  Chemical  fog  is  often  seen  as 
iridescent  green  stains  near  the  edges  of  plates,  and  is  likely 
to  make  its  appearance  with  an  ammonia  developer ;  it  is  less 
likely  to  ensue  with  the  fixed  alkalies,  potash  and  soda,  and 
rarely  with  ferrous  oxalate.  The  obvious  remedy  for  this  'evil, 
with  a  brand  of  plate  known  to  be  liable  to  green  fog,  is  the  use 
of  potash  and  soda  or  ferrous  oxalate  ;  but  where  it  does  exist  it 
can  sometimes  be  eliminated  by  treating  the  plate  after  fixing 
and  washing  with 

Ferric  chloride         50  grs. 

Potassium  bromide ...       30  ,, 

Distilled  water  ...         ...         4  ozs. 

Soak  the  plate  in  this  for  a  minute  or  two,  when  it  will  be  found 
that,  as  the  fog  disappears,  the  plate  will  be  reduced  in  density  ; 
rinse  well,  and  then  ap^ly  a  ferrous-oxalate  developer,  when 
the  required  density  can  be  obtained  ;  the  plate  should  be  then 
refixed  and  washed. 

Light  Fog  makes  its  appearance  generally  all  over  the  plate, 
and,  as  has  been  stated  above,  may  be  due  to  three  causes, 
When  the  fault  is  supposed  to  lie  in  the  camera  (and  the  reason 
to  suspect  this  is  to  find  the  edges  of  plate  covered  by  rabbet  of 
slide  free  from  fog),  cap  the  lens,  remove  the  focussing  screen, 
cover  the  head  with  the  focussing  cloth,  and  carefully  examine 
the  interior  of  camera  to  see  if  any  stray  ray  of  light  is 
admitted.  The  plate  may  be  fogged  in  the  dark  slide,  and  the 
effect  will  be  seen  on  development  by  certain  streaks  and  bands 
of  fog  making  their  appearance,  a  very  usual  place  being  at 
the  leather  hinge  which  allows  the  shutter  of  this  slide  to  be 
folded  back ;  and  this  fog  seems  to  be  not  only  due  to  light,  but 
in  many  cases  is  actually  induced  by  the  materialor  something 
used  in  makmg  the  hinge.  It  may  also  make  its  appearance  at 
the  side  where  the  manufacturer  places  the  small  slips  of  card- 
board to  separate  the  plates,  and  in  this  case  it  is  due  to  some 
impurity  in  the  paper  used.  Stray  actinic  light  or  an  unsafe 
light  in  the  dark-room  may  also  cause  general  veil  or  fog,  and 
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if  this  be  suspected  the  light  should  be  tested  as  described  under 
D  ark-Room. 

Forceps.  Vulcanite  or  horn  forceps  are  very  useful  in  printing 
operations,  as  they  can  be  washed  freely.  In  mounting  prints  the 
small  flat-ended  spring  forceps  used  by  stamp  collectors  are 
serviceable  in  dealing  with  irregularities  and  in  lifting  corners 
for  relaying.  The  steel  should  be  protected  as  indicated  under 
Clips. 

Formalin.  The  liquid  sold  under  this  name  is  a  solution  in 
water  of  the  gaseous  aldehyde  of  raethylic  alcohol ;  this  aldehyde 
having  the  composition  CH^O,  and  the  commercial  solution 
usually  contains  40  per  cent.  The  solution  of  formic  aldehyde 
has  such  tendency  to  hairden  gelatine  and  make  it  insoluble,  that  a 
film,  whether  on  glass  or  on  paper,  can  be  made  to  resist  the 
action  of  even  boiling  water  by  a  soaking  for  five  minutes  in  a 
mixture  of  i  part  of  the  commercial  formalin  with  from  8  to 
12  parts  of  water.  It  is  seldom,  however,  that  so  strong  a  solu- 
tion need  be  used,  I  part  to  20  or  25  of  water  being  sufScient 
for  the  prevention  of  frilling  if  ten  or  fifteen  minutes  is  allowed  ; 
moreover,  the  strong  solution  evolves  irritating  vapours,  some- 
times causes  opalescence  of  the  film,  and  occasionally  brings 
about  a  condition  of  extreme  brittleness  or  even  a  falling  into 
dust.  If  negatives  are  soaked  for  ten  minutes  in  the  weaker 
formalin  solution  as  given  above,  after  the  final  washing,  the  film 
may  be  surface  dried  with  blotting  paper,  and  then  completely 
dried  in  a  few  minutes  before  a  fire.  A  lantern  slide  similarly 
treated  may  be  exhibited  at  once  in  the  lantern  without  fear  of 
the  film  melting.  One  disadvantage  of  using  formalin  is  that 
subsequent  intensification  or  reduction  becomes  very  difficult. 
Some  workers  rinse  the  negative,  transparency,  or  print  on 
gelatine  emulsion  paper,  in  a  few  changes  of  water  after  fixing, 
then  soak  for  about  five  minutes  in  a  10  per  cent,  formalin  bath, 
and  after  this  wash  in  boiling  water.  Formalin  is  a  powerful 
antiseptic — one  drop  to  a  quart  serving  to  preserve  even  milk 
from  change. 

Formic  Acid.  /Ger.,  Ameisensdure  ;  Fr.,  Acide  Formique). 
HCH02^46.  An  acid  liquid  prepared  by  oxidation  from  various 
organic  materials,  but  was  originally  obtained  from  ants,  whence 
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its  name.  This  has  been  recommended  as  preservative  of  pyro, 
and  we  have  found  that  half  an  ounce  of  dilute  formic  acid  will 
preserve  i  oz.  of  pyrogallol  even  when  exposed  to  light  and  air 
for  over  two  months,  but  when  mixed  with  the  accelerator  the 
developer  turns  thick  and.  muddy  more  rapidly  than  plain  pyro.    . 

Formic  Aldehyde.    See  Formalin. 

FormidsB,  Chemical.    See  Equivalence,  Chemical. 

Freezing  Mixtures.    See  Cooling  and  Freezing. 

Frilling.  By  this  is  meant  the  gelatine  leaving  the  plates  in 
folds  or  wrinkles.  It  usually  begins  at  the  e^es,  and  occurs 
chiefly  when  fixing,  but  often  during  development  or  washing. 
The  causes  are  numerous,  but  as  most  of  these  are  but  slightly 
under  the  control  of  the  operator  they  will  only  be  enumerated, 
and  the  possible  cures  given  at  length.  The  chief  cause  is  the 
use  of  a  gelatine  of  too  horny  a  nature,  and  possessing  but  little 
tenacity.  Again,  long-continued  boiling  of  an  emulsion  especially 
tends  to  this  evil ;  an  improperly  washed  plate,  unequal  drying, 
and  excessive  slowness  of  the  emulsion  in  setting,  due  to  the  use 
of  a  soft  gelatine  or  the  heat  of  the  weather,  or  by  allowing  too 
forcible  a  stream  of  water  to  impinge  upon  the  edge  of  a  plate, 
or  the  use  of  an  exceeding  strong  developer,  or  the  differing 
temperatures  and  densities  between  the  developing,  fixing,  and 
washing  fluids.  The  use  of  formalin  is  one  of  the  most  com- 
plete preventives  of  frilling.  (See  Formalin.)  When  a  batch 
of  plates  purchased  is  found  to  be  subject  to  friUing,  they  may 
be  kept  for  two  or  three  months,  when  the  fault  will  often  be 
eradicated;  but  where  this  remedy  is  impracticable,  or,  by 
reason  of  the  number  of  the  plates  being  but  small,  is  hardly 
desirable,  the  following  immediate  steps  may  be  taken,  or 
Formalin  i^-v.)  may  be  used.  The  plate,  before  development, 
may  be  coated  with  collodion  made  as  follows  : — 

Pyroxyline 6  grs. 

Alcohol  (-820)  Joz. 

Ether  (735) i   „ 

Castor  oil      4  drops. 

When  this  is  used,  the  plate,  after  being  coUodionised,  must 
be  well  washed  with  clean  water  till  it  no  longer  repels  water 
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from  the  surface  of  the  film.  When  the  plate  is  coUodionised,  it 
is  advisable  to  add  about  lo  per  cent,  of  methylated  alcohol  to 
developer.  Soaking  the  plates  in  the  following  for  five  minutes 
is  sometimes  a  preventive,  but  it  prolongs  development:  — 

Chrome  alum  2  grs 

Dissolved  in 

Water  ...         ...  ...         ...         ...  I  oz. 

Add 

Methylated  spirit     i  oz. 

Another  plan  is  the  follovying: — Have  by  the  side  of  the  de- 
veloping or  fixing  bath  a  dish  of  methylated  spirit,  and  if  the 
slightest  sign  of  frilling  or  blisters,  which  are  but  localised 
frilling,  makes  its  appearance,  immerse  the  plate  immediately 
in  the  spirit  till  the  frill  disappears ;  then  proceed  with  develop- 
ment or  fixing.  Some  plates  frill  at  the  edges  only ;  for  these 
an  edging  of  grease  or  india-rubber  solution  is  the  remedy. 
When  plates  are  found  to  frill  in  the  fixing,  but  not  in  develop- 
ing, the  use  of  a  5  per  cent,  forma-lin  bath  will  generally  prevent 
any  further  spread  of  the  mischief.     (See  Formalin.) 

Fuming'.  The  process  of  subjecting  sensitive  albumenised 
paper  to  the  vapour  of  ammonia.  It  is  claimed  for  this  that  it 
renders  the  prints  more  brilliant,  that  the  paper  prints  more 
rapidly,  and  that  it  facilitates  the  toning.  Many  elaborate  boxes 
have  been  designed  for  this  purpose,  but  the  simplest  and  a 
really  efficient  plan  is  to  use  an  old  cardboard  plate  box,  and, 
having  cut  the  paper  to  the  required  size,  pin  it  by  the  four 
corners  face  downwards  to  the  lid,  and  on  the  bottom  inside 
sprinkle  a  few  drops — about  ten  or  fifteen — of  liquor  ammonise 
■880 ;  put  on  the  lid,  and  leave  it  for  ten  minutes  in  hot  or  fifteen 
in  cold  weather.  Paper  when  once  fumed  should  be  used  within 
two  or  three  days,  or  the  good  effect  will  be  lost.  Fumed  paper 
is  more  liable  to  discolour  than  ordinary.  The  after-operations 
of  washing,  toning,  and  fixing  are  precisely  the  same  as  usual. 
(See  Albumenised  Paper.) 

Fusible  Metal.  An  alloy  sometimes  used  in  making  casts 
from  gelatine  surfaces  for  the  production  of  printing  blocks  or 
plates.  Wood's  formula  for  fusible  metal  is  the  best,  and  melts 
far  below  the  boiling  point  of  water,  or  at  about  70°  C. 
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Bismuth         7  parts. 

Lead 4     „ 

Tin     2      „ 

Cadmium      i  part. 

Gall.    See  Ox-Gall. 

Gallate  of  Iron  Process.    See  Ink  Process. 

Gallic  Acid  (Ger.,  Gallussdure ;  Fr.,  Acide  gallique ;  Ital., 
Acido  gallicd).  HCyHjOj  =  170.  Obtained  by  fermentation 
from  powdered  galls.  Solubility  i  per  cent,  in  cold,  33  per  cent, 
in  boiling  water,  very  soluble  in  alcohol,  less  so  in  ether.  It  was 
used  for  developing  in  the  collodion  and  waxed  paper  processes, 
and  has  been  also  suggested  for  developing  gelatino-chloride 
paper. 

Gallon.  A  gallon  of  water  weighs  10  lbs.  at  normal  tempera- 
ture.    See  Weighing  and  Measuring. 

Galvanography,  Photo-.  A  general  term  for  processes  in 
which  a  printing  plate  or  block  is  produced  by  electrotyping  on 
a  photographic  original ;  the  earliest  forms  of  the  method  being 
the  electrotyping  of  the  daguerreotype  image,  the  resulting  plate, 
however,  being  too  shallow  for  satisfactory  printing.  According 
to  Waterhouse's  method  a  carbon  print  is  developed  on  a. metal 
plate  (see  Carbon  Printing),  and  dusted  over  while  wet  with 
waxed  sand.  When  dry  the  sand  is  brushed  off,  and  we  then 
have  a  basis  upon  which  the  electrotype  cast  is  made.  Accord- 
ing to  the  Pretsch  method,  a  gelatine  film  very  similar  in  its 
nature  to  the  collotype  film  is  the  basis  upon  which  the  electro- 
type copper  is  deposited.  Details  of  photo-galvanographic 
methods  belong  rather  to  special  treatises  than  a  general 
handbook,  and  the  reader  is  referred  to  Herr  Volkmer's 
Photogalvanographie  (German),  published  by  Wilhelm  Knapp, 
of  Halle-a-S.  English  readers  will  find  details  of  the  Pretsch 
method  in  the  Process  Photogram  for  January  1897.  The  follow- 
ing articles  in  this  Dictionary  have  a  direct  or  indirect  bearing  on 
galvanographic  methods : — Photogravure,  Fish  Glue  Process, 
Daguerreotypes  (etching  of),  Oberneiter's  Process,  Elec- 
trotyping, Types  (originating  by  Photography). 

Gamboge,  or  Gamboge  (Ger.,  (?«»«»««j'M//z';  Fr.,  Gomme  Gutte ; 
Ital.,  Gomma  Cruttd).     An  orange-coloured  gum  resin,  from  the 
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Garcinia  Morella,  a  native  of  Siam  and  Cochin  China.  The 
finest  is  that  called  "  Pipe  Gamboge,"  which  is  collected  in 
bamboo  canes.  The  inferior  is  called  cake  gamboge.  It  is 
almost  entirely  soluble  in  alcohol,  and  when  rubbed  down  with 
water  forms  a  thick  emulsion  of  a  brilliant  yellow  colour.  It 
has  but  little  taste,  and  no  smell.  It  is  used  in  photography 
as  a  colouring  matter  for  varnishes  and  lacquers  ;  also  as  a 
chemically  opaque  material  in  spotting  negatives.  Inks  used  by 
those  who  draw  in  line  for  process  reproduction  often  contain 
gamboge.  The  action  upon  human  beings  when  taken  inter- 
nally is  that  of  a  drastic  and  hydragogue  cathartic. 

G-elatine.  An  animal  substance  obtained  by  boiling  bones, 
hoofs,  horns,  and  other  animal  substances.  It  contains  about 
15  to  20  per  cent,  of  water  at  ordinary  temperatures,  and  in  cold 
water  swells  up  and  absorbs  from  five  to  ten  times  its  weight. 
Good  samples  will  absorb  sufficient  water  to  dissolve  them  when 
the  temperature  is  raised  above  90°  F.,  the  solution  setting 
agaiir  to  a  jelly  on  cooling.  The  continued  application  of  heat  for 
some  time  destroys  this  setting  powder,  a  modification  called 
metagelatine  being  formed.  Gelatine  will  keep  indefinitely 
in  the.  dry  state,  but  in  the  presence  of  water  it  soon  putrefies, 
turning  first  acid,  and  then  alkaline  ;  and  at  this  stage  ammoniacal 
vapours  are  given  off.  Alum,  alcohol,  carbolic,  salicylic,  and 
boracic  acids,  thymol,  formalin,  and  the  salts  of  zinc,  act  as 
antiseptics.  Acetic,  hydrochloric,  sulphuric,  and  oxalic  acids 
dissolve  gelatine  even  in  the  cold — acetic  acid  very  readily,  and 
forming  a  useful  liquid  glue.  Carbolic  acid  and  alcohol  pre- 
cipitate it  from  aqueous  solutions  when  they  are  in  excess. 
Silver  nitrate  exposed  to  sunlight  in  contact  with  gelatine  pro- 
duces a  red  colour,  due  to  a  compound  of  gelatine  and  suboxide 
of  silver.  The  alkaline  bichromates  in  solution  of  gelatine  render 
the  latter  after  exposure  to  light  insoluble  and  incapable  of 
absorbing  water,  this  action  being  the  basis  of  the  carbon  and 
nearly  every  photo-mechanical  printing  process.  Chrome  alum 
and  tannin  render  it  insoluble,  but  capable  of  absorbing  water. 
Ordinary  alum  raises  the  melting  point,  but  does  not  render  it 
completely  insoluble.  The  composition  of  gelatine  varies  with 
the  source  from  which  it  is  obtained,  but  the  following  may  be 
taken  as  the  percentage  composition  : — 
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Carbon          ...         ...  JO'I 

Hydrogen     ...  6-6 

Nitrogen        ...  18-3 

Oxygen         25-0 

Sulphur         o'i2 

The  selection  of  a  gelatine  suitable  for  emulsion  making  is  a 
most  important  point,  but  the  following  leading  characteristics 
of  a  suitable  kind  may  be  of  service  to  the  amateur  plate  manu- 
facturer : — The  weight  of  the  ash  left  after  incineration  should 
never  exceed  2  per  cent.,  proving  the  absence  of  earthy  or 
mineral  matter.  The  amount  of  water  it  will  absorb  should  in 
no  case  exceed  ten  times  nor  be  less  than  five  times  its  weight. 
For  emulsion  making  by  the  boiling  process  it  should  give  an 
acid  reaction,  and  its  solubility  should  not  be  affected  at  a  lower 
temperature  than  70°  F.,  nor  higher  than  110°  F.  Another 
most  important  test  is  its  expansive  power,  for  upon  this  depends 
to  a  great  extent  its  frilling  or  non-frilling  properties.  The 
following  table  of  the  chief  characteristics  oi  the  best  com- 
mercial brands  will  be  of  practical  use  ;  but  it  may  be  staled  that 
the  best  film  can,  as  a  rule,  be  obtained  by  a  mixture  of  one  part 
of  hard  and  two  parts  of  soft  gelatine : — 

Water 
Ash.  Absorbed. 

Name.  Charac-  Per  Times  in 

ter.  Cent.  Weight. 

1.  Coignet's gold  label      hard       ...       i       ...       7^ 

2.  ,,  special...  ,,  ...       i       ...       7^ 

3.  Nelson's  No.  i  pho- 

tographic         soft        ...       2       ...       6 

4.  Nelson's  opaque  ...       hard       ...       2       ...       8 J 

5.  ,,         amber    ...       soft        ...       i       ...       4f 

6.  Swinborne    No.    2 

isinglass     ,,  ...  i  ...  5^ 

7.  Russian     isinglass          ,,  ...  i  ,..  2j 

8.  Simeon's  Swiss   ...  hard  ...  i  ...  8f 

9.  Heinrich's    „  ...  i  ...  8j 

Nos.  I,  3,  8,  and  9  are  the  best  to  use. 

Purification  of  Gelatine.  When  crystals  of  sodium  sulphate 
are  stirred  into  a  warm  solution  of  gelatine,  a  point  is  reached  at 
which  the  gelatine  begins  to  separate  as  a  fibroug  clot,  and  by 
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slowly  stirring  in  some  more  of  the  sulphate,  almost  any  desired 
proportion  of  the  original  gelatine  may  be  precipitated.  If  only 
about  half  is  precipitated,  almost  all  the  gum-like  deterioration 
products  are  left  behind.  The  clot  is  best  freed  from  traces  of 
sulphate  of  soda  by  being  finely  divided,  and  soaked  in  repeated 
changes  of  ice-cold  water,  in  which  a  small  proportion  of 
salicylic  acid,  or  some  other  antiseptic,  is  dissolved.  Gelatine 
purified  in  this  way  is  very  useful  in  connection  with  some  of  the 
bichromate  processes,  but  gelatine  thus  purified  is  perhaps  more 
especially  valuable  in  preparing  lantern  plates  for  development, 
as  in  a  case  of  this  kind  it  is  specially  important  to  ensure 
the  absence  of  any  trace  of  such  fog,  or  general  reduction 
of  the  silver,  as  may  result  from  the  use  of  deteriorated  gelatine. 
The  sulphate  of  soda  does  not  affect  the  ultimate  solubility 
of  the  precipitated  gelatine  in  water. 

Gelatine  Emulsions.    See  Emulsion. 

Gelatino-Chloride  Emulsion  Paper.  This  is  an  outcome  of 
collodio-chloride  emulsion  paper,  which  was  known  in  England 
as  Simpson-type  ;  just  as  gelatine  took  the  place  of  collodion 
for  plates,  so  gelatine  replaced  the  collodion  for  this  purpose, 
J.  B.  Obernetter,  of  Munich,  being  among  the  first  to  make  the 
gelatino-chloride  emulsion  paper.  The  following  formulae  will 
be  found  all  that  can  be  desired. 

No.  I. 

Gelatine        230  grs. 

Distilled  water         ...         ...         ...         ...         6  drms. 

Soak  for  an  hour  and  dissolve  by  the  aid  of  a  gentle  heat,  and 
add 

Nitrate  of  silver        6  grs. 

To  this  mixture  add  gradually 

Lithium  chloride      

Tartaric  acid... 

Distilled  water         ...         

No.  II. 
Nelson's  soft  gelatine 
Heinrich's  hard  gelatine     ... 
Ammonium  chloride 
Distilled  water         
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Allow  to  soak  for  half  an  hour,  and  dissolve  by  the  aid  of  a 
water  bath,  and  add  gradually,  almost  drop  by  drop,  with  constant 
stirring,  the  following  at  about  90°  F.  : — 

Nitrate  of  silver       154  grs. 

Distilled  water         336  mins. 

Allow  the  emulsion  to  set  hard,  press  through  canvas,  wash  in 
four  changes  of  water  five  minutes  each,  and  drain  well.  Now 
prepare  the  following  :— 

Heinrich's  gelatine 100  grs. 

Distilled  water         ...         ...         ...         ...     150  mins. 

Soak  for  half  an  hour  and  dissolve,  and  add  the  following  at  a 
temperature  of  go°  F.,  with  constant  stirring  : — 

Sodium  citrate  (neutral)     ...         30  grs. 

Distilled  water         ...         ...         ...         ...     170  mins. 

Dissolve 

Nitrate  of  silver       ...         ...         46  grs. 

Citric  acid     77    „ 

Distilled  water         ...         ...         ...         ...     170  mins. 

Add  to  the  citrate  and  gelatine  very  gradually,  constantly  stirring, 
set  quickly  and  wash  in  five  changes  of  water  five  minutes 
each,  drain  well,  and  add  to  the  chloride  emulsion  as  above, 
and  add 

Citric  acid     ...         ...         ...         ...         ...       15  grs. 

Distilled  water        ...         ...     119  mins. 

Allow  the  emulsion  to  stand  in  a  fluid  state  for  one  hour, 
occasionally  stirring.  Keep  for  three  days,  and  then  coat  the 
paper. 

No.  III. 
Mr.  W.  K.  Burton  gives  the  following.     Two  separate  emulsions 
are  made,  as  in  the  last  case : — 

A. 

Ammonium  chloride  ...         ...         ...       53  grs. 

Gelatine        ...     420    „ 

Distilled  water        ...         ...       20  ozs. 

Allow  to  soak  for  an  hour,  and  dissolve  by  the  aid  of  a  water 
bath  ;  then  add 

Nitrate  of  silver ,      150    grs. 

Distillediwater         J  oz. 
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Sodium  citrate  30    grs. 

Gelatine         ...         100      „ 

Distilled  water         3^  ozs. 

Soak  for  an  hour,  dissolve  by  heat,  and  add 

Nitrate  of  silver       ...      45    grs. 

Citric  acid 80      ,, 

Distilled  water         i  oz. 

Mix  both  emulsions.  Allow  to  set,  and  wash  as  directed  for 
No.  II.  emulsion.  The  same  authority  also  suggests  the  following 
formulae  and  method  of  mixing  the  same : — 

Formula  No.  i. 

A.  Nitrate  of  silver 
Water  

B.  Gelatine,  soft 
Chloride  of  ammonium 
Citric  acid     ... 
Water  

Formula  No.  2. 

A.  Nitrate  of  silver       

Water  

B.  Gelatine  (soft) 
Chloride  of  ammonium 
Citric  acid     ... 

Carbonate  of  soda  (dry)     

Water  

Formula  No.  3. 

A.  Nitrate  of  silver       

Water  

B.  Gelatine  (soft)  

Chloride  of  ammonium      

Citric  acid     ... 

Carbonate  of  soda  (dry)     ... 

Water  
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400  grs. 
4  ozs. 

80  grs 
80  „ 

120  ,, 

8  ozs. 

400  grs. 
4  ozs. 

80  grs. 
80  „ 

120  ,, 

4,-^  „ 
8  ozs. 

400  grs. 
4  ozs. 

80  grs. 
80  „ 
60  „ 
80  „ 
8  ozs. 
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The  first  formula  gives  an  emulsion  suitable  for  preparing  paper 

to  be  used  for  printing  from  dense  negatives,  the  second  from 

medium  negatives,  and  the  third  from  thin  negatives.     Of  the 

third  Mr.  Burton  says :  "  There  is  just  about  enough  of  ammonium 

chloride  and  of  sodium  citrate  formed  by  the  double  decomposition 

of  the  citric  acid,  and  of  part  of  the  soda,  to  decompose  the  whole 

of  the  nitrate  of  silver.   The  formula  works  all  right,  and  the  paper 

that  results  from  the  use  of  it  keeps  very  fairly.     The  paper 

resulting  from  either  of  the  other  formulae  will  probably  keep  as 

long  as  any  sensitised  paper.     The  following  is  the  method  of 

emulsifying.      The  two  solutions  are  heated  to  a  temperature  of 

I  io°  to  120°  F.   The  temperature  should  not  be  greater  than  120°, 

or  there  is  a  great  chance  that  some  of  the  insoluble  silver  salts 

produced  will  be  thrown  down  in  the  granular  form.     A  is  then 

added  slowly  to  B  with  much  stirring.     The  emulsion  is  filtered 

through  a  double  thickness  of  cambric,  and  is  then  immediately 

ready  for  use.     If  it  is  wished  to  keep  the  emulsion    for  any 

length  of  time,  10  per  cent,  of  alcohol,  in  each  ounce  of  which  a 

few  grains  of  thymol  have  been  dissolved,  should  be  added  to  the 

emulsion.     It  is  to  be  observed,  however,  that,  even  with  this 

addition,  emulsion  by  formula  No.  3  will  not  keep  for  very  long." 

Mr.  Burton  recommends  floating  the  paper  for  three   or    four 

minutes  to  coat  it,  or  by  brushing  the  emulsion  over  the  paper, 

allowing  it  to  get  surface  dry  and  repeating  the  operation.     The 

temperature  of  coating  room  should  be  70°  F.     The  above  quantity 

of  emulsion   will  coat  eight  sheets  22  by  17,  or  ten  or  twelve 

by  floating.     Either  gold  or  platinum  may  be  used  for  toning,  but 

the  prints  should  be  well  washed  first.     The   best  method  of 

coating  the  paper  is  a  question  of  quantity  :  in  small  quantity  the 

paper  should  be  wetted  thoroughly  in  warm  water,  and  squeegeed 

to  a  sheet  of  glass,  and  the  emulsion  poured  on  it ;  with  larger 

quantities  the  sheets  should  be  drawn   over  the  surface  of  the 

fluid  emulsion.     The  majority  of  operators  will  no  doubt  prefer 

to   buy  their  paper  ready   made,   and   the  following   may  be 

considered  as  the  necessary  manipulations  for  producing  perfect 

prints,  although  this  paper  undoubtedly  gives  its  best  results 

when  used  for  rather  thin  negatives  or  those  wanting  in  contrasts. 

The  paper,  cut  to  the  required  size,  is  placed  in  contact  with  the 

film  side  of  the  negative  in  the  ordinary  printing  frame,   and 

placed  in  a  good  printing  light.     Where  the  negative  is  exception- 
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ally  thin  the  frame  should  be  placed  in  a  weak  light  with  opal  or 
green  glass  over  it,  where  the  contrasts  are  greater  use  a  stronger 
light ;  examine  the  print  during  the  operation  of  printing  in  a 
very  subdued  light,  and  great  care  must  be  exercised  that  the 
paper  does  not  shift  whilst  thus  examining  it,  as  it  is  very  likely 
to  do  from  its  highly  polished  surface.  As  a  preventive  a  pad 
of  felt,  or  two  or  three  thicknesses  of  stout  blotting  paper  should 
be  used.  On  the  depth  of  printing  depends  to  a  great  extent  the 
tone  of  the  resulting  print;  it  is  our  practice  when  using  this 
paper  to  carry  the  printing  sufficiently  far,  so  as  to  give  the  very 
highest  lights  a  decided  tinge,  and,  if  black  tones  are  required, 
till  the  highest  lights  are  deeply  coloured.  After  printing,  the 
pictures  should  be  carefully  preserved  from  damp  and  light,  and 
thus  may  be,  if  necessary,  kept  till  some  considerable  number 
are  collected,  as  they  deteriorate  but  little  by  l)eing  kept  a  week 
or  even  longer.  For  toning,  numerous  baths  have  been  suggested 
to  give  various  tones  ;  most  operators  get  into  a  particular  groove 
of  working  special  photographic  papers,  and  from  some  consider- 
able experience  I  can  recommend  the  following  method  of  pro- 
cedure as  conducive  to  good  results.  The  first  consideration  is 
the  negative ;  every  negative  is  not  suitable  for  this  paper, 
though  every  negative  will  give  a  print  on  it.  Those  negatives 
which  have  very  weak  shadows  and  dense  high  lights  give 
unsatisfactory  results  because  there  is  a  tendency  in  the  paper  to 
give  an  increased  contrast ;  and  for  this  very  reason  it  is  excep- 
tionally valuable  for  weak  or  somewhat  thin  negatives.  For 
veritable  ghosts,  then,  we  can  use  green  or  yellow  glass  in  front 
of  the  negative,  or  tissue  paper  or  opal,  so  as  to  reduce  the  light, 
and  print  in  weak  diffused  light.  For  stronger  negatives  we  can, 
of  course,  print  in  stronger  light.  The  question  how  far  to  carry 
printing  is  an  important  one,  and  a  good  deal  depends  upon  the' 
toning  bath  that  is  used.  Practically  it  may  be  said  that  the 
paper  should  be  exposed  till  there  is  a  decided  tinge  on  the  high 
lights.  Chloride  paper  may  be  kept  some  weeks  before  toning  if 
actually  required,  but  it  is  not  advisable  to  keep  it  too  long,  or  the 
whites  suffer  and  it  is  more  dilficult  to  tone.  We  must  now  enter 
slightly  into  the  chemical  composition  of  gelatino-chloride  emul- 
sions. All  commercial  papers,  we  believe,  contain  chloride  of 
silver,  with  some  organic  salt,  usually  citrate  of  silver,  with  free 
nitrate  of  silver,  and  frequently  citric  acid.      The  nitrate   and 
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citrate  are  soluble  in  water,  and  cause  the  milkiness  which  is 
apparent  when  chloride  prints  are  placed  in- water.    These  should 
be  got  rid  of  before  toning  or  else  they  contaminate  tlie  toning 
bath,  and  in  the  case  of  the  alkaline  baths,  such  as  the  acetate  or 
borax,  the  prints  must  be  free  from  any  acid,  or  else  the  bath 
becomes  acid,  and  tones  but  slowly  or  not  at  all.     If  the  sulpho- 
cyanide  bath  be  used,  free  silver  salts  mean  the  formation  of 
silver  sulphocyanide,   the   bath   will  not  keep,    and   toning    is 
rendered  more  difficult.     In  the  case  of  the  combined  bath  we 
have  hypo ;  and  to  place  a  print  containing  acid  in  this  means 
decomposifion  of  the  hypo  and  sulphurisation  and  degradation  of 
the  whites.     As  soon  as  sufficient  prints  are  obtained,  for  it  is  not 
worth  while  toning  one  or  two,  make  a  solution  of  salt,  ordinary 
hou.sehold  salt,  2  oz.  to  the  pint  of  warm  water.     When  dissolved 
and  cool,  place  the  prints  in  the  solution  and  keep  them  on  the 
move  for  ten  minutes,  pour  away  the  salt,  and  wash  for  ten 
minutes  in  plain  water.     The  use  of  salt  renders  toning  some- 
what slower,  more  even,  and  obviates  any  free  soluble  silver  salt. 
If  the  prints  are  washed  in  water  first,  the  salt  being  omitted,  it 
is  necessary  to  change  the  waters   very   quickly,  or  yellowed 
whites  will  be  the  result,  from  the  silver  combining  with  the 
paper  and  gelatine.     It  is  preferable  to  use  salt  or  carbonate  of 
soda,  the  latter  in  the  proportion  of  i  oz.  to  the  pint — I  prefer 
the   salt.     Now  with  regard  to  the  toning  bath.     When  matt- 
surface  papers  were  introduced,  I  started  a  series  of  experiments, 
using  one  print  of  matt  and  one  of  glossy  paper,  and  tried  the 
usual  baths,  acetate,  borax,  phosphate,  carbonate,  and  sulpho- 
cyanide, and  found  that  with  all  but  the  last  there  was  a  tendency 
to  pinky  tones ;  and  this  was  puzzling  for  some  time,  till  the  con- 
clusion was  come  to  that  it  was  due  to  the  action  of  the  gold  upon 
very  faint — too  faint  to  be  visible — impression  of  light  upon  the 
silver  salt.     This  was  confirmed  by  the  curious  pinkish  tinge  on 
vignettes.     An  instructive  experiment  was  then  made :  a  letter 
was  cut  out  of  deep  ruby  paper  and  placed  in  close  contact  with 
a  sheet  of  paper,  and  the  whole  put  out  in  the  light  and  strips 
covered   up  every  thirty  seconds — the   strip  last   covered  just 
showed  a  very  faint  sign  of  light  action.     The  print  was  washed 
and  toned  in  strips,  and  in  baths  of  different  strengths,  and  after 
fixing  three  decided  strips  were  visible  with  increasing  pinkiness. 
This  proves  that  the  paper  must  be  exposed  as  little  as  possible 
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to  white  light,  or  there  is  an  action  set  up  which  only  becomes 
visible  in  gold  toning.  When  the  ordinary  baths,  acetate,  borax, 
etc.,  were  strengthened  so  as  to  have  the  strength  of  i^  grs.  of 
gold  to  the  8  oz.,  instead  of  i  gr.,  there  was  less  chance  of  pinki- 
ness.  With  the  matt  papers  as  well  as  the  glossy,  no  bath  works 
so  well  as  the  plain  sulphocyanide,  but  it  is  absolutely  necessary 
to  get  rid  of  all  free  nitrate  and  acid  by  salt  and  washing,  or  else 
the  action  was  uncertain.  Plain  paper  with  uranium  and  gold 
toning  was  a  great  favourite  for  black  tones,  but  with  the  matt- 
gelatine  papers  black  tones  could  not  be  obtained;  from  this 
bath  we  were  led  on  to  the  others.  Now,  as  to  the  making  of  the 
bath,  I  always  keep  my  gold  in  a  slightly  acid  solution ;  and  before 
using  it  requires  neutralising.  I  strongly  recommend  also  that 
all  commercial  gold  chlorides  should  be  neutralised,  because  one 
well-known  brand  is  very  acid.  The  simplest  way  to  do  it  is  to 
place  a  little  precipitated  chalk  or  magnesium  carbonate  into  the 
gold  solution ;  it  requires  very  little  for  one  grain  of  gold — about 
as  much  as  will  lie  on  a  threepenny  piece ;  shake  well,  then  add 
the  solution  to  the  sulphocyanide.  All  the  sulphocyanides  are 
deliquescent,  an4  when  bought  should  be  immediately  dissolved 
in  distilled  water  and  kept  of  a  definite  strength  ;  a  convenient 
one  is  one  in  four.  The  quantity  of  sulphocyanide  compared  to 
the  gold  varies  in  many  formulae,  and  may  vary,  provided  it  is 
more  than  four  times  the  weight  of  the  gold  and  less  than  sixty 
times ;  sulphocyanides  will  dissolve  gelatine  when  too  strong.  A 
convenient  strength  is  gold  chloride  I  grain,  sulphocyanide  30 
grains,  water  8  ounces.  See  that  your  dish  is  clean.  Mix  your 
bath  by  adding  the  gold  to  the  sulphocyanide  gradually  with 
shaking,  not  the  reverse.  Never  mind  the  slight  turbidity  caused 
by  the  chalk  or  magnesia.  Place  your  well-washed  prints  in  the 
bath,  not  too  many  at  a  time ;  this  is  important.  Keep  them 
moving,  touching  them  with  clean  fingers  at  one  corner  only.  Do 
not  attempt  to  be  economical  of  gold ;  do  not  tone  more  than 
twelve  quarter-,  six  half-,  or  three  whole-plate  prints  with  one 
grain  of  gold  ;  of  course,  the  number  depends  a  good  deal  on  the 
style  of  the  print.  Finally,  keep  your  toning  bath  at  about  65° 
F.  Carry  toning  on  till  on  looking  through  the  print  you  see 
that  all  the  red  has  disappeared  from  the  heavy  shadows  for 
purple  tones,  and  till  the  red  has  gone  from  the  half-tones  for 
browns.     When  the  bath  is  used  throw  it  away  or  put  it  in  the 
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residue  tank ;  don't  use  it  again,  and  don't  try  and  revive  it  by 
adding  more  gold.  After  toning  place  the  prints  in  salt  and 
water,  and  fix  in  an  alkaline  bath,  and  wash  well  in  running 
water  for  from  twenty  to  thirty  minutes.  Combined  toning  and 
fixing  baths  are  a  great  convenience,  so  it  is  said,  as  by  their  use 
the  number  of  solutions  and  operations  requisite  for  making  a 
tint  are  reduced.  It  is  probable,  however,  that  there  is  far  less 
chance  of  the  prints  being  permanent  when  treated  with  such  a 
bath  by  the  average  worker.  If  a  combined  bath  is  properly 
made  and  properly  used  there  is  no  reason  why  it  should  not 
yield  as  permanent  results  as  any  other  ;  but,  as  ordinarily  used, 
these  baths  may  be  fatal  to  permanency.  Hyposulphite  of  soda 
is  decomposed  by  acid  and  alum,  and  sulphurous  acid  and  free 
sulphur  are  set  free  and  sulphur  toning  caused.  For  those  who 
wish  to  use  alum  and  lead  salts  the  following  may  be  adopted : — 

Water  ...  '" 500  parts. 

Hyposulphite  of  soda         200     „ 

Ammonium  sulphocyanide  ...         ...       25     ,, 

Nitrate  of  lead  ■        10    ,, 

Alum 20     ,, 

Dissolve  the  hypo  in  the  water  first,  add  the  sulphocyanide,  then 
dissolve  the  alum  in  a  little  water,  and  add  to  the  hypo,  with 
constant  shaking.  Then  add  the  lead  nitrate  in  the  same  way, 
that  is,  dissolved  in  water,  heat  the  whole  to  50°  C.  for  ten 
minutes,  allow  to  cool  and  filter,  and  to  every  100  parts  of  this 
concentrated  bath  add  100  parts  of  water,  and  7  to  8  parts  of  a 
I  per  cent,  solution  of  gold. 

I. 
Liesegang's  Baths. 

Solution  A. 

Chloride  of  gold      2  grs. 

Distilled  water         2  ozs. 

Solution  B. 

Ammonium  sulphocyanide            3°  grs. 

Hyposulphite  of  soda         i  gr. 

Distilled  water         3  ozs. 

Mix  for  use  by  pouring  i  part  of  A  into  an  equal  quantity  of 
B  (never  reverse  this  order).    .This  gives  a  purplish  tone. 
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II. 

The  Phosphate  Bath. 
•  Solution  A. 
Ammonium  sulphocyanide 

Sodium  phosphate 

Distilled  water         


Solution  B. 


Chloride  of  gold 
Distilled  water 


I  oz. 

I   „ 

25  ozs. 

15  gi-s- 

3  ozs. 

Mix  for  use  by  pouring  i  part  of  B  into  10  parts  of  A.  This 
bath  gives  bluish-black  tones. 

III. 
Solution  A. 

Chloride  of  gold      I5  grs. 

Distilled  water         60  ozs. 

Solution  B. 

Ammonium  sulphocyanide  i  oz. 

Alum I  ,, 

Ammonium  carbonate         ...         ...         ...         4  grs. 

Distilled  water         23  ozs. 

For  use,  pour  3  parts  of  A  into  4  parts  of  B,  with  deep  printing. 
This  bath  gives  deep  black  tones.  For  rich  chestnut  brown  with 
no  trace  of  blue,  dilute  the  mixed  bath  with  three  times  the 
quantity  of  water. 

IV. 

A  New  Combined  Toning  and  Fixing  Bath. 

Dr.  Liesegang  recommends  the  following  in  the  International 
1889:— 

Solution  A. 


Chloride  of  gold      

... 

...       IS  grs. 

Distilled  water         

3  ozs. 

Solution 

B. 

Ammonium  sulphocyanide 

... 

60  grs. 

Common  salt           

... 

...     240   „ 

Alum 

... 

...     120   „ 

Hyposulphite  of  soda 

2  ozs. 

Distilled  water        

... 

...          12     „ 

352 

Gelatino-Ghloride 

Allow  Solution  B  to  stand  for  at  least  eight  days  and  then  filter. 
To  make 

The  Toning  Bath, 

Pour  Solution  A       7  parts 

Into        „         B       60     „ 

and  add  40  parts  of  old  used  combined  toning  and  fixing  bath. 
This  bath  gives  the  prints  in  ten  minutes  a  red  colour,  in  fifteen 
minutes  it  tones  to  a  splendid  brown,  and  in  twenty  minutes  to 
a  brownish-violet.  The  bath  acts  quicker  if  the  prints  are  taken 
out  after  five  minutes  and  laid  on  a  clean  glass  slab.  As  soon 
as  the  desired  tone  is  reached,  place  them  in  a  salt  and  water 
bath. 

V. 
Obernetter'S  Baths. 
Solution  A. 
Chloride  of  gold 
Distilled  water 

Solution  B. 

Phosphate  of  Soda 

Distilled  water         

Solution  C. 

Ammonium  sulphocyanide 

Distilled  water        ...  .^, 

For  use  mix  10  parts  of  B  with  10  parts  of  C,  and  add  i  part 
of  A.     This  gives  warm  purplish  tones. 


IS 

grs. 

3 

ozs. 

12 

drms. 

30 

ozs. 

10 

drms. 

30 

ozs. 

VI. 

Solution  A. . 

Chloride  of  gold       

...       IS  grs. 

Distilled  water         

402s. 

Solution  B. 

Ammonium  sulphocyanide 

5  drms. 

Distilled  water         

32  ozs. 

For  use,  pour  A  into  B,  and  allow  to  stand  for  twelve  hours. 
This  gives  warm  brown  tones.  The  addition  of  10  to  15  grs. 
of  hyposulphite  of  soda  will  give  rise  to  cold  tones. 
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VII. 
Solution  A. 


Chloride  of  gold 
Distilled  water 


Solution  B. 


15  grs. 

3 

ozs. 

I 

oz. 

25 

ozs. 

2 

M 

2 

drms. 

10 

ozs. 

I 

oz. 

Acetate  of  soda        

Distilled  water 

Solution  A 

Solution  C. 
Ammonium  sulphocyanide... 

Distilled  water         

SolutionA     

For  use  add  3  parts  of  Solution  C  to  10  parts  Solution  B. 
This  gives  fine  brown  or  black  tones.  Reddish  brown  tones 
may  be  obtained  by  adding  to  Solution  C  10  to  15  grs.  hypo- 
sulphite of  soda. 

VIII. 
The  following  is  a  toning  bath  which  Mr.  Bruce,  of  Duns,  a 
famous  coUodio-chloride  printer,  recommended  : — 

Solution  A. 

Ammonium  sulphocyanide...  ...         ...  10  drms. 

Hyposulphite  of  soda         ...  9  grs. 

Distilled  water         ...         ...  60  ozs. 


Solution  B. 

Chloride  of  gold 

■  >■ 

22  grs. 

Distilled  water 

..• 

60  ozs. 

Add  one  part  of  B  to  an  equal  quantity  of  A,  and  add  a  good-sized 
pinch  of  common  chalk,  and  allow  to  stand  for  twenty-four  hours 

IX. 

The  following  is  suggested  by  Mr.  Tylar : — 

Chloride  of  gold       ...  6  grs. 

Tungstate  of  soda    ...         ...         ...         ...  60  ,, 

Ammonium  sulphocyanide 100  „ 

Hyppsulphite  of  soda         ...         960  „ 

Distilled  water,  to  make     ...         8  ozs. 
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Dissolve  the  salts  in  half  the  water  made  hot,  and  make  the  solution 
measure  8  ozs.  by  adding  more  water.     Then  add  the  gold. 

X. 

The  following  is  a  simple  bath  suggested  by  Mr.  W.  K. 
Burton,  although  the  addition  of  nitrate  of  lead  is  due  to  Mr. 
J.  Chester  Jervis  : — 

Chloride  of  gold      ...         6  grs. 

Nitrate  of  lead         3   „ 

Hyposulphite  of  soda         ...         3  ozs. 

Distilled  water         20  ,, 

Put  the  prints  direct  into  the  toning  bath  without  washing. 

Chloride  prints  may  be  easily  developed,  and  by  this  a  great 
saving  of  time  is  effected.  The  first  method  of  doing  this  was 
by  means  of  gallic  acid  developers,  such  a  developer  being 

Gallic  acid 4  parts. 

Citric  acid. 6     ,, 

Sodium  acetate        20     ,, 

Solution  of  Jead  nitrate  (10  per  cent.)      ...15-20     „ 
Distilled  water         1000     „ 

Warnerke  suggested  the  use  of  about  two  feet  of  magnesium 
ribbon  burnt  quite  close  to  the  printing  frame,  by  which  a  very 
faint  visible  image  is  produced,  and  the  print  is  then  developed 
to  full  intensity  with 

Water  1000  parts. 

Acetic  acid 10     „ 

Sodium  acetate         10     „ 

Gallic  acid     5     „ 

When  dissolved  add 

Solution  of  lead  acetate  (10  per  cent.)     ...       10  parts. 

The  above  solution  should  be  diluted  with  from  ;  to  10  parts  of 
water,  and  the  print,  without  washing,  being  placed  in  this,  soon 
gains  in  intensity,  and  the  development  is  stopped  by  placing  the 
print  in  salt  and  water,  when  it  should  be  thoroughly  well  washed, 
and  toned  in  the  following  bath  : — 

Water  iooo  parts. 

Hyposulphite  of  soda         100     „ 

Acetate  of  lead         10     ,, 

Solution  of  chloride  of  gold  (l  per  cent.)...       20     „ 
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Valenta  suggested  the  use  of  acid  hydroquinone  and  pyrogallol 
developers. 

Hydroquinone  Developer. 

A.  Hydroquinone  lo  parts. 

Alcohol  loo     ,, 

B.  Sodium  sulphite       loo  parts. 

Distilled  water         Joo     ,, 

Citric  acid 5     >> 

For  use,  50  parts  of  Solution  A  should  be  mixed  with  50  parts  of 
Solution  B,  and  1000  parts  of  water  added. 

Pyrogallol  Developer. 

Distilled  water         ,..  1000  parts. 

Sodium  sulphite       100     „ 

Pyrogallol      10     „ 

Citric  acid      ...       11      ,, 

The  ingredients  should  be  dissolved  in  the  water  in  the  above, 
and  the  clear  and  almost  colourless  solution  used  immediately. 
The  hydroquinone  developer  works  clear  and  slowly  ;  the  violet 
tone  of  the  printed-out  image  turns  in  developing  into  a  yellowish- 
brown.  The  prints  were  toned  and  fixed  in  the  combined  toning 
and  fixing  bath  composed  as  follows : — 

Distilled  water         500  parts. 

Hyposulphite  of  soda         200     „ 

Sulphocyanide  of  ammonia  25     „ 

Alum 30     ,, 

Acetate  of  lead  solution  (i  :  10) 40     ,, 

This  solution  is  to  be  heated  on  a  water  bath  to  about  60°  C, 
by  which  a  quick  deposition  of  the  precipitate  formed  is  obtained. 
It  should  then  be  filtered,  and  100  parts  of  it  mixed  with  50  parts 
of  water  and  10  parts  of  i  per  cent,  solution  of  choride  of  gold. 
In  this  combined  bath  the  yellowish-brown  developed  prints 
assume  a  yellow  tone,  which  very  soon  turns  into  brownish-red, 
and  into  a  beautiful  deep,  purple  brown.  The  toning  process 
should  be  stopped  when  the  prints  have  assumed  the  desired 
tone,  and  it  should  be  noted  that  after  washing  the  tone  is 
rather  deeper.  Liesegang  specially  recommends  the  following 
for  his  own  paper,  but  for  others  it  is  not  suitable  : — 
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A.     Pyrogallol  Developer. 

Solution  of  pyro  (7  per  cent.)        2  parts. 

„       „  sodium  acetate  (20  per  cent.)  6     ,, 

Distilled  water         60     „ 

B.     Paramidophenol  Developer. 
Solution  of  paramidophenol  (7  per  cent.)  2  parts. 

,,       ,,  sodium  acetate  (20  per  cent.)  10     „ 

Citric  acid     ...         i      „ 

Distilled  water         50     ,, 

Substantial  advance  in  this  process  was  made  by  Mr.  Wilson, 
of  the  Paget  Prize  Plate  Co.,  when  he  suggested  the  use  of  a 
solution  of  potassium  bromide  prior  to  development.  The  follow- 
ing is  the  precise  method  of  working  this  modification  of  the 
process  : — The  paper  should  be  exposed  in  the  printing  frame  in 
the  ordinary  way,  but  the  insolation  is  only  continued  till  there 
is  quite  a  faint  image.  It  is  advisable  not  to  print  too  far,  and 
as  a  good  guide  we  may  suggest  that  the  details  should  just  be 
visible  in  the  half-tones.  After  printing,  the  paper  should  be 
taken  from  the  frame,  and  placed  without  washing  into  a  10  per 
cent,  solution  of  potassium  bromide.  The  action  of  this  bath  is 
to  convert  the  soluble  silver  salts  into  silver  bromide,  and  if 
allowed  to  act  for  some  time,  there  is  no  doubt  it  would  also 
replace  the  chlorine  in  the  silver  salt  forming  the  image.  The 
time  of  immersion  in  the  bromide  solution  is  not  very  material, 
and  we  prefer  to  leave  it  for  fifteen  minutes.  Great  care  must 
be  taken  that  no  bubbles  adhere  to  the  paper,  or  else  spots  will 
appear  in  the  development.  After  being  in  the  broraising  solu- 
tion the  prints  must  be  washed  well  for  five  or  ten  minutes  in 
running  water ;  if  the  washing  is  not  pretty  complete  and  thorough, 
so  much  bromide  is  left  in  the  paper  that  development  is  enor- 
mously protracted,  and  there  is  a  tendency  to  stain.  The  original 
developer  recommended  was — 

I. 

Hydroquinone  J  oz. 

Sulphurous  acid       ...         ...         ..,         ...         i  „ 

Sodium  sulphite      ...         ...         J  ,, 

Potassium  bromide...  60  grs. 

Water,  to       25   „ 


i 

oz. 

i 

II 

25 

ozs. 

I 

oz. 

I 

II 

25 

ezs. 

II. 


Qelatiuo-Chloride 

II. 

Caustic  soda 

Sodium  sulphite       

Water,  to       

III. 

Ammonium  bromide  

„  carbonate        

Distilled  water,  to 

Mix  in  equal  parts.  The  following  simpler  developer  is  now 
suggested : — 

I. 
Hydroquinone 
Sodium  sulphite 
Sulphurous  acid 
Water,  to       

Potassium  bromide .. 
Liq.  ammonia  ('SSo) 
or 

Sodium  carbonate    .. 
Water,  to      

For  use,  mix  one  part  of  each,  and  add  one  part  of  water.  For 
average  negatives,  use  one  part  No.  I.,  one  part  No.  11.,  one  part 
water.  Whatever  variations  are  made,  make  up  always  to  bulk 
three  parts,  by  adding  or  omitting  water.  If  required  to  work 
slower,  use  less  No.  II.,  or  make  up  the  stock  solution  with  less 
ammonia.  If  harder  effect  (more  contrast)  be  desired,  use  less 
No.  I. ;  if  softer  results  (less  contrast),  use  more.  It  may  happen 
that  we  find  that  the  print  when  finished  is  too  dark,  and  has 
been  over-printed.  The  question  is  how  to  reduce  it.  It  is 
questionable  whether  it  is  worth  the  trouble,  whether  it  is  not 
almost  as  easy  to  make  a -fresh  print  altogether.  The  old  ferrid- 
cyanide  and  hypo  reducer  has  been  suggested  for  gelatino-chloride 
prints  ;  and  reduce  them  it  will,  so  energetically,  even  in  weak 
solutions,  that  its  action  may  be  uncontrollable.  Haddon  sug- 
gested a  mixture  of  sulphocyanide  and  ferridcyanide,  and  this 
certainly  acts  more  slowly  and  evenly,  but  the  sulphocyanide 
makes  the  gelatine   very  soft.      Valenta  suggests,  however,  a 
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mixture  of  hypo  and  uranium  nitrate,  and  states  that  it  gives 
very  good  results.  He  suggests  a  cold  saturated  solution  of 
hypo  diluted  with  four  times  the  quantity  of  water,  and  to  every 
loo  parts  of  this  liquid  one  part  of  a  lo  per  cent,  solution  of 
uranium  nitrate  is  added.  This  acts  very  evenly  and  slowly, 
and  gives  excellent  results,  as  we  can  testify.  Valenta  states 
that  prints  treated  with 

Thiosinamine  ...         ...         5  parts 

Water  ...  '      ...         ...         ...         ...     100      „ 

Solution  of  uranium  nitrate  (10  per  cent.)  5-10  ,, 
assume  a  brilliant  red  tone,  which  gives  place  in  toning  to  a  rich 
sepia.  All  chloride  papers  can  be  toned  with  platinum,  by  ob- 
serving the  directions  given  under  Platinum  Toning  {q.v^.  Since 
the  introduction  of  matt-surface  chloride  papers  there  has  not  been 
so  much  need  for  obtaining  matt  surfaces  on  glossy  papers ;  but 
this  can  be  done  either  by  rubbing  down  the  dry  print  with 
powdered  pumice  stone  or  squeegeeing  to  fine  ground-glass  or 
celluloid,  both  of  v^'hich  should  be  previously  smeared  with  a 
little  oil.  To  obtain  a  high  glaze  or  polish,  plate-glass,  ebonite, 
metal  plates,  or  wood-pulp  slabs  can  be  used ;  but  the  first  gives 
the  finest  surface.  Whichever  material  is  used,  it  should  be  first 
rubbed  with  solution  of  wax,  as  used  for  the  carbon  tissue,  en- 
caustic paste,  or  a  little  oil,  and  the  wet  print  well  squeegeed 
down  to  it  and  allowed  to  dry,  and  then  stripped.  For  mounting 
such  prints  it  is  advisable  to  paste  on  the  back  a  sheet  of  the 
waterproof  backing-paper,  which  can  be  obtained  commercially, 
whilst  the  print  is  damp,  and  allowing  the  two  to  dry  together, 
and  then  mounting  with  one  of  the  gelatine  mountants,  now 
placed  on  the  market,  or  a  formula  for  which  is  given  under 
Mountant  (g.v.).  For  a  list  of  books  dealing  with  gelatino- 
chloride  and  collidio-chloride,  see  Aristotype. 

"Ghost"  Photographs,  How  to  make.  See  "Spirit" 
Photography. 

Giphantia.  The  title  of  a  Utopian  romance,  written  in  1761 
by  Tiphaine  de  la  Roche,  in  which  there  is  an  interesting  fore- 
cast of  photography ;  the  author  having  apparently  based  his 
forecast  on  previous  observations  of  Schulze(i727)  and  Beccarius 
(1757)  regarding  the  darkening  of  chloride  of  silver  when  exposed 
to  light.     The  following  is  an  extract  from  an  English  translation 
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which  dates  from  about  the  same  period  as  the  French  original. 
"  The  rays  of  light  reflected  from  different  bodies  make  a  picture 
on  all  polished  surfaces — for  instance,  on  water  or  glass.  .  .  . 
They  have  composed  a  most  subtle  matter,  very  viscous,  and 
proper  to  harden  and  dry,  by  the  help  of  which  the  picture  is 
made  in  the  twinkle  of  an  eye.  They  do  over  with  this  matter 
a  piece  of  canvas,  and  hold  it  before  the  objects  they  have  in 
mind  to  paint — the  impression  of  the  images  is  made  the  first 
instant  they  are  received  on  the  canvas,  it  is  immediately  carried 
away  into  some  dark  place;  an  hour  after,  the  subtle  matter 
dries,  and  you  have  a  picture  so  much  the  more  valuable  as  it 
cannot  be  imitated  by  art  or  damaged  by  fire.'' 

Glass.  Early  specimens  are  a  small  tablet  in  the  British 
Museum,  about  1445  b.c,  of  Egyptian  make,  and  a  goblet 
found  in  Nineveh,  of  about  700  B.C.  The  manufacture  was 
gradually  improved,  till,  in  Italy,  58  B.C.,  window  glass  was 
made ;  and  at  Pompeii  glazed  windows  were  found  intact.  As 
the  Roman  Empire  dechned,  the  glass  industry  tended  to  where 
Venice  now  stands ;  and  until  200  years  ago  Venice  was 
supreme  in  the  manufacture  of  glass  generally.  Now  the  manu- 
facture is  widely  spread  all  over  Europe,  Venice,  however, 
retaining  a  first  place  as  regards  certain  decorative  styles. 
There  are  many  kinds  of  glass,  and  the  subject  generally  is 
of  much  interest  to  photographers.  Crown  glass  is  composed 
of  a  mixture  of  silicates  of  potassium  and  sodium,  with  a  little 
calcium  ;  also  often  aluminium.  Flint  glass  is  a  mixture  of  sili- 
cates of  potash  and  lead.  It  is  much  more  refractive  than  crown. 
Coloured  glasses  contain  metallic  oxides  or  compounds  which 
have  specific  colouring  properties.  Copper,  according  to  the 
state  of  oxidation,  may  give  many  tints,  running  through  green, 
blue,  and  purple,  to  red  ;  the  usual  ruby  glass  of  the  shops  being 
coloured  with  copper  in  the  state  of  cuprous  oxide.  Silver  gives 
a  yellow,  which  appears  as  red  when  intense,  the  "  stained  red  " 
glass  recommended  by  Captain  Abney  for  the  dark-room  window 
being  coloured  with  silver.  Gold  gives  a  purplish  red,  useless 
for  the  dark-room  window.  Iron  (ferrous)  gives  olive  green, 
and  (ferric)  brownish  yellow  or  orange,  cobalt  blue,  uranium  a 
greenish-yellow  fluorescence,  manganese  an  amethyst  tint.  Opal 
or    milk   glass   contains   phosphate    of  lime,    oxide   of  tin,    or 
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white  arsenic.  Glass  coloured  throughout  by  fusion  with  the 
colouring  matter  in  the  main  pot  is  called  "pot  metal";  but 
when  plated  with  a  thin  layer  ;of  coloured  glass  (the  flashing) 
it  is  called  "  flashed."  Ordinary  copper  ruby  glass  cannot  easily 
be  made  as  a  "  pot  metal,"  and  is  therefore  flashed.  In 
1881  Drs.  Abbe  and  Schott  instituted  a  series  of  experiments 
at  Jena,  in  Germany,  on  the  improvement  of  the  manufacture 
of  glass  for  optical  purposes,  and,  after  some  successful  trial 
meltings,  in  1884  they  received  a  handsome  subsidy  from  the 
Prussian  Bureau  of  Education,  which  enabled  them  to  commence 
operations  on  a  manufacturing  scale.  The  old  optical  glasses 
were  limited  to  practically  few  varieties,  but  the  researches  of 
these  gentlemen  have  furnished  opticians  with  new  glasses  of 
constant  or  standard  quality  ;  hence  the  manufacture  of  lenses  has 
been  much  simplified,  as  it  is  no  longer  necessary  to  determine 
the  refractive  and  dispersive  properties  of  each  mass  of  glass. 
About  one  hundred  kinds  of  optical  glass  are  now  made  at  the 
Jena  Factory,  ranging  from  i'5o63  to  i'9626  as  regards  refractive 
index,  and  of  various  dispersive  power.  In  most  cases  the  factory 
supplies  masses  roughly  moulded  to  the  shape  required  by  the 
optician,  and  at  a  cost  of  from  about  4s.  to  30J.  per  lb.  Most 
important  among  the  glasses  made  at  Jena  is  the  silicate  of 
barium  glass — equivalent  to  a  heavy  flint  glass — introduced  by 
Baudrimont  and  Pelouze  about  1850  as  a.  commercial  substitute 
for  ordinary  flint  glass.  Mr.  Alfred  Dawson  about  1880  demon- 
strated the  value  of  this  glass  for  optical  purposes,  and  prepared 
pure  specimens,  which  he  used  in  constructing  objectives ;  and 
to  him  is  due  most  of  the  credit  for  that  modern  development 
of  optical  glass-making  which  has  put  such  new  and  consider- 
able powers  into  the  hands  of  opticians. 

Glass,  Black  (mirror).  Used  sometimes  as  a  mirror  by  which 
the  weakened  reflections  of  clouds  are  photographed ;  also  by 
artists,  as  by  viewing  the  reflection  a  better  judgment  can  some- 
times be  arrived  at  of  the  effect  in  a  picture.  Photographers 
especially  would  find  a  small  square  of  optically  worked  black 
glass  very  convenient  for  this  purpose,  as  the  effect  of  colour  is 
eliminated.  The  commercial  "  black "  glass  is  usually  a  very 
deep  amethyst  colour,  and  contains  about  10  per  cent,  of  oxide  of 
manganese.    (See  Claude  Lorraine  Glass.) 
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Glass,  Burnt  in  Photographs  on.  All  the  methods  indicated 
under  the  heading  Enamel  and  Ceramic  Photographs  are 
available  with  glass  as  a  basis.  The  glass  is  laid  on  an  even 
bed  of  powdered  plaster  of  Paris,  when  fired  in  the  muffle.  The 
following  list  of  books  on  photography  in  vitrifiable  colours  may 
be  of  service :—"  Die  Photokeramik,"*  by  T.  Kruger:  Vienna, 
Pest,  and  Leipzig,  1879,  Hartleben's  Verlag;  "  Photographische 
Schmelzfarbenbilder  " :  Dusseldorf,  1882,  Ed.  Liesegang's  Verlag ; 
"Traite  Pratique  Des  Emaux  Photographiques,"  by  Geymet : 
Paris,  1885,  Gauthier-Villars ;  "Proc6d6s  Photographique  sur 
la  Porcelaine,"  by  E.  Godard :  Paris,  1888,  Gauthier-Villars; 
"  Heliographie  Vitrifiable,"  by  Geymet:  Paris,  1889,  Gauthier- 
Villars  ;  "  Photoceramics,"  by  E.  Henry  and  H.  S.  Ward :  London, 
1895  ;  "  Photographische  Schmelzfarbenbilder  :  auf  Email, 
Porzellan  und  Glass,"  neu  barbeitet  von  R.  E.  Liesegang: 
Dusseldorf,   1898,  Liesegang's  Verlag. 

Glass  Silvering.  The  reversing  mirror,  or  the  hypotenuse  of 
the  reversing  prism,  is  now  always  silvered  by  some  modification 
of  Liebig's  process,     (For  instructions,  see  Mirror,  Silvering.) 

Glass,  Soluble.  Basic  alkaline  silicates  dissolve  in  water, 
and  are  sold  as  soluble  glass.  Used  in  preparing  substrata  for 
Collotype  {g.v.)  and  in  other  cases  where  it  is  desirable  that  a 
gelatine  film  should  adhere  very  firmly  to  a  glass  plate. 

Glass  Working,     The  following  notes  will  be  serviceable  : — 

Cutting  with  diamond.  The  main  point  is  keeping  the  dia- 
mond at  the  same  angle,  when  once  the  cutting  angle  is  found — 
this  involving  a  wrist  action  which  requires  some  practice. 
When  the  true  cut  is  being  produced,  a  peculiar  hissing  sound 
can  be  distinguished,  and  the  best  diamonds  produce  no  per- 
ceptible scratching  or  abrasion  of  the  glass  when  the  best  cutting 
angle  is  realised ;  so  that  the  true  cut  can  hardly  be  seen  when 
looked  at  perpendicularly. 

Filing.  An  ordinary  file,  kept  moist  with  a  saturated  solution 
of  camphor  in  oil  of  turpentine  can  be  used  with  excellent  effect. 

Grinding.    See  Focussing  Screen. 

Leading  a  crack.  A  crack  will  usually  follow  a  heated  iron 
rod  as  large  as  a  pipe  stem,  the  end  of  the  rod  being  kept  a 
quarter  of  an  inch  in  advance  of  the  crack.  This  process  is 
often  useful  in  making  jars  or  funnels  of  broken  bottles 
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Drilling.  A  broken  end  of  hard  steel,  as,  for  example,  a  small 
file  well  moistened  with  the  turpentine-and-camphor  mixture 
mentioned  under  "  Filing." 

Tubes,  to  bend  or  expand  into  bulbs.  For  making  syphons, 
soft  French  flint  glass  is  convenient ;  or  the  soft  German  glass 
of  the  chemical  apparatus  shops  may  be  used.  Heated  in  the 
upper  part  of  an  ordinary  gas  burner,  such  tube  will  soften  and 
can  be  readily  bent,  any  deposit  of  soot  being  wiped  off  when 
the  tube  is  cold.  In  a  similar  way  it  may  be  softened  sufficiently 
for  drawing  to  a  fine  point.  Division  at  any  required  place  by 
making  a  file  scratch  and  breaking,  the  sharp  edges  being  now 
rounded  by  incipient  melting  in  the  flame  of  a  Bunsen  burner. 
Rod  of  similar  glass  can  be  divided  and  the  edges  rounded  in 
the  same  way.  Blowing  into  bulbs  necessitates  a  blowpipe  for 
heating,  but  is  easy  with  a  little  practice.  Those  who  desire 
further  information  on  glass-working  are  referred  to  "  Glass 
Blowing  and  Working,"  by  T.  Bolas :  London,  1898,  Dawbarn  & 
Ward. 

Glucose  (Ger.,  Glucose,  Starkezucker,  Traubemucker ;  Fr., 
Glucose ;  Ital.,  Glucosio).  Synonyms  :  Grape  Sugar,  Dextrose. 
C6H,206=i8o.  There  are  several  kinds  of  glucose,  which  is 
preferably  to  be  considered  as  a  generic  name.  It  occurs  either 
in  white  crystals  or  a  thick,  syrupy  liquid,  and  was  used  as  a 
preservative  in  the  collodion  process,  and  is  also  employed  in 
some  powder  processes. 

Glycerine  (Ger.,  Glycerin;  Fr.,  Glycerine;  Ital.,  Glicerina ; 
Lat.,  Glycerinum).  C3H5(OH)3.  A  peculiar,  sweet,  viscid  liquid, 
obtained  from  oils  and  fats  as  a  bye  product  in  saponification. 
Specific  gravity,  1-260.  It  is  extremely  hygroscopic,  and  its 
non-drying  properties  are  taken  advantage  of  in  photography  to 
prevent  the  too  rapid  drying  of  some  substances,  and  it  is  also 
used  as  a  preservative  of  pyro.  It  is  miscible  in  all  proportions 
with  water  and  alcohol.  It  has  also  been  suggested  as  a  re- 
strainer  in  developing,  its  action  being  probably  rather  physical 
in  this  respect  than  chemical. 

Glycin  Developer.     See  Development  and  Developers. 

Gold  (Ger.,  Gold;  Fr.,  Or;  Ital.,  Oro ;  Lat.,  Aurum).  Au. 
196.      A  yellow  or  yellowish-red  metal  soluble  in  nitro-hydro- 
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chloric  acid.  It  occurs  native  in  conjunction  with  quartz  and 
sand  in  various  parts  of  the  world.  It  is  used  for  the  preparation 
of  chloride  of  gold,  a  convenient  source  being  current  coin.  A 
sovereign  should  weigh  when  new  123^  grains,  and  contain  113 
grains  of  pure  gold,  the  commercial  value  of  this  being  20.J. ; 
no  charge  being  made  for  mintage  or  alloy. 

Gold,  Chloride  (Ger.,  Goldchlorid,  ChlorgoM;  Fr.,  Chlorure 
d'oro;  Ital.,  Chloruro  d'ord).  Synonyms:  Auric  Chloride, 
Trichloride  or  Perchloride  of  Gold.  AuCl3=303.  A  yellowish- 
brown  crystalline  mass,  made  by  dissolving  gold  in  aqua  regia. 
Usually  commercial  chloride  is  obtained  by  solution  as  above 
and  the  evaporation  of  the  acid  liquid,  in  which  case  bright  yellow 
crystals  of  AUCI3HCI  are  obtained,  from  which  it  will  be  seen 
that  one  equivalent  of  hydrochloric  acid  is  combined  with  it. 
Preferably  the  double  neutral  salts  of  gold  and  potassium,  sodium 
or  calcium,  are  used. 

Gold,  Hyposulphite  (Ger.,  Natriumaurothiosulfat,  Unter- 
schwefligsdures  Goldoxydulnatron ;  Yx.,  Hyposulfiie  doubled' or 
et  de  sodium ;  Ital.,  Ipolsolfito  d'oro  e  di  sodio).  Synonyms ; 
Sel  d'or,  Fordos  and  Gelis'  salt.  NajSjOa,  Au^SsOa,  4H2O.  This 
salt  was  originally  suggested  for  toning  daguerreotypes,  and 
later  for  albumenised  paper,  and  more  recently  still  for  gelatino- 
chloride  paper.  It  may  be  formed  by  gradually  adding  a  neutral 
2  per  cent,  solution  of  chloride  of  gold  to  a  6  per  cent,  solu- 
tion of  hyposulphite  of  soda.  To  obtain  it  in  crystals,  mix  the 
solution  formed  above  with  alcohol,  when  the  salt  will  crystallise 
out  in  fine  white  needles. 

Gold,  Potassio-Chloride  (Ger.,  Chlorgoldkalium ;  Fr., 
Chlorure  double  d'or  et  de  potassium ;  Ital.,  Chloruro  doppio 
d'oro  e  di  potassio).  AuCljKCl  +3H2O.  The  usual  method 
of  making  this  is  to  dissolve  one  part  of  pure  gold  in  as 
small  a  quantity  of  aqua  regia  as  possible,  by  the  aid  of  heat. 
Evaporate  gently,  and  then  add  20  parts  of  distilled  water,  in 
which  o'5i  parts  of  bicarbonate  of  potassium  has  been  dissolved. 
Carbonic  acid  is  given  off,  and  the  resulting  solution  should  be 
evaporated  to  dryness.  Lainer  of  Vienna  has  also  suggested 
the  following  method  for  obtaining  a  stable  and  constant  salt  of 
gold,   which   can   easily  be  prepared  chemically  pure  and  free 
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from  acid,  which  does  not  dehquesce  or  effloresce,  and  gives 
toning  baths  of  constant  and  reliable  action.  One  hundred  parts 
of  gold  are  dissolved  in  aqua  regia,  and  hydrochloric  acid  added 
to  the  solution.  To  the  solution  of  pure  chloride  of  gold  thus 
prepared  are  added  38  parts  of  chloride  of  potassium.  The 
mixture  thus  obtained  is  carefully  evaporated  till  crystallisation, 
when  the  dish  or  vessel  is  placed  under  a  bell  jar  containing 
concentrated  sulphuric  acid  or  quicklime.  The  mother  liquid  is 
poured  off,  and  this  again  evaporated  and  treated  as  above.  The 
crystals  thus  obtained  are  dried  under  a  bell  jar,  and  heated  to 
100 — 110°  C.  to  drive  off  the  remaining  traces  of  free  hydro- 
chloric acid.  The  salt  thus  procured  forms  yellow  hexagonal 
needles,  easily  soluble  in  water. 

Grold,  Sodio-Chloride  (Ger.,  Chlorgoldnatrium ;  Fr.,  Chlorure 
double  d'or  etde  sodium;  Ital.,  Chloruro  doppio  doro  e  di sodio. 
AuClsNaCl  +  2H2O.  This  is  usually  the  commercial  salt,  and 
occurs  as  yellowish-brown  needles,  which  are  very  deliquescent, 
soluble  in  alcohol  and  water.  It  may  be  prepared  by  dissolving 
5  parts  by  weight  of  gold  chloride,  and  i  part  by  weight  of  sodium 
chloride  in  as  little  water  as  possible,  and  allowing  the  solution 
to  crystallise.  Another  method  is  to  dissolve  i  part  of  gold  in 
10  parts  of  aqua  regia  by  the  aid  of  heat,  dilute  with  100  parts 
of  water,  filter  through  glass  wool,  precipitate  the  gold  with 
saturated  solution  of  sulphate  of  iron,  and  collect  and  wash  the 
precipitate,  which  is  pure  gold ;  add  3  parts  of  sodium  chloride 
to  every  I  of  gold  ;  dissolve  the,  mixture  in  aqua  regia  and 
evaporate.  The  following  table  shows  the  equivalent  quantities 
of  the  various  salts  used  in  photography : — 
Gold. 

I 

0-6485 

0-4751 

04943 

The  following  calculation  will  show  that  home-made  chloride 
may  be  cheaper  than  commercial  if  nothing  is  allowed  for  the 
work,  and  probability  of  loss.  An  AustraUan  sovereign  contains 
113  grs.  of  pure  gold,  which  will  make  174  J  grs.  of  pure  chloride, 
237-9  grs.  of  potassio-chloride,  and  228-6  grs.  of  sodio-chloride, 
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Chloride. 

Gold 
Potasslo-Chloride. 

Sod 

Gold 
io-Chloride. 

1-5420 
I 

0-7326 
0-7623 

2-1048 

1-3645 

I 

1-0405 

2-0229 

1-3119 
0-96 1 1 
I 

Grain  Gum-Bichromate  Process 

and,  assuming  that  the  latter  be   the  commercial  salt,  this   is 
equivalent  to  1 5 J  tubes. 

Grain.    See  Weights  and  Measures. 

G-ramme.   See  Metric  System  ;  also  Weights  and  Measures. 

Green  Fog.    See  Fog. 

Ground-Glass.    See  Focussing  Screen. 

Guaiacum.    See  Gum  Guaiacum. 

Gum  Arabic  (Ger.,  Gummi  arabicum,  Arabische  Gummi; 
Fr.,  Gomme  arabique ;  Ital.,  Gomma  arabicd).  A  gummy  exuda- 
tion from  the  stems  of  various  species  of  acacia.  It  is  of  peculiar 
bland  taste,  odourless,  insoluble  in  alcohol  and  ether,  but  entirely 
soluble  in  water,  in  which  form  it  is  used  as  a  Mountant  {g-v.). 
It  is  also  used  in  the  powder  process,  gum-bichromate  and 
photo-lithography.  Its  adhesiveness  is  increased  by  addition  of 
aluminium  sulphate,  less  so  by  ordinary  alum.  It  is  decomposed 
at  a  temperature  of  300°,  and  is  converted  into  dextrine  by  the 
action  of  sulphuric  acid. 

Gum-Bichromate  Process.  This  method  of  printing,  which  has 
become  so  popular  during  the  last  five  years,  is  really  older  than 
the  transfer  carbon  process,  and  in  addition  it  is  somewhat  simpler 
in  execution.  In  its  original  form,  gum-bichromate  appears  to  be 
chiefly  due  to  M.  Poitevin,  Mr.  John  Pouncy,  Mr.  Thomas  Sutton, 
and  Mr.  J.  C.  Burnett,  who  worked  between  1850  and  i860;  but 
its  revival  is  largely  due  to  M.'Demachy  and  M.  Rouill6-Ladev6ze. 
The  method  may  be  summarised  as  follows : — Ground  pigments 
are  mixed  with  a  thin  mucilage  of  gum-arabic,  and  a  little* 
soluble  bichromate,  this  mixture  being  applied  to  the  paper  as 
a  thin  wash.  When  dry,  the  paper  is  exposed  under  a  negative, 
and  the  picture  is  developed  by  soaking  in  water  (cold,  warm, 
or  hot)  until  the  unexposed  portions  of  the  pigmented  gum  are 
sufficiently  washed  away.  The  following  working  details  are 
taken,  in  abstract,  from  an  article  in  The  Amateur  Photo- 
grapher, March  6th,  1896,  and  a  subsequent  note: — "A  rather 
rough  paper  is  desirable,  quite  apart  from  any  esthetic  con- 
siderations, as  the  roughness  breaks  up  the  continuity  of  the 
mucilaginous  film,  and  assists  in  enabling  the  water  to  penetrate 
freely;  the  various  drawing  papers,  and  Dutch  hand-made  papers, 
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affording  a  wide  choice  of  texture.     The  sensitive  preparation  is 
made  as  follows : — 

A. 

Clear  white  gum      ...         4  ozs. 

Water  6   „ 

Soak  till   dissolved,   and  squeeze   the    mucilage  through   fine 
mushn. 

B. 

Bichromate  of  potassium i  oz. 

Water  ...         ...         ...        9  ozs. 

In  a  room  lighted  by  yellow  light,  equal  volumes  of  A  and  B  are 
mixed,  and  then  such  moist  water  colours  are  stirred  in  as  will 
give  the  required  tint;  but  the  coloration  should  only  be  such 
that,  when  the  preparation  is  laid  on  paper  with  a  broad  camel's- 
hair  brush,  as  described  below,  the  tint  appears  very  faint,  and 
far  short  of  that  required  to  form  the  shadows  of  a  print.  The 
film  should  seem  very  thin  and  transparent  when  the  paper  is 
held  up  to  a  window,  and  the  outline  of  a  finger  held  the  other 
side  of  the  paper  should  be  easily  traceable.  Indian  ink  or 
ground  lamp  black,  with  a  little  cobalt  blue  to  modify  the 
greenish  tint,  is  a  suitable  pigment.  Earth  colours,  like  Indian 
red  or  the  siennas,  can  be  used,  but  a  much  larger  quantity  is 
required  than  when  lamp  black  is  the  base.  To  coat  the  paper 
it  must  be  sponged  on  both  sides  to  stretch  it ;  after  which  it  is 
pinned  down  on  a  board  by  one  corner,  and  rapidly  brushed 
over  with  the  sensitive  mixture  by  means  of  a  broad  camel's- 
hair  brush.  It  is  best  to  work  in  one  direction,  and  the  coating 
must  be  thin — so  thin  that  the  gummy  mixture  must  rather  be 
rubbed  over  the  surface  of  the  paper  than  painted  on,  and  the 
pigmenting  must  be  adjusted  for  this  kind  of  coating.  Some 
practice  is  required  in  coating  the  paper  thinly  and  uniformly. 
The  best  method  of  drying  is  to  hang  the  paper  up  over-night 
in  a  room  where  there  has  been  a  fire  during  the  day,  but  more 
rapid  drying  before  a  fire  is  quite  allowable.  Exposure  should 
generally  be  longer  than  for  a  print  on  albumenised  paper,  and 
can  be  judged  by  the  faint  image  of  the  exposed  bichromated 
gum  which  is  visible — or  should  be,  if  the  paper  is  not  too 
heavily  pigmented — when  the  paper  is  viewed  by  transmitted 
light;  the  details  or  the  shades  being  just  traceable.     The  use 
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of  an  actinometer  is  often  more  convenient,  especially  for  those 
who  are  accustomed  to  one.  The  exposed  print  is  now  soaked 
in  cold  water,  and  if  the  colour  soon  begins  to  v/ash  off  the 
paper  on  rocking  the  dish,  under  exposure  is  indicated ;  and  in 
this  case  cold  water  alone  may  perhaps  finish  the  development. 
According  to  the  behaviour  of  the  print,  warmer  and  warmer 
water  may  be  used,  and  to  increase  the  detergent  power  of  the 
water  a  stream  may  be  poured  from  a  height  on  the  surface  of 
the  print.  When  the  development  is  complete,  the  print  may 
be  soaked  in  an  alum  bath,  after  which  it  is  rinsed  and  allowed 
to  dry.  Dr.  Mallmann  suggests  that  a  special  preparation  of 
gelatine  made  non-setting  may  advantageously  replace  the  gum 
ordinarily  used  in  the  direct  carbon  or  pigment  process.  This 
change  gives,  according  to  Dr.  Mallmann,  images  of  finer  texture, 
and  the  material  does  not  so  dissolve  from  the  whites  as  to 
produce  an  appearance  of  scaliness ;  moreover,  the  image  is 
much  more  firmly  adherent  to  the  paper.  Hydrate  of  chloral 
is  one  of  those  substances  which  may  be  used  to  prevent  the 
setting  of  gelatine,  and  this  without  interfering  with  its  sen- 
sitiveness to  light  when  bichromated ;  and  the  following  is 
mentioned  as  a  known  receipt  for  preparing  a  strong  gelatinous 
solution,  which  remains  fluid  on  cooling  : — 

Water looo  parts. 

Hydrate  of  chloral 250      „ 

Gelatine         ...         ...         ...         ...         ...      400      „ 

Herr  Watzek  confirms  Dr.  Mallmanp's  results,  and  mentions  that 
an  addition  of  potash  to  the  warm  development  water  expedites 
the  development  when  a  long  exposure  has  been  given,  while 
the  use  of  sawdust  (see  Artigue's  Process)  brightens  the  high 
lights. 

The  Chief  Recent  Improvement :  Multiple  Printing.  In  its 
simple  form  and  as  described  above,  the  gum-bichromate 
process  is  capable  of  giving  good  results,  but  it  not  unfrequently 
happens  that  the  scale  of  tone  is  imperfect  at  one  end  or  the 
other ;  indeed  the  obtaining  of  a  full  scale  of  tone  involves 
the  very  complete  realisation  of  all  technical  conditions.  By  re- 
sensitising  the  surface  of  the  print  first  made,  then  once  more 
printing  and  developing,  defects  in  the  gradation  of  the  first  print- 
ing can  be  remedied ;  thus  one  print  may  give  the  light  and 
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delicate  tints,  while  the  other  giving  full  tones.  By  repeating 
this  series  of  operations  a  sufficient  number  of  times,  it  becomes 
possible  not  only  to  push  the  range  of  gradations  to  the  utmost 
at  both  ends  of  the  scale,  but  to  emphasise  any  part  of  the  scale  ; 
moreover,  masking  of  the  negatives  at  any  stage  gives  a  full 
power  of  emphasising  any  part  of  the  subject.  Thus  it  is  that 
gum-bichromate  is  more  under  the  personal  control  of  the 
worker  than  any  other  printing  method. 

Paper  for  Multiple  Printing.  Too  much  care  cannot  be  taken 
in  selecting  the  paper,  as  any  considerable  stretching  or  deforma- 
tion in  working  is  fatal ;  register  or  exact  correspondence  with 
the  negative  being  destroyed  by  stretching  or  deforination.  The 
recommendation  given  above,  to  use  a  paper  tending  to  rough- 
ness in  order  to  assist  development,  does  not  apply  when  the 
multiple  system  of  printing  is  adopted ;  hence  paper  with  any 
kind  of  surface  may  be  selected.  The  paper  should  be  "  hand- 
made," or,  at  any  rate,  it  should  have  been  made  or  moulded  in 
single  sheets,  as  in  the  old  system  of  hand-making ;  and  not  as  a 
band,  like  ordinary  machine-made  papers.  The  difference  in 
quality  is  this :  Paper  made  in  sheets  by  the  hand-moulding 
process  has  no  prevailing  direction  for  the  fibres,  neither  has  it 
any  prevailing  direction  of  strain  or  compression;  true  the  "  hand- 
moulding  "  process  may  be  assisted  by  machinery ;  indeed  it 
may  practically  become  a  mechanical  operation,  but  the  product 
is  very  different  from  the  paper  made  as  a  long  band,  and  in 
addition  strained  or  put  into  tension  by  a  system  of  rollers. 

Test  for  "Hand-made"  Paper.  The  following  will  be  a 
sufficient  test  for  "hand-made"  paper  as  defined  above,  provided 
that  the  material  is  not  too  much  artificially  indifrated  by  any 
material  impervious  to  water.  A  square  piece  with  i8-  to  2a-in. 
sides  is  very  accurately  cut  from  a  sheet  laid  on  a  smooth,  flat 
board,  and  well  sponged  over  many  times  with  water.  If,  after 
several  turnings  and  several  spongings,  the  expansion  of  the 
fiheet  is  found  to  be  equal  in  both  directions,  the  paper  may  be 
considered  "hand-made,"  or,  at  any  rate,  moulded  as  sheets 
rather  than  in  a  band.  Hand-made  papers  of  first  rate  quality 
can  be  had;  for  example,  the  Van  Gelder  papers,  Whatman's 
drawing  papers,  also  the  heavy  Japanese  papers.  The  paper 
selected  should  be  rather  thick :  a  paper  at  least  twice  the  weight 
of  that  upon  which  this_  Dictionary  is  printed  being  desirable  in 
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most  cases.  General  criteria  of  quality  are  strength  (this  being 
equal  in  both  directions  in  the  case  of  a  hand-made  paper),  torn 
edges  showing  long  fibres,  no  change  in  tint  when  exposed  to 
light  at  a  south  window  for  a  month  in  the  summer,  and  no  rapid 
change  in  colour  when  dipped  in  a  vfeak  and  slightly  acid 
solution  of  aniline  hydrochlorate.  Probably  the  gum-bichromate 
will  not  reach  its  highest  point  in  the  matter  of  control  by  the 
worker,  until  amateurs  learn  to  make  their  own  papers — really 
a  very  easy  matter  when  only  small  sheets  are  wanted;  the 
chief  labour  being  the  braying  down  of  sufficient  linen  rags  to 
make  a  stock  of  pulp  from  which  to  dip.  The  amateur  making 
his  own  paper  could  produce  each  print  on  a  complete  sheet, 
having  the  original  or  deckle  edges,  and,  if  need  be,  an  approxi- 
mate water-mark,  either  for  the  margin  or  the  body  of  the  sheet. 
(See  The  Amateur  Photographer,  November  23rd,  1900, 
p.  401.) 

Special  Sizing  or  Substratum  for  the  Paper.  Special  hard 
sizing  of  the  paper  is  generally  essential  when  several  impres- 
sions are  to  be  made  in  succession  on  the  same  sheet  of  paper 
and  absolute  insolubility  of  the  size  or  substratum  must  be  aimed 
at.  One  ounce  of  gelatine  is  dissolved  by  heat  in  20  ozs.  of 
water,  and  the  sheet  of  paper  (Dr.  Hofmann  recommends  the 
Whatman  haud-made  drawing  paper  or  Zander's  paper,  a  kind 
which  appears  to  be  well-known  in  Germany)  is  well  brushed 
over  on  one  side  with  this  size,  first  in  one  direction  and  then  in 
the  other.  The  sheet  should  be  laid  on  a  horizontal  surface  to 
dry  as,  if  suspended,  the  paper  may  be  put  into  a  condition  of 
local  strain.  When  dry  the  sheets  are  brushed  over  with  a 
mixture  of  one  volume  of  commercial  40  per  cent,  formalin  and 
20  volumes  of  water,  the  paper  being  again  allowed  to  dry  in 
a  horizontal  position.  Paper  thus  coated  or  sized  should.  Dr. 
Hofmann  tells  us,  bear  seven  or  eight  coatings,  printings,  and 
developments,  without  deterioration. 

The  Gum  Solution.  Starch,  sugar,  and  various  additions  to 
the  gum  are  occasionally, recommended,  but  Dr.  Hofmann  finds  no 
advantage  or  disadvantage  in  such  additions,  and  on  the  principle 
of  avoiding  unnecessary  complications,  he  naturally  prefers  plain 
gum.  The  best  gum  arabic  should  be  used,  this  occurring  as 
nearly  round  and  almost  white  nodules ;  these  nodules  being 
/uU  of  cracks  and  fissures.     Such  nodules  as  are  clear  and  glass- 
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like  should  be  rejected,  as  these  pieces  are  often  but  imperfectly 
soluble,  giving  rather  a  slimy  mass  than  a  true  solution.  Two 
parts  of  gum  and  five  parts  of  water  form  a  good  standard 
mucilage.  The  mucilage  should  be  strained,  and  to  each  half- 
pint  add  20  drops  of  the  pure  crystallisable  carbolic  acid. 

Choice  of  Pigments.  This  is  very  wide,  the  one  limitation 
being  the  exclusion  of  those  which  are  affected  by  chromate 
salts.  The  following  list  includes  all  that  are  likely  to  be 
required  : — Lamp  black,  ivory  black,  burnt  umber,  Venetian  red, 
Paris  blue,  dark  burnt  ochre,  sepia,  gamboge,  Pereira's  green, 
and  Cassel  brown  When  white  is  to  be  used  on  a  dark  ground 
(see  Carbon  Printing)  baryta  white  is  suitable. 

Stock  Gum  and  Colour  ''  Solutions."  These  may  be  prepared 
by  rubbing  together  in  a  mortar  about  one  part  of  the  moist 
water  colour,  as  sold  in  collapsable  tubes,  with  four  parts  of  the 
mucilage  or  gum  solution,  but  as  some  colours  are  more  intense 
than  others,  no  absolute  rule  can  be  laid  down.  , 

Mixing  and  Sensitising  the  Colour  " Solutions"  In  using 
the  standard  "solutions  "  of  gum,  and  colour  to  the  required  tint, 
the  old  dictum  of  the  apothecary  "  shake  the  bottle  "  must  not 
be  forgotten.  A  mixture  of  one  part  of  mixed  or  adjusted  colour 
solution  and  one  or  one-and-a-half  of  saturated  solution  of 
ammonium  bichromate  tends  to  hardness  of  the  print  and  a 
rendering  of  the  deep  shadows  ;  while  the  use  of  a  mixture  con- 
taining one  part  of  the  colour  solution  and  two  parts  of  a 
saturated  solution  of  ammonium  bichromate  tends  to  greater 
sensitiveness,  flatness  of  the  picture,  and  the  rendering  of  the 
fainter  gradations.  A  sheet  of  paper  12  inches  by  15  inches  will 
ordinarily  require  a  little  more  than  a  quarter  of  an  ounce  of  the 
mixture,  but  this  estimate  is  subject  to  much  variation,  as 
explained  below.  -  See  above  for  instructions  as  to  coating  the 
paper.     Dry  as  recommended  above. 

Exposures  for  Multiple  Printing.  When  several  impressions 
are  to  be  made  on  the  same  sheet  to  build  up  a  picture,  the 
question  of  exposure  becomes  somewhat  complex.  Let  it  be 
assumed  that  there  are  to  be  three  printings.  The  first  may  be 
for  the  higher  lights,  and  a  range  including  all  the  darker  shades. 
The  paper  being  allowed  to  dry,  and  having  been  once  more 
coated,  the  second  exposure  is  for  middle  tones  and  shades, 
while  the  third  coating  and  exposure  may  be  merely  to  add  to 
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or  intensify  the  shadows.  Either  the  exposures  may  be  about 
equal  and  the  sensitive  layers  made  of  variable  thickness,  or  the 
layers  of  sensitive  material  may  be  of  equal  thickness  and  the 
exposures  may  be  varied  ;  again,  the  proportion  of  bichromate 
may  be  varied  as  indicated  above.  Dr.  Hofmann  points  out  that 
in  the  former  case  the  iirst  coating  should  be  a  thin  layer  of  a 
mixture  containing  but  little  pigment  and  gum,  but  a  full  dose  of 
bichromate.  This  will  give  a  thin  flat  image.  The  second  coat- 
ing should  have  more  gum  and  pigment  with  less  bichromate, 
which,  with  the  same  exposure  as  in  the  previous  case,  will  in  no 
way  increase  the  deposit  on  the  higher  lights.  The  mixture  for 
the  third  coating  will  be  made  with  still  more  gum  and  pigment, 
but  with  less  bichromate.  If  the  exposure  is  the  same  as  before, 
only  the  deeper  shadows  will  receive  a  new  deposit.  If,  on  the 
other  hand,  the  system  of  varying  the  exposures  and  using 
similar  coatings  be  adopted ;  the  first  exposure  must  be  long  so 
as  to  cause  a  deposit  as  far  as  the  lights  of  the  print,  this 
exposure  giving  a  flattish  picture.  The  second  exposure  must  be 
shorter,  the  deposit  then  only  reaching  the  middle  tones,  while 
the  third  exposure  should  be  so  short  as  only  to  cause  a  deposit 
on  the  extreme  shades. 

Adjusting  the  Print  to  the  Negative  for  Multiple  Impression. 
The  coating  of  pigmented  sensitive  gum  on  the  sheet  of  paper 
should  never  be  so  thick  or  dense  as  to  make  it  difficult  to  place 
the  negative  in  exact  position  or  register  for  the  subsequent 
printings.  An  excellent  method  of  adjusting  the  sheet  for  subse- 
quent impressions  is  to  hold  the  negative  and  sheet  together  in 
one  hand,  until  exact  correspondence  is  effected,  and  then  to  fix 
the  paper  in  position  by  two  or  more  strips  of  adhesive  plaster, 
this  latter  being  very  slightly  warmed. 

Application  of  Gum-Bichromate  to  Colour'  Printing.  Under 
the  heading  Photography  in  Natural  Colours  we  refer  to  the 
gum-bichromate  process  as  a  means  of  wholly  or  partially  making 
a  three-colour  print  for  the  Ducos  du  Hauron  process,  and  in 
this  place  we  may  point  out  how  well  the  gum  method  is  adapted 
for  producing  a  print  in  colours  from  a  single  negative,  the 
translation  into  colour  being  in  this  case  entirely  in  the  hands  of 
the  worker.  The  making  of  a  very  faint  print  in  monochrome  is 
the  first  step,  the  conditions  for  securing  this  being  a  small 
amount   of  colour   solution    and    full    dose   of    bichromate  of 
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ammonium.  The  faint  print  thus  obtained  serves  as  a  key  or 
guide,  and  if  any  portion  of  the  subject  is  of  such  a  nature  as 
to  need  rendering  in  a  pure  pigment,  it  will  be  easy  to  lay  such 
parts  completely  bare  in  developing  the  key.  The  sheet  being 
quite  dry  after  the  first  printing,  thin  washes  of  suitable  pigments 
mixed  with  gum  and  bichromate  are  plotted  out  upon  it,  and 
when  all  is  once  more  dry  the  second  exposure  is  made.  Next 
comes  a  second  development.  After  this  any  required  number  of 
local  sensitisings  and  printings  may  be  performed  according 
to  judgment.  The  possibilities  of  the  method  of  working  are  only 
limited  by  the  skill  of  the  worker. 

Combination  of  Gum- Bichromate  and  Platinotype.  Herr 
Silberer  has  recently  done  excellent  work  by  printing  in  gum- 
bichromate  over  a  platinotype,  and  he  (The  Amateur  Photo- 
grapher, January  23rd,  1902)  points  out  that  the  platinotype 
under-print  may  be  the  vigorous  element  of  the  combination,  or 
the  soft  element,  according  to  circumstances ;  but  occasionally  a 
fully  printed  or  complete  print  may  be  made  in  platinotype,  and 
only  special  "effects"  put  in  with  the  gum.  Thus  it  is  evident 
that  the  combination  element  allows  of  wide  variation.  In 
working  from  rather  hard  negatives,  such  negatives,  in  fact,  as 
are  ill  suited  for  the  gum  process,  Jacoby's  platinum  paper 
(coated  on- the  Whatman  drawing  paper)  was  employed  for  the 
under-print.  The  sheet  having  been  rather  under-printed,  is 
treated  in  the  usual  way,  washed,  and  dried.  The  surface  is 
now  coated  with  such  a  gum  mixture  as  the  following : — Colour 
"  solution  "  (consisting  of  i  part  of  Aureit's  tube  colour  for  gum- 
bichromate  and  1 1  parts  of  water),  7^  c.c. ;  mucilage  (40  per 
cent.),  8  c.c. ;  water,  4  c.c. ;  saturated  ammonium  bichromate 
solution,  8  c.c.  A  rather  long  exposure  is  now  given,  and  the 
development  is  partly  mechanical ;  that  is  to  say,  it  is  assisted 
by  the  brush.  It  need  scarcely  be  said  that  tlie  above  prescrip- 
tion may  be  considerably  varied,  an  increase  of  gum  giving 
harder  prints.  The  colour  used  must  naturally  have  some 
relation  to  the  |  black  or  brownish-black  of  the  platinum  under- 
print,  blue,  green,  etc.,  being  ruled  .out  at  once,  although  a 
reddish  tone  may  sometimes  be  allowable.  For  black,  a  mix- 
ture, of  Paris  black  and  lamp  black  is  specially  suitable,  while 
the  admixture  of  sepia  or  umber  will  give  any  requisite  infusion 
of  brown.     It  is  evident  that  no  absolute  rules  can  be  given  in 
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this  matter,  or  as  regards  the  extent  to  which  the  platinum  must 
be  printed.  All  such  questions  have  to  be  determined  in  rela- 
tion to  the  work  in  hand. 

During  the  past  few  years  very  much  has  been  written  on  the 
gum-bichromate  process,  and  we  may  give  a  list  of  some  few 
books: — "Photo-Aquatint;  or,  the  Gum-Bichromate  Process,"  by 
A.  Maskell  and  R.  Demachy :  published  by  Hazell,  Watson 
&  Viney;  "Sepia-Photo  et  Sanguine-Photo,"  par  A.  RouilI6- 
Ladevdze  :  Paris,  Gauthier-Villars  ;  "  Der  Gummidruck,''  von  J. 
Gaedicke  :  Berlin,  1898,  Gustave  Schmidt;  "Der  Gummidruck," 
von  F.  Behrefls :  Berlin,  1898,  M.  Krayn. 

G-um  Dammar.    See  Dammar. 

Gum  Dragon.    See  Tragacanth. 

Gum  Elemi  (Ger.,  Oelbaumharz :  Fr.,  Gomme  elemi.)  A 
resinous  exudation  from  Canarium  commune,  imported  from  the 
Philippine  Islands,  and  also  obtained  from  Amyris  elemifera  in 
Central  America.  It  is  used  in  varnishes  and  encaustic  paste.  It 
is  very  soluble  in  alcohol,  insoluble  in  water,  and  should  have 
somewhat  the  colour  and  consistence  of  honey,  but  generally, 
from  exposure  to  air  and  impurities,  is  more  yellowish-brown  and 
indurated. 

Gum  Guaiacum.  A  resinous  exudation  from  Guaiacum 
officinale,  a  native  of  San  Domingo  and  Jamaica,  soluble  to  the 
extent  of  90  per  cent,  in  absolute  alcohol,  and  when  triturated 
with  water  forms  a  mucilage  of  pale  greenish  hue.  It  is  used  in 
some  of  the  old  collodion  processes,  and  was  used  by  Niepce  as 
a  sensitive  resist  for  etching  on  metal  plates. 

Gum-Ozotype.    See  Ozotype. 

Gun-Cotton.     See  Pyroxyline. 

Halation.  A  blurring  of  the  image  and  an  encroachment  of 
the  high-lights  upon  the  surrounding  shadows  or  darker  portions. 
It  is  but  too  well  known  as  a  source  of  trouble  in  photographing 
an  interior  in  which  a  brilliantly  lighted  window  appears  ;  or  again, 
when  photographing  landscapes  in  autumn  or  winter,  halation  is 
very  likely  to  make  its  appearance  when  the  leafless  boughs  of 
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the  trees  appear  against  a  bright  sky,  or  in  any  case  where 
extreme  contrasts  of  light  and  shade  exist.  It  is  caused  by 
reflection  from  the  back  of  the  plate.  The  rays  of  light  are 
scattered  by  the  particles  of  silver  salt,  and,  obeying  certain 
laws  of  reflection,  are  reflected  from  the  surface  and  back  of 
plate.  The  remedies  are  Backing  the  Plate  (g.v.),  the  use  of 
thickly  coated  and  matt-surfaced  plates,  and  plates  containing 
iodide  of  silver,  the  latter  being  advantageous,  chiefly  because  • 
the  iodide  of  silver  emulsion  is  more  opaque  than  bromide  ; 
but  if  an  emulsion  could  be  obtained  absolutely  transparent, 
there  would  be  practically  no  halation.  When  photographing 
interiors,  it  has  been  recommended  to  cover  the  window  with 
some  slightly  opaque  substance,  such  as  pale  yellow  linen  or 
unbleached  calico,  so  as  to  reduce  the  intensity  of  the  Hght ; 
and,  again,  it  has  been  recommended  to  cut  small  shapes  of 
black  velvet,  and  hang  on  wires  in  front  of  the  camera,  so  as  to 
exclude  the  windows  themselves  from  the  focussing  screen,  re- 
moving them  only  a  short  period  before  the  close  of  exposure. 
When  halation  does  mar  a  negative,  local  Reduction  (^.v.)  may 
be  resorted  to,  'or  the  process  described  under  Harmonising 
Harsh  Negatives  (q.v.)  may  be  used  with  great  success,  or  the 
dense  deposit  may  be  partially  removed  byicareful  rubbing  down 
with  wash-leather  and  methylated  alcohol. 

Half-Plate.  The  size  of  plate  6J  by  4|.  The  true  half-plate 
6^  by  4j,  is  seldom  known  commercially  as  half-plate,  and  is 
often  called  "  double  quarter." 

Half-tone  Blocks.  The  usual  method  of  making  the  so- 
called  printing-blocks  or  process-blocks  is  described  under  the 
heading,  Fish  Glue  Process,  and  the  undermentioned  articles 
may  be  referred  to  as  giving  information  which  directly  or  in- 
directly bears  on  the  subject : — -Photogravure,  GalVano- 
GRAPHY,  Daguerreotype  (etching  of),  Obernetter's  Process, 
Electrotyping,  Zincography,  Asphalt  Process,  Chemi- 
GRAPHY,  Prism  (reversing),  Reversed  Negatives,  Types 
(originating  by  photography),  and  Filigrane. 

Halogens.  This  term  has  been  applied  to  the  group  of  the 
four  elements — chlorine,  bromine,  iodine,  fluorine. 
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Hand  Camera.    See  Detective  or  Hand  Camera. 

Hardening  of  Gelatine  Films.    See  Formalin. 

Harmonising  Harsh.  Negatives.  This  process  is  a  very 
valuable  one,  and  should  be  far  more  frequently  used  than  it  is. 
It  will  reduce  the  dense  parts  of  a  harsh  negative  and  intensify 
weak  parts.  By  means  of  this  process  it  is  possible  to  obtain  a 
really  decent  print  from  a  negative  of  a  church  interior  which  is 
almost  a  mass  of  halation,  and  passable  prints  may  be  obtained 
from  harsh  under-exposed  negatives.  It  was  suggested  first  by 
Eder  in  1883.  The  negative,  after  being  fixed  and  well  washed, 
should  be  soaked  in  a  solution  of 

Potassium  bichromate         ...         ...         ..  i  part. 

Hydrochloric  acid    ...         ...         ...         ...  3  parts. 

Alum 5      ,, 

Water             ...         ...         ...         ...         ...  100      ,, 

In  this  the  negative  gradually  turns  white,  and  care  must  be 
exercised  that  it  is  thoroughly  bleached  from  the  back  as  well 
as  the  front.  The  negative  must  now  be  thoroughly  washed 
in  running  Water  for  at  least  two  hours,  or  repeated  soaking, 
film  downwards,  in  frequently  changed  water  for  at  least  four 
hours.  The  bleached  plate  may  now  be  redeveloped,  either 
with  an  old  hydroquinone  developer  or  with  ferrous  oxalate. 
This  is  the  important  point  in  this  process,  for  development 
must  only  be  carried  on  till  the  details  in  the  shadows  are  fully 
developed,  and  not  till  the  high  lights  are  developed  right 
through,  or  in  the  latter  case  no  improvement  will  be  seen.  As 
soon,  then,'  as  the  details  in  the  shadows  and  half-tones  are 
developed,  the  plate  may  be  rinsed  and  refixed.  There  being 
still  some  undeveloped  chloride  of  silver  at  the  back  of  the  dense 
parts,  this  is  fixed  out,  and  the  negative  will  be  found  by  no 
means  so  hard  as  before.  I  have  stated  that  this  process  in- 
tensifies the  shadows,  and  this  is  only,  strictly  speaking,  true 
when  the  bleached  plate  is  exposed  to  daylight  for  some  time 
and  then  developed,  the  chloride  of  silver  image  then  being  con- 
verted into  a  more  nonactinic  character  than  previously.  An 
alternative  method  due  to  Mr.  J.  Mcintosh  is  the  following. 
Prepare  the  following  solution  : — 
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Bichromate  of  potassium lo  grs. 

Bromide  of  potassium         5    „ 

Water i  oz. 

Bathe  the  plate  and  allow  the  solution  to  permeate  the  film. 
Pour  the  solution  off  and  add  to  it  five  drops  of  nitric  acid. 
Again  flood  the  plate  and  the  image  will  be  converted  into 
bromide  of  silver.  Allow  the  action  to  proceed  thtough  the 
film.  Bathe  in  three  changes  of  alum,  a  5  per  cent,  solution 
of  potassium  metabisulphite,  to  remove  the  bichromate  and 
harden  the  film,  and  wash  thoroughly  in  water.  As  the  opera- 
tions are  carried  out  in  white  light,  such  as  that  of  gas  or  a 
lamp,  the  plate  is  amply  exposed  by  the  time  the  washing  is 
completed.  The  following  pyro  developer  was  found  quite 
suitable.  Any  preservative  may  be  used,  but  as  there  is 
nothing  on  the  plate  but  the  image  to  be  affected  by  the  de- 
veloper, there  is  no  necessity  to  use  a  bromide.  A  small  trace 
may  be  useful  to  control  development,  but  if  any  bichromate 
of  potassium  remains  in  the  film  it  will  unite  with  the  bromide, 
and  convert  the  image  back  into  bromide  of  silver  as  fast  as  it 
developed. 

Pyro 2  grs. 

Ammonia       ...         ...         ...         ...         ...     2  mins. 

Bromide  of  potassium  (if  used  at  all)      ...     J  gr. 

As  the  shadow  detail  lies  on  the  surface  it  will  first  be  developed, 
the  half-tone  will  follow,  and  the  high  lights  will  remain  white 
when  viewed  from  the  back  of  the  plate  for  some  time.  As  the 
surface  of  the  film  will  veil  over  as  soon  as  the  developer  begins 
to  act,  the  progress  must  be  judged  entirely  from  the  back  of  the 
plate.  The  only  judgment  required  in  the  process  is  in  stopping 
the  development  at  the  right  time.  If  stopped  too  soon,  the 
negative  will  be  flat ;  if  carried  too  far,  the  negative  will  still  be 
hard.  Mr.  Mcintosh  says:  "It  will  be  well  to  have  ready  for 
reference  a  print  from  tlie  negative  in  which  the  shadows  have 
been  printed  to  their  proper  depth.  When  the  lightest  half- 
tone which  shows  in  the  print  is  nearly,  but  not  quite,  blackened 
through  by  the  developer,  on  viewing  the  plate  from  the  back  the 
action  should  be  stopped,  the  plate  washed  and  transferred  to 
the  hypo,  which  will  speedily  dissolve  out  the  undeveloped  silver 
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in  the  high  lights,  leaving  the  negative  much  thinner  in  the  high 
lights  than  it  originally  was.  A  little  practice  with  waste 
negatives  will  give  the  required  power  of  judgment.  A  negative 
which  is  hard  from  under-exposure,  and  one  which  has  been 
fully  exposed  but  is  hard  from  over-development,  will  not  present 
the  same  appearance  during  redevelopment,  after  rehalogenis- 
ation.  If  the  former  be  redeveloped  right  through,  the  high 
lights  will  appear  blaclc  at  the  back  of  the  plate ;  the  high  light 
in  the  fully  exposed  negative  will  never  appear  black,  however 
far  the  redevelopment  may  be  pushed,  and  as  the  layer  of 
white-coloured  silver  present  in  this  case  will  not  be  dissolved 
out  by  the  hypo,  an  allowance  for  this  must  be  made  in  re- 
development, or  the  negative  will  still  be  too  dense.  There  is 
no  theoretical  objection  to  the  negative  being  again  treated  by 
the  process  to  obtain  the  required  reduction,  but  in  practice 
there  is  an  additional  risk  of  stains  appearing  the  second  time. 
It  is  better  to  err  on  the  side  of  under-development  and  intensify 
if  necessary.  In  this  process,  as  in  all  others,  great  cleanliness 
is  required,  and  the  plate  must  have  been  thoroughly  freed 
from  hypo  before  proceeding  to  rehalogenise.  If  hypo  or 
other  chemicals  be  present,  thin  patches  and  dark  spots  will 
show.  If  there  are  grease-spots  or  finger-marks  on  the  plate, 
irregular  action  will  take  place.  It  is  best  to  take  but  one 
trial  print  from  the  negative,  and  exercise  great  care  in  doing 
so  if  rehalogenisation  be  thought  needful.  When  operating 
on  old  negatives  I  wash  them  gently  with  dilute  ammonia 
to  get  rid  of,  if  possible,  grease-spots  before  beginning  the 
process." 

Head-Rest.  An  apparatus  used  for  maintaining  an  exact 
position  and  steadiness  of  a  sitter  during  exposure.  Great 
prejudice  exists  in  the  minds  of  most  people  against  it,  due  to 
its  use  having  been  abused  to  such  an  extent  as  to  become  an 
absolute  instrument  of  torture.  In  all  cases  the  head-rest  should 
be  adapted  to  the  position  of  the  sitter's  head  and  applied 
gently,  and  the  head  should  never  be  strained  to  the  position  of 
the  head-rest. 

Hectogram  {iKorov,  a  hundred,  and  ypdfifia,  a  letter).  One 
hundred  grammes.     (See  Weights  and  Measures.) 
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Hectolitre  (as  above,  and  \tVpa,  a  pound).  One  hundred 
litres.     (See  Weights  and  Measures.) 

Hectometre  (as  above,  and  ixerpov,  a  measure).  One  hundred 
metres.    (See  Weights  and  Measures.) 

Heliochromy  (rjXios,  the  sun,  xp^t"''  "^^  complexion,  or  xpatfia- 
TiKos,  coloured).    See  Photography  in  Natural  Colours. 

Heliograpliy  (as  above,  and  ypa<j)a>,  I  draw  or  write).  Syn- 
onymous with  Photography. 

Heliogravure  (as  above  ;  second  syllable  through  the  French). 
See  Photogravure. 

Heliostat  (as  above,  and  o-rao-iy,  a  fixed  position  or  station). 
An  instrument  consisting  of  a  mirror  driven  by  clockwork,  for 
making  the  sun  virtually  stand  still,  as  in  observing  or  pho- 
tographing. 

Heliotype  (as  above,  with  Tim&s,  an  impression  or  print,  as 
of  a  seal).  A  collotype  process  of  Mr.  Ernest  Edwards,  in 
which  a  stripped  pellicle  is  used  as  a  printing  surface.  (See 
Collotype.) 

Hermetic,  or  -al.  According  to  the  art  of  the  Egyptian 
Hermes,  the  reputed  first  public  teacher  of  the  experimental 
sciences.  The  hermetic  seal  is  the  closing  of  a  glass  vessel  by 
melting,  as  in  the  case  of  the  ordinary  tubes  of  chloride  of 
gold. 

High-Lights.  The  brightest  parts  of  a  picture,  which  are 
represented  by  the  greatest  density  or  opacity,  in  the  negative, 
as  the  face  in  portraits,  the  sky  and  other  bright  portions  in 
the  landscape. 

History  of  Photography.    See  Photography. 

Hurter  and  Driffield,  Method  of.  See  Exposure,  and 
Actinograph. 
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Hyalography,  Photographic  (ioKos,  glass  or  crystal).  Nu- 
merous processes  for  photographic  etching  on  glass  come  under 
this  heading,  many  being  due  to  Mr.  Duchochois.  The  following 
is  a  simple  method,  giving  good  results.  Paper  is  coated  with 
the  following : — 

Water  i  oz. 

Sugar...         ...         ...         ...         ...         ...  50  grs. 

Gum  arable  ...         ...         ...         ...         ...  50    „ 

Ammonium  bichromate      50    „ 

Expose  under  a  transparency  and  dust  with  fine  bitumen,  as  in 
Powder  Process  (f.v.).  Transfer  to  warm  glass  so  as  to  soften 
bitumen,  soak  off  paper,  dry  glass,  and  etch  with  vapour  of 
Fluorhydric  Acid  (q.v.).  (See  Glass,  Burnt  in  Photographs 
ON,  for  a  long  list  of  books  dealing  with  the  various  aspects  of 
hyalography.) 

Hydrates.  Speaking  strictly,  the  salts  in  which  the  group 
HO,  or  hydroxyl,  acts  as  an  acid  group ;  thus,  H.HO  (water)  is 
hydrogen  hydrate,  or  it  may  be  called  hydroxyl  mono-hydride. 
Popularly,  a  hydrate,  or  hydrated  substance,  is  a  compound  of 
water  with  another  substance.  Thus,  slacked  lime  may  be 
regarded  as  calcic  hydrate,  Ca(HO)2,  or  as  hydrated  lime, 
CaO.H^O. 

Hydrazine.  An  alkali  differing  from  ammonia  by  containing 
a  smaller  proportion  of  hydrogen,  and  which  may  be  used  in  the 
developer.     Formula  N^H^. 

Hydriodic  Acid  and  Hydriodates  (Ger.,  lodwasserstoff- 
saure;  Yx.,  Acide  iodhydrique ;  \Xz\..,  Acido  iodidrico).  HI=I28. 
An  acid  which  is  easily  decomposed  with  the  liberation  of  iodine. 
It  forms  salts  called  iodides,  or,  when  the  base  is  non-metallic 
like  anihne,  the  salt  is  called  a  hydriodate.  In  the  case  of 
ammonia  both  usages  obtain. 

Hydrobromic  Acid  (Ger.,  Bromwasserstoffsdure ;  Fr.,  Acide 
hydrobromique ;  Ital.,  Acido  idrobromico).  HBr=8i.  An  acid 
which  is  somewhat  more  stable  than  hydriodic  acid,  but 
less    stable    than    hydrochloric    acid ;    its    salts    (bromides   or 
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hydrobromates,    see    Hydr  iodic    Acid)    are    largely   used    in 
photography. 

Hydrocarbons.  Compounds  of  carbon  and  hydrogen — which 
are  very  numerous — are  so  called.  Hydrocarbons  of  special 
interest  to  photographers  are  benzine  or  benzole  and  Acetylene 
(S.V.). 

Hydrochinon.    See  Hydroquinone. 

Hydrochloric  Acid  (Ger.,  Chlorwasserstoffsaure ;  Fr.,  Acide 
chlorhydrique ;  Hai.,  Acido  chloridrico).  HCl=36-5.  Synonyms: 
Muriatic  acid,  Spirits  of  salts.  Made  by  decomposing  common 
salt  with  sulphuric  acid.  Specific  gravities  of  the  aqueous  acid 
of  various  strengths  are  given  under  the  heading  Hydrometers 
AND  Hydrometry.  It  reacts  with  alkalies  and  hydrates  of  basy- 
lous  radicles  to  form  chlorides  v  hydrochldrates. 

Hydrofluoric  Acid.    See  Fluorhydric  Acid. 

Hydrogen.  H  =  l.  (vbap,  water,  and  yevvda,  I  beget.  The 
prefix  hydro-  or  hydr-  of  technical  words  is  often  a  secondary 
derivative  from  hydrogen.)  A  gaseous  element  of  very  frequent 
occurrence  in  nature  in  a  combined  state,  especially  in  the  form 
of  water.  It  is  taken  as  the  unit  of  atomic  weights.  It  is  used 
for  the  production  of  the  lime-light. 

Hydrogen  Peroxide  (Ger.,  Wasserstoffsuperoxyd ;  Fr.,  Eau 
oxygenee ;  Ital.,  Acqua  ossigenata).  H202  =  34.  Synonyms: 
Hydroxy],  Hydrogen  dioxide.  A  powerful  oxidiser  and  bleach- 
ing agent,  sometimes  used  to  free  prints  and  negatives  from  the 
last  traces  of  hypo,  which  it  does  by  oxidising  it  into  sulphate ; 
but  it  must  be  used  very  weak  (about  2  drms.  to  5  ozs.),  or  the 
density  of  the  negatives  and  the  tones  of  the  prints  may  be 
reduced  and  sulphur  deposited.  Also  acts  on  silver  oxide  as  a 
reducing  agent,  and  with  an  alkali  will  develop  the  latent  image 
— a  matter  of  some  theoretical  interest. 

Hydrometer  and  Hydrometry.  The  hydrometer  is  a  spindle- 
like float,  generally  made  of  glass,  and  with  a  graduated  stem 
which  indicates  the  specific  gravity  of  a  liquid  by  the  depth  tq 
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which  it  sinks.  Hydrometers,  graduated  for  special  use  so  as  to 
give  the  strengths  of  alcohol,  ether,  acids,  or  saline  solutions  at 
once,  can  be  obtained  from  dealers  in  chemical  apparatus ;  but 
the  most  generally  useful  graduation  is  that  which  gives  the 
specific  gravity.  Several  arbitrary  hydrometer  scales  are  in  use. 
Twaddell's  degrees  are  converted  into  specific  gravities  by  multi- 
plying by  5,  adding  looo,  and  cutting  off  3  figures  by  the  decimal 
point.     Other  conversions  by  the  following  tables  ;— 


A.  For  liquids  lighter  than  water.     Temperature  12-5°  C. 


Beaume. 

Specific 
Gravity. 

Cartier. 

Beck. 

Beaume 

Specific 
Gravity. 

Cartier. 

Beck. 

0 

I-OOOO 

31 

•8742 

•8707  ■ 

■8457 

I 

•9941 

►    32 

■8690 

•8652 

•8415 

2 

... 

■9833 

33 

■8639 

■8598 

■8374 

3 

■9826 

34 

•8588 

•8545 

■8333 

4 

•9770 

35 

•8538 

■8491 

■8292 

5 

... 

■9714 

36 

■8488 

•8439 

•8252 

6 

•9659 

37 

•8439 

•8387 

■8212 

7 

•9604 

38 

■8391 

■8173 

8 

•9550 

39 

■8343 

•8286 

■8133 

9 

... 

•9497 

40 

■8295 

■8095 

10 

10000 

•9444 

41 

•8249 

•8061 

II 

•9932 

■9392 

42 

•8202 

•8018 

12 

•9865 

■9340 

43 

•8156 

■7981 

13 

■9799 

•9289 

44 

•81 1 1 

•7944 

14 

•9733 

■9764 

•9239 

45 

■8066 

■7907 

IS 

•9669 

•969s 

•9189 

46 

•8022 

•7871 

16 

•9605 

•9627 

•9159 

47 

•7978 

... 

•7834 

17 

•9542 

•9560 

■9090 

48 

•7935 

■7790. 

18 

•9480 

■9493 

•9042 

49 

■7892 

•7763; 

19 

•9420 

•9427 

•8994 

50 

•7849 

... 

•7727 

20 

•9359 

•9363 

■8947 

51 

•7807 

... 

■7692 

21 

•9300 

■9299 

■8900 

52 

•7766 

•7658 

22 

•9241 

■9237 

•8854 

S3 

•7725 

•7623 

23 

•9183 

•9175 

■8808 

54 

•7684 

... 

■7589 

24 

•9125 

■91 14 

■8762 

55 

■7643 

... 

•7556 

25 

•9068 

•9054 

•8777 

56 

•7604 

•7523 

26 

•9012 

•8994 

•8673 

57 

•7565 

•7489 

27 

•8957 

•8935 

■8627 

58 

•7526 

... 

•7456 

28 

•8902 

■8877 

•8585 

59 

•7487 

•7423 

29 

•8848 

•8820 

■8542 

60 

•7449 

... 

■7391 

30 

•8795 

■8763 

•8500 

382 


Hydrometer  and  Hydrometry 


B.  For  liquids  heavier  that  water.     Temperature  12-5°  C. 


Beaume. 

Specific 
Gravity. 

Beck. 

Beaume. 

Specific 
Gravity. 

Beclt. 

0 

10000 

I -0000 

39 

1-3619 

1-2977 

I 

roo68 

I  0059 

40 

13746 

1-3077 

2 

1-0138 

I-0119 

41 

1-3876 

1-3178 

3 

10208 

i-oi8o 

42 

14009 

1-3281 

4 

I '0280 

1-0241 

43 

I -4143 

1-3386 

5 

10353 

1-0303 

44 

1-4281 

1-3492 

6 

I  -0426 

1-0366 

45 

14421 

1-3600 

7 

I -050 1 

1-0429 

46 

1-4564 

1-3710 

g 

1-0576 

1-0494 

47 

1-4710 

1-3841 

9 

1-0653 

1-0559 

48 

1-4860 

1-3934 

10 

1-0731 

1-0625 

49 

1-5012 

I  "4050 

II 

1-0810 

1-0692 

50 

15167 

1-4167 

12 

I -08^0 

1-0759 

SI 

1-5325 

I  -4286 

13 

1-0972 

1-0828 

52 

1-5487 

I  -4407 

14 

1-1054 

1-0897 

•53 

1-5652 

I  -4530 

IS 

1-1138 

1-0968 

54 

1-5820 

1-4655 

16 

1-1224 

I -1039 

55 

1-5993 

1-4783 

17 

11310 

i-iiii 

56 

1-6169 

1-4912 

18 

1-1398 

1-1184 

57 

1-6349 

1  -5044 

•9 

1-1487 

I  1258 

58 

1-6533 

1-5179 

20 

1-1578 

I-I333 

P 

1-6721 

1-5315 

21 

1-1670 

1-1409 

60 

I  6914 

1  -5454 

22 

1-1763 

1-1486 

61 

I-71II 

1-5596 

23 

1-1858 

1-1565 

62 

I-73I3 

1-5741 

24 

I-I955 

11634 

63 

1-7520 

1-5888 

25 

1-2053 

1-1725 

64 

1-7731 

I  -6038 

26 

1-2153 

ri8o6 

65 

1-7948 

1-6190 

27 

I-22S4 

1-1888 

66 

1-8171 

I  -6346 

28 

1-2357 

1-1972 

67 

i-8398 

1  -6505 

29 

1-2462 

1-2057 

68 

1-8632 

1-6667 

30 

1-2569 

1-2143 

69 

1-8871 

I  -6832 

3' 

1-2677 

1-2230 

70 

1-9117 

I  -7000 

32 

1-2788 

1-2319 

71 

1-9370 

I -7172 

33 

I -2901 

1-2409 

72 

1-9629 

1-7347 

34 

1-3015 

I  -2500 

73 

1-9895 

1-7526 

35 

1-313' 

1-2593 

74 

2-0167 

1-7708 

36 

1-3250 

1-2687 

^1 

2-0449 

1-7895 

37 

1-3370 

1-2782 

76 

1-8085 

38 

1-3494 

1-2879 
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Hydrometer  and  Hydrometry 

The  following  Hydrometric  tables  require  no  special  explanation. 

Table  showing  the  Specific  Gravities  of  varying  strengths 
OF  Alcohol  in  degrees  over  and  under  proof. 


Over  Proof. 

Specific 
Gravity. 

Over  Proof. 

Specific 
Gravity. 

Under 
Proof. 

Specific 
Gravity. 

Per  cent. 

Per  cent. 

Per  cent. 

670 

•8156 

280 

■8825 

80 

■929s 

65 -0 

•8199 

27-0 

•8840 

9-0 

•9306 

64-6 

•8221 

26-0 

•8854 

100 

•9318 

63-1 

•8238 

25-0 

■8869 

no 

•9329 

62-0 

■8259 

240 

■8883 

121 

•9341 

611 

•8277 

230 

■8897 

131 

•9353 

600 

•8298 

21-9 

•8912 

14-2 

■9364 

591 

■83  "S 

209 

•8926 

15-3 

•9376 

58-0 

•8336 

19-9 

•8940 

160 

■9384 

S7-I 

•8354 

19-1 

•8951 

17-1 

■9396 

56-0 

•8376 

i8-o 

•8966 

i8-2 

•9407 

SS-o 

•8366 

i6'9 

■8981 

193 

•9419 

541 

•8413 

159 

■8996 

20 'O 

•9426 

53-1 

•8431 

ISO 

■9008 

21-2 

■9437 

521 

•8448 

139 

■9023 

22-2 

■9448 

5fi 

'f4^5 

131 

•9034 

23-1 

■9456 

50- 1 

•8482 

120 

•9049 

239 

■9464 

491 

•8499 

iri 

■9060 

2S-I 

■9476 

480 

•8516 

IOC 

•9075 

26-3 

■9488 

47 -o 

•8533 

8-9 

•9089 

27-1 

■9496 

460 

■!5S° 

80 

■91OC 

280 

■9503 

4S-0 

■fs66 

7-1 

•91 1 1 

292 

•9515 

439 

■8583 

5-9 

■9126 

30-1 

•9522 

43-1 

1|97 

5'o 

•9137 

35-1 

•9565 

420 

■8615 

39 

■9152 

40-1 

•9603 

4I-I 

■8629 

3-0 

■9163 

45-0 

■9638 

400 

•8646 

19 

•9178 

50-3 

■9674 

39-> 

•8660 

I'O 

■9189 

54-8 

•9701 

380 

■8678 

Proof  spirit 

'9200 

60-4 

■9734 

37"i 

■8692 

653 

•9762 

359 

•8709 

Under  proof 

70-1 

•9790 

3S-0 

•8723 

1-3 

•9214 

75  4 

■9822 

34-1 

■8737 

2-2 

•9226 

80-4 

■9854 

329 

•875s 

3-1 

•9237 

85-2 

•9886 

320 

•    -8769 

40 

•9248 

902 

•9922 

310 

•8783 

5-0 

■9259 

95-4 

■9962 

300 

•8797 

60 

•9270 

1000 

10 

290 

•881 1 

7-0 

•9282 

... 
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Hydrometer  and  Hydrometry 

Acetic  Acid. 

Quantities   of  Crystallisable  Acid  in   Mixtures   of  Acetic   Acid   and 
Water  of  various  Densities  at  15°  C. 


Parts  of 

Parts  of 

Parts  of 

Parts  of 

Crystal- 
lisable 
Acid  in 

Specific 
Gravity. 

Crystal- 
lisable 
Acid  in 

Specific 
Gravity. 

Crystal- 
lisable 
Acid  in 

Specific 
Gravity. 

Crystal- 
lisable 
Acid  in 

Specific 
Gravity. 

ICO. 

ICO. 

ICO. 

100. 

100 

i'o553 

75 

1*0746 

5° 

1*0615 

25 

I  "0350 

s? 

I -0580 

74 

i*C744 

49 

1*0607 

24 

I  "0337 

98 

1*0604 

73 

10742 

48 

1*0598 

23 

1-0324 

97 

1*0625 

72 

1*0740 

47 

1*0589 

22 

I  "0311 

96 

1*0644 

71 

1*0737 

46 

1*0580 

21 

I '0298 

95 

I '0660 

70 

1*0733 

45 

1*0571 

20 

1*0284 

94 

1*0674 

69 

1*0729 

44 

1*0562 

19 

I '0270 

93 

i*o686 

68 

1*0725 

43 

1*0552 

18 

1-0256 

92 

I  ■0696 

67 

1*0721 

42 

I '0543 

17 

I  '0242 

91 

1*0705 

66 

1*0717 

41 

I '0533 

16 

I  "0228 

go 

1*0713 

65 

1*0712 

40 

1*0523 

15 

1*0214 

89 

1*0720 

64 

1*0707 

39 

1*0513 

14 

I  "0201 

88 

I  *0726 

63 

1  '0702 

38 

1*0502 

13 

I '0185 

87 

1*0731 

62 

1*0697 

37 

1*0492 

12 

I '0171 

8fi 

1-0736    ■ 

6i 

1*0691 

36 

1*0481 

11 

I -0157 

o5 

1*0739 

60 

1*0685 

35 

1*0470 

10 

1*0142 

0* 

1*0742 

59 

1*0679 

34 

i*04J9 

9 

l'OI27 

83 

1*0744 

58 

1*0673 

33 

1*0447 

8 

I -0113 

82 

1*0746 

57 

1*0666 

32 

1*0436 

7 

i*oog8 

8i 

1*0747 

56 

1*0660 

31 

1*0424 

6 

1-0083 

80 

1*0748 

55 

1*0653 

30 

1*0412 

5 

1*0067 

79 

1*0748 

54 

I  '0646 

29 

1*0400 

4 

1*0052 

78 

1*0748 

53 

1*0638 

28 

1*0388 

3 

I  "0037 

77 

1*0748 

52 

1*0631 

27 

1*0375 

2 

1*0022 

76 

1*0747 

51 

1*0623 

26 

1*0363 

I 

1*0007 

N.B. — The  density  of  the  mixture  increases  until  nearly  25%  of  water  is 
present,  after  which  it  ag-ain  decreases.  Acetic  Acid  is  therefore  better  tested 
volumetrically  with  a  standard  solution  of  alkali. 


Table  of  Specific  Gravities  and  Strengths  of  Chromic 

Acid. 
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Specific  Gravity 

Per  cent. 

Specific  Gravity 

Per  cent. 

at  17O5. 

CrOj. 

at  i7°5. 

CrOa. 

1-037 

-s 

1*258 

3°   „ 

1*076 

10 

1-373 

40 

I-Il8 

IS 

1*512 

SO 

I' 1 62 

20 

1*665 

60 

I -208 

25 

CC 


Hydrometer  and  Hydrometry 


Table  of  Specific  Gravities  and  per  cent.  Strengths  of 
Formic  Acid  at  15°  C. 


Specific  Gravity. 

CH2O2. 

Speciiic  Gravity. 

CH202. 

1-025 

10 

1-142 

60 

I -OSS 

20 

I-161 

70 

ro8o 

30 

ri8o 

80 

1*105 

40 

I -201 

90 

I  •124 

50 

1-223 

100 

Table  of  Specific  Gravities  of  Solutions  of  Phosphoric 
Acid  at  15°  C. 


Specific  Gravity. 

PO4H2.    Per  Cent. 

P2O5.     Per  Cent. 

1-476 

6404 

47-10 

1-442 

60-90 

44-13 

1-418 

58-22 

42-61 

1-384 

55-4° 

40-12 

1-356 

52-46 

38-00 

1-328 

50-93 

36-15 

1-293 

45-05 

32-71 

1-268 

41-60 

30-13 

1-236 

3769 

27-30 

1-197 

32-10 

23-23 

1-162 

27-24 

19-73 

1-136 

23-41 

16-95 

1-109 

18-30 

13-25 

1-066 

II-9I 

862 

1-031 

5-73 

4-15 

1-006 

i-io 

0-79 
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Hydrometer  and  Hydrometry 

Hydrochloric  Acid. 

Quantities  of  Liquid  and  of  Anhydrous  Acid  and  of  Chlorine  in  Mix- 
tures of  Hydrochloric  Acid  and  Water  at  different  Densities. 


Liquid 

Liquid 

Specific 

Acid, 

H.  CI. 

CI. 

Specific 

Acid, 

H.  CI. 

CI. 

Gravity. 

sp.gr.  1-20, 
in  100. 

in  100. 

in  100. 

Gravity. 

sp.gr.  1-20, 
in  100. 

in  100. 

in  ICO. 

l*20OO 

100 

40*777 

39*675 

i-iooo 

50 

20-388 

19-837 

1-1982 

99 

40*369 

39*278 

1-0980 

49 

19-980 

19-440 

1-1964 

98 

39-961 

38-882 

1-0960 

48 

19*572 

19-044 

1-1946 

97 

39*554 

38-485 

1-0939 

47 

19*165 

18-647 

1-1928 

96 

39-146 

38-089 

1-C919 

46 

i8*757 

18*250 

1-1910 

95 

38-738 

37-692 

1-0899 

45 

18*349 

1-7  854 

1-1893 

94 

38*330 

37-296 

1-0879 

44 

17*941 

17-457 

1-1875 

93 

37*923 

36-goo 

1-0859 

43 

17-534 

17*060 

1-1857 

92 

37'5i6 

36-503 

1-0838 

42 

17*126 

16-664 

1-1846 

91 

37*108 

36-107 

1*0818 

41 

16-718 

16-217 

1-1822 

93 

36*700 

35*707 

1*0798 

40 

16*310 

15-870 

I -1802 

89 

36-292 

35-310 

1*0778 

39 

15*902 

15-474 

1-1782 

83 

35*884 

34-913 

1*0758 

38 

I5'494 

15-077 

1-1762 

87 

35*47fi 

34-517 

1*0738 

37 

15*087 

14.680 

1-1741 

86 

35*068 

34*121 

1*0718 

36 

14*679 

"^'SS* 

l'I72I 

85 

34-660 

33-724 

1-0697 

35 

14*212 

13887 

I-170I 

84 

34*252 

33-328 

1*0677 

34 

13-863 

13*490 

I-I68I 

83 

33*845 

32*931 

1*0657 

33 

13-456 

13*094 

i-i66i 

82 

33*437 

32-535 

1*0637 

32 

13-049 

12-697 

1-1641 

81 

33*027 

32*136 

1*0617 

31 

12*641 

12-300 

1-1620 

80 

32*621 

31-746 

1*0597 

30 

12-230 

11-903 

1-1599 

79 

32*213 

31-343 

1*0577 

29 

11-825 

11-506 

1-157B 

78 

30*946 

1*0557 

28 

11*418 

11-109 

I '1557 

77 

31*398 

30*550 

1-0537 

27 

11-010 

10-712 

I '1537 

76 

30-990 

30*153 

1-0517 

26 

10*602 

10-316 

T-1515 

75 

30-582 

29-757 

1-0497 

25 

"i'gi 

9-919 

1-1494 

74 

30-174 

29-361 

1-0477 

24 

9*786 

9-522 

i'M73 

73 

29-767 

28-964 

1*0457 

23 

9-379 

9-136 

1-1452 

72 

29*359 

28567 

1*0437 

22 

8*971 

8-729 

1-1431 

71 

28-951 

28-171 

1-0417 

21 

8*563 

8-332 

1*1410 

70 

28-544 

27-772 

1*0397 

20 

8*155 

7-935 

1-1389 

28-136 

27-736 

1-0377 

19 

7-747 

7*538 

1-1369 

68 

27-728 

26-979 

I  "0357 

18 

7-340 

7-141, 

I'I349  " 

67 

27-321 

26-583 

1*0337 

17 

6-932 

^■7*l 

1-1328 

66 

26-913 

26-186 

1*0318 

16 

6*524 

6-348 

1-1308 

65 

26-505 

25-789 

1*0298 

15 

6*116 

5-951 

1-1287 

64 

26-098 

25*392 

1*0279 

14 

5-709 

5-554 

1-1267 

63 

25*690 

24*996 

1*0259 

13 

5-301 

5-158 

1-1247 

62 

25-282 

24-599 

1-0239 

12 

4-893 

4-762 

1-1226 

61      , 

24-874 

24*202 

1-0220 

11 

4*486  ■ 

*'^ii 

1-I2c6 

60 

24-466 

23.805 

I'oaoo 

10 

4*078 

3-968 

1-1185 

59 

24-058 

23-408 

1*0180 

9 

3*670 

3-571 

1-1164' 

sB 

23-650 

23-012 

1*0160 

8 

3*262 

3-174 

1-1143 

57 

23-242 

22-615 

1-0140 

7 

2-854 

2-778 

1*1123 

56 

22-834 

22-218 

1-0120 

6 

2*447 

2'38i 

1-1102 

SS 

22-426 

21-822 

1-0100 

5 

2-039  • 

1-984 

1-1082 

54 

22-019 

21-425 

1*0080 

4 

1-631 

1-588 

1-1061' 

53 

21-611 

21-028 

1*0060 

3 

1-224 

1-191 

1-1041 

52 

21-203 

20-632 

1  -0040 

2 

0-816 

0-795 

1-1020 

51 

20-796 

20-236 

1-0020 

1 

0-408 

0-397 
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Nitric  Acid. 

Quantities  of  Liquid  and  of  Anhydrous  Acid  contained  in  Mixtures  of 
Nitric  Acid  and  Water  at  different  Densities  (Ure).  Tempeia- 
ture  60°  F.  '    ■ 


Liquid 

Anhy- 

Liquid 
acid 

Anhj^- 

Liquid 

Anhy- 

Specific 

' 

drous 

Specific 

drous 

Specific 

' 

drous- 

gravity 

sp.gr. 
i-S. 

acid 

gravity 

sp.gr. 

acid 

gravity 

sp.gr. 

1-5. 

acid 

in  100. 

in  ICO. 

in  100. 

in  100. 

in  100. 

in  100. 

1-500 

100 

79-700 

1-378 

66 

52-602 

1-189 

33 

26-301 

1498 

99 

78-903 

1-373 

65 

51-805 

1-183 

32 

25-504 

1-496 

98 

78-106 

1-368 

64 

51-068 

I-177 

31 

24-700 

1-494 

97 

77-309 

1-363 

63 

50-211 

1-171 

30 

23-907 

1-491 

96 

76-512 

1-358 

62 

49-414 

I-165 

29 

23-113 

1-488 

95 

75-715 

J-353 

61 

48617 

I-I59 

28 

22-316 

1-485 

94 

74-918 

■-348 

60 

47-820 

1153 

27 

21-579 

1-482 

93 

74-121 

1-343 

59 

47-023 

1-146 

26 

20-722 

1-479 

92 

73-324 

1338 

58 

46-226 

1-14 

•25 

19925 

1-476 

91 

72-527 

1-332 

57 

45-429 

1-134 

24 

19-128 

»'473 

90 

71-730 

1-327 

56 

44-632 

1-129 

23 

18-331 

1-470 

89 

70-933 

1-322 

55 

43-835 

1-123 

22 

17-534 

1-467 

88 

70-136 

1-316 

54 

43-038 

1-117 

21 

16-737 

1-464 

87 

69-339 

1-311 

53 

42-241 

1111 

20 

15-940 

1-460 

86 

68-542 

1-306 

52 

41-444 

1-105 

'9 

15-143 

i'457 

85 

67-745 

1-300 

51 

40-647 

1-099 

18 

14-346 

I  "453 

84 

66-948 

1-295 

50 

39-850 

1093 

17 

13-549 

1-450 

83 

66-155 

1-289 

49 

39-053 

1-088 

16 

12-752 

1446 

82 

65354 

1-283 

48 

38-256 

1-082 

15 

11-955 

1-442 

81 

64-557 

1-276 

47 

37-459 

1076 

'4 

11-158 

1-438 

80 

63-760 

1-270 

46 

36  662 

1-071 

13 

10-361 

I '435 

79 

62-963 

1-264 

45 

35-865 

1-065 

12 

9-564 

I '43 1 

78 

62-166 

1-258 

44 

35-068 

1-059 

11 

8-767 

1-427 

77 

61-639 

1-252 

43 

34-271 

1-054 

10 

7-970 

1-423 

76 

60-572 

1-246 

42 

33-474 

1-048 

9 

7-173 

1-419 

75 

59-775 

1-240 

41 

32-677 

1-043 

8 

6-376 

I -41 5 

74 

58978 

1-234 

40 

31-880 

1-037 

7 

5-579 

I -41 1 

73 

58-181 

1-228 

39 

31083 

103  2 

6 

4-782 

1-406 

72 

57-384 

1-221 

38 

30-286 

1-027 

5 

3985 

1-402 

71 

56587 

1-215 

37 

29-489 

I  021 

4 

3-188 

1-398 

70 

55-790 

1-208 

36 

28-692 

i-oi6 

3 

2-391 

'-39s 

69 

54-993 

1-202 

35 

27-895 

1011 

2 

1-594 

1-388 

-68 

54196 

I-I96 

34 

27-098 

1-005 

I 

0-797 

1-383 

67 

53-399 
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Hydrometer  and  Hydrometry 


Sulphuric  Acid. 


Quantities  of  Liquid  and  Anhydrous  Acid  in  Mixtures  of  Sulphuric 
Acid  and  Water  at  different  Densities. 


Hi 

Anhy- 

•1" . 

Anhy- 

HoJd 

Anhy- 

Specific 

drous 

Specific 

.S'^l 

drous 

Specific 

rt'y  8 

drous 

Gravity. 

'bIb 

acid 

Gravity. 

acid  in 

Gravity. 

•g  1;  B 

acid  in 

|bi- 

in  100. 

o-s?" 

100. 

g.Uf- 

100. 

2& 

3& 

H  01 

1-8485 

100 

81-54 

«-5503 

66 

5382 

1-2409 

33 

26-91 

1-8475 

99 

80-72 

1-5390 

65 

53-30 

12334 

32 

2609 

1-8460 

98 

79-90 

1-5280 

64 

52-18 

1-2260 

31 

2528 

1-8439 

97 

7909 

1-5170 

63 

51-37 

1-2184 

30 

2446 

1-8410 

96 

78-28 

1-5066 

62 

50-55 

1-2108 

29 

23-65 

1-8376 

95 

77-46 

1  4960 

61 

4974 

1-2032 

28 

22-83 

1-8336 

94 

7665 

1-4860 

60 

48-92 

1-1956 

27 

22-01 

1-8290 

93 

7583 

1-4760 

59 

48-11 

I-1876 

26 

21-20 

1-8233 

92 

75-02 

1-4660 

58 

47-29 

1-1792 

25 

2038 

I-8179 

91 

74.20 

1-4560 

57 

46-48 

1-1706 

24 

19-57 

1-8115 

90 

73-39 

1-4460 

56 

45-66 

1-1626 

23 

18-75 

1-8043 

89 

72.57 

1-4360 

55 

44-85 

I-1549 

22 

17-94 

1-7962 

88 

7175 

1-4265 

54 

44-03 

1-1480 

21 

17-12 

1-7870 

87 

70-94 

1-4170 

53 

43-22 

1-1410 

20 

16-31 

1-7774 

86 

70-12 

1-4073 

52 

42-40 

i-'330 

19 

1549 

1-7673 

85 

69-31 

1-3977 

51 

41-58 

1-1246 

18 

14-68 

1-7570 

84 

68-49 

1-3884 

5° 

40-77 

11165 

17 

1386 

17465 

83 

67-68 

13788 

49 

3995 

1-1090 

16 

13-05 

1-7360 

82 

66-86 

1-3697 

48 

39-^4 

1-1019 

15 

1223 

17245 

81 

6605 

1-3612 

47 

38-32 

10953 

14 

11-41 

1-7100 

80 

65-23 

1-3530 

46 

37-51 

10887 

13 

10-60 

16993 

79 

64-42 

1-3440 

45 

36-69 

I  0809 

12 

978 

1-6870 

78 

63-60 

1-3345 

44 

35-88 

10743 

11 

8-97 

1-6750 

77 

62-78 

1-3255 

43 

35-06 

1-0682 

10 

8-iS 

1-6630 

76 

61-97 

1-3165 

42 

34-25 

1-0614 

9 

7-34 

1-6520 

75 

61-15 

1-3080 

41 

33-43 

10544 

8 

6-52 

1-6415 

74 

60-34 

1-2999 

40 

32-61 

1-0477 

7 

5-71 

1-6321 

73 

59-52 

12913 

39 

31-80 

1-0405 

6 

4-89 

1-6204 

72 

5871 

1-2826 

38 

30-98 

1-0336 

5 

4-08 

1-6090 

71 

57-89 

1-2740 

37 

30-17 

1-0268 

4 

3-26 

I -5975 

70 

57-08 

1-2654 

36 

29-35 

1  -0206 

3 

2-45 

.1-5868 

69 

56-26 

1-2572 

35 

28-54 

1-0140 

2 

,-63 

1-5760 

68 

55-45 

1-2490 

34 

27-72 

1-0074 

I 

•82 

1-5648 

67 

54-63 
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Hydrometer  and  Hydrometry 


Specific  Gravities  of  Caustic  Alkali  Solutions. 


Per  Cent. 

NH3. 

KHO. 

NaHO. 

Per  Cent. 

KHO. 

NaHO. 

I 

•9959 

I  009 

I -012 

36 

I -361 

1^395 

2 

•99  IS 

I '01 7 

1-024 

37 

1-374 

1-405 

3 

•9873 

1-025 

I  •OSS 

38 

1-387 

1^415 

4 

•9831 

1033 

1-046 

39 

1-400 

1-426 

S 

•9790 

IO41 

1-058 

40 

1-412 

1-437 

6 

■9740 

1-049 

1-070 

41 

1-425 

1-447 

7 

•9709 

V058 

1-081 

42 

1-438 

1-457 

8 

■9670 

1-065 

I  092 

43 

1-450 

1-468 

9 

■9631 

1-074 

I-103 

44 

1-462 

1-478 

lO 

•9593 

1-083 

I-I15 

45 

1-475 

1-488 

II 

•9556 

1-092 

1-126 

46 

1488 

1-499 

12 

■9520 

I-IOI 

I-I37 

47 

1-499 

1-509 

13 

■9484 

I-IIO 

I -148 

48 

1-511 

1519 

14 

•9449 

I-II9 

i'iS9 

49 

1-525 

1-529 

IS 

■9414 

1128 

1-170 

5° 

1-539 

1-540 

i6 

■9380 

II37 

1-181, 

SI 

1-552 

1-550 

17 

•9347 

I-I46 

1-192 

52 

1-565 

1-560 

i8 

•9314 

i-iSS 

1-202 

S3 

1-578 

1-570 

'9 

■9283 

I -166 

1-213 

54 

1-590 

1-580 

20 

•9251 

I-I77 

1-225 

55 

1-604 

1-591 

21 

•9221 

1-188 

1-236 

56 

1-618 

1-601 

22 

•9191 

1-198 

1247 

57 

1-630 

i-6ii 

23 

•9162 

1-209 

1-258 

58 

1-642 

1-622 

24 

•9133 

1-220 

1-269 

59 

1-655 

1-633 

25 

•9106 

1-230 

1-279 

60 

1-667 

1-643 

26 

•9078 

I -241 

I -290 

61 

1-681 

1-654 

27 

■9052 

1-252 

1-300 

62 

1-695 

1-664 

28 

•9026 

1-264 

1-310 

63 

1-705 

1-674 

29 

•9001 

1-276 

1-321 

64 

1-718 

1-684 

30 

•8976 

1-288 

1-332 

65 

1-729 

1-695 

31 

•8953 

1-300 

I '343 

66 

1-740 

1-705 

32 

■8929 

1-311 

'•353 

67 

1-754 

1-715 

33 

•8907 

.  1^324 

r363 

68 

1-768 

1-726 

34 

■8885 

1^336 

1-374 

69 

1-780 

1-737 

35 

•8864 

1^349 

1-384 

70 

1-790 

1-748 

39<? 


Hydrometer  and  Hydrometry 

Table  of  Specific  Gravities  of  various  Salts. 


s 

i 
1 

il 

II 

■B  V 

■Si 

-1 

"1 

£6 

1-1 

si 

il 

2 

1-0105 

1-017 

I -01 7 

1-0078 

1-0163 

1-0134 

i-oi6i 

1-018 

I-OI16 

4 

I-02I1 

1-034 

1034 

1-0158 

1-0331 

1-0268 

1-0325 

1-036 

1  -0234 

6 

1-0317 

1-050 

1-049 

1-0239 

1-0502 

1-0401 

I  0492 

1-056 

1-0356 

8 

1-0423 

1-069 

1068 

10321 

1-0682 

1-0529 

1-0663 

1-076 

1-0479 

10 

10529 

1-087 

1-085 

1-0405 

1-0869 

1-0656 

1-0837 

1-097 

1-0605 

12 

10639 

... 

... 

1-0490 

1-1059 

1-0784 

1-1014 

1-119 

1-0734 

14 

1-0751 

... 

... 

1-0577 

1-1257 

10912 

1-1196 

1-141 

1-0866 

i6 

10863 

... 

1-0663 

1-1463 

1-1043 

1-1380 

1-165 

1-0999 

i8 

10975 

... 

1-0752 

1-1677 

I-II75 

1-1570 

1-188 

11136 

20 

I-I087 

... 

1181 

10843 

1-1902 

1-1306 

1-1765 

1-214 

1-1275 

22 

I-I204 

... 

1-0934 

12132 

•• 

1-1964 

1-242 

24 

1-1322 

... 

... 

1-1026 

1-2372 

•• 

1-2169 

1-270 

26 

I  1440 

... 

I-II20 

1-2620 

1-2379 

1-300 

28 

1-1558 

I-I216 

1-2876 

•• 

1-2592 

1-330 

30 

1-1676 

... 

1-292 

I-I318 

1-3140 

1-2808 

1-362 

32 

I-180O 

... 

... 

I-I4IO 

1-3416 

1-3035 

1-395 

34 

II924 

... 

1-1508 

1-3702 

•  • 

1-3268 

I -43  I 

36 

I  -2048 

... 

ri6o8 

1-3996 

•  ■ 

1-3505 

1-469 

38 

I-2172 

... 

1-1709 

... 

•■ 

'-3746 

1-500 

.40 

1-2297 

... 

1-422 

1-1811 

... 

1-3991 

1-546 

42 

1-2427 

... 

1-1914 

... 

1-591 

44 

1-2558 

... 

... 

1-2019 

•  ■ 

1-641 

46 

1-2690 

... 

1-2126 

... 

... 

1-688 

48 

1-2822 

... 

1-2231 

1-736 

so 

I -2954 

... 

... 

1-2340 

1-785 
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Hydrometer  and  Hydrometry 


i! 

0. 

1 

14 

Eii 

0  s 

ll 

11 

I 

1-0032 

10065 

10072 

I  0091 

1-007 

27 

1-2679 

2 

10063 

1-0130 

1-0145 

1-0163 

1-015 

28 

1-2789 

3 

1-0095 

1-0195 

1-0217 

1-0274 

1-022 

29 

1-2900 

4 

I-OI26 

1-0260 

1-0290 

1  -0366 

1029 

30 

13010 

S 

1-0158 

1-0325 

1  -0362 

1-0457 

1-037 

31 

1-3126 

6 

I -0188 

1-0392 

1-0436 

1-0551 

1-043 

32 

1  -3242 

7 

I-02I8 

1-0458 

1-0511 

1-0645 

1-050 

33 

1-3358 

8 

1-0248 

1-0525 

1-0585 

1-0740 

1-056 

34 

1-3473 

9 

1-0278 

1-0591 

I  0659 

1-0834 

1065 

35 

1-3588 

lO 

1-0308 

1-0658 

1-0733 

1-0928 

1-073 

36 

1-3708 

II 

1-0337 

1-0727 

1-0810 

1-1026 

1-080 

^  37 

1-3828 

12 

1-0366 

1-0796 

1-0886 

1-1124 

1-090 

38 

1-3948 

13 

I '0395 

1-0865 

1-0962 

1-1222 

1-097 

39 

I  -4067 

14 

1-0432 

1-0934 

11038 

1-1320 

1-103 

40 

1-4187 

IS 

1-0452 

1-1004 

1-1115 

11418 

1-110 

41 

1-4310 

i6 

1-0480 

11075 

1-1194 

1-1520 

42 

1-4434 

17 

1-0509 

1-1146 

11270 

1-1622 

43 

1-4557 

i8 

I '0537 

1-1218 

1-1352 

1-1724 

44 

1-4681 

19 

1-0565 

1-1289 

1-1431 

1-1826 

45 

1-4804 

20 

I -0593 

1-1361 

1-1511 

1-1929 

46 

I -493 1 

21 

1-0620 

I-I435 

I-IS93 

1-2034 

47 

1-5059 

22 

1-0648 

1-1509 

1-1675 

1-2140 

48 

1-5186 

23 

1-0675 

1-1583 

1-1758 

1-2246 

49 

J-53I3 

24 

1-0703 

1-1657 

1-1840 

1-2352 

... 

50 

1-5441 

25 

1-0730 

... 

1-1923 

1-2457 

51 

1-5573 

26 

1-0737 

1-2010 

1-2568 

52 

1-5705 

.392 


Hydrometer  and  Hydrometry 


Table  of  Specific  Gravities  of  Chlorides. 
(See  previous  table  for  NH^Cl,  KCl,  and  NaCl.) 


i'Oi44 
10288 

1-0435 
1-0584 

10734 
I -08 
I -1047 

I-I207 

1-1379 
I-I537 

1-1709 

Ilj" 

I  -2058 
1-2241 
1  -2422 
1-2615 
1-2808 
1-3007 
1-32 
-3415 


I-OI83 
1-0367 

10557 

1-0754 
1-095 1 

I- 1 164 

1-1378 

I-I600 

1-1830 

I -206 1 

1-2317 

1-2574 


1-0170 
1-0341 
1-0515 
10682 

i-oS 

1-1056 

1-1243 

I -1433 
1-1628 
1-1822 
1-2028 
1-2234 
1-2445 
1-2662 
1-2879 
1-3104 
1-3330 
1-3561 
1-3797 
1-4033 


I -0198 
1-0396 

1-0595 
1-0795 
1-0997 
1-1228 
1-1460 
1-1711 

1-1977 
1-2245 
1-2547 
I  -2849 


r"\o 


1-0182 
1-0364 
1-0548 

1-0734 
1-0920 
1-1178 
1-1436 
I-1696 
11958 
1-2223 
I -2501 
1-2779 
1-3058 

1-3338 
1-3618 

1-3950 

1-4287 

1-46 

14949 

1-5284 


S  M 


1-0146 
1-0292 
1-0439 
1-0587 

I -0734 
1-0894 
1-1054 
11215 
1-1378 
1-1542 
1-1746 
1-1950 
I-2I55 
1-2365 
1-2568 
1  2778 
1-2988 

I-3I99 
1-3411 
1-3622 
1-3870 
1-4118 

1-4367 
14617 
1-4867 
1-5153 

15439 
1-5729 
1-6023 
1-6317 


1-0169 
10338 
10510 
I  0684 
10859 
1-1040 
1-1220 
I -1404 
I- 1592 
1-1780 
1-1978 
1-2175 
1-2378 
12586 


tn+'a 


1-013 

1026 
1040 

1054 
1-068 
1-083 
1-097 

1-113 

1-128 

1-144 

1-161 

1-177 

1-194 

1-212 

1-230 

1-249 

1-268 

1-288 

1-309 

1-330 

1-352 

1-374 

i-39r 

1-421 

1-445 
1-471 
1-497 
1-525 
1-554 
1-582 
1-613 
1-644 
■1-677 
1-711 
1-745 
1-783 
1-821 


1-0181 
1-0363 
1-0548 
1-0738 
1-0929 
I-II33 
11337 
1-1549 
1-1769 
1-1989 
1-2225 
I  -2462 
1-2708 
12964 
1  -3220 
1-3495 
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Hydroquinone 

Table  of  Specific  Gravities  of  Some  Acetates. 


Per 

Sodium 

Calcium 

Barium 

Lead 

Per 

Lead 

cent. 

Acetate. 

Acetate. 

Acetate. 

Acetate. 

cent. 

Acetate 

2 

roii6 

1-0132 

I -0174 

1-0127 

32 

1-2395 

4 

10232 

I  -0264 

1-0348 

1-0255 

34 

1-2578 

6 

1 0341 

1-0362 

1-0500 

1-0336 

36 

1-2768 

8 

1-0439 

1-0426 

1-0628 

1-0520 

38 

1-2966 

lO 

i-"S39 

1-0492 

10758 

10654 

40 

1-3163 

12 

10644 

1-0562 

1-0902 

1-0796 

42 

1-3376 

14 

1-0750 

1-0632 

1-1046 

10939 

44 

I -3588 

i6 

1-0856 

1-0708 

1-I20I 

I -1084 

46 

1-3810 

i8 

1-0910 

1-0792 

II363 

11234 

48 

1-4043 

20  . 

1-1074 

10874 

I-I522 

1-1384 

SO 

1-4271 

22 

11194 

1-0976 

1-1694 

1-1544 

24 

1-1314 

I- 1078 

... 

11704 

26 

1-1440 

I-II39 

... 

1-1869 

... 

... 

28 

1-1572 

11307 

1-2040 

30 

1-1706 

1-1426 

1-2402 

I-22II 

Hydroquinone  (Ger.,  Hydrochinon;  Fr.,  Hydroquinone; 
Ital.,  Idrochinone).  C5H,(OH)2  =  1 10.  Synonyms :  Hydrokinone, 
Hydrochinone,  Quinol.  It  is  prepared  commercially  by  oxidising 
aniline  sulphate  with  bichromate  of  potassium.  Solubility  :  58 
per  cent,  in  water  o°C.,  10  per  cent,  in  water  at  30° ;  soluble  also 
in  alcohol,  ether,  and  glycerine.  It  is  allied  to  pyrogallol  in  che- 
mical composition,  pyro  being  a  trihydroxylbenzine,  CjH/OH), ; 
and  quinol,  or  hydroquinone,  being  a  dihydroxylbenzine.  It  was 
first  suggested  as  a  developer  by  Captain'  Abney,  and  attracted 
but  little  attention  in  consequence  of  the  unsuitable  character  of 
the  accelerator, — ammonium  hydrate,  or  liq.  ammonise, — which 
was  recommended,  and  also  from  the  prohibitive  price  of  hydro- 
quinone ;  but,  as  more  experiments  were  made  with  it,  and 
better  formulae  were  given  for  its  use,  it  crept  gradually  into 
general  favour,  and  an  enormous  reduction  in  price  has  led  to 
its  widespread  adoption.  When  used  with  the  carbonates  of 
potassium  and  sodium  its  action  is  somewhat  slow,  and  only 
since  the  general  use  of  the  hydrates  of  these  alkalies  has  it 
given  satisfaction.  The  question  as  to  whether  it  is  better  than 
pyro  is  one  that  cannot  be  decided,  so  much  depending  upon 
the  personal  bias  of  the  user.  Many  old  operators  who  have 
used  alkaline  pyro  since  its  first  introduction  still  cling  to  it, 
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Hydroquinone 

and  refuse  to  believe  that  quinol  is  as  good ;  whereas  many 
others  state  that  it  is  decidedly  preferable.  For  some  con- 
ditions of  work  it  undoubtedly  is  far  superior  to  pyro.  The 
number  of  formulae  given  is  enormous,  almost  every  worker 
seemingly  suggesting  some  slight  modification.  The  author  has 
made  a  great  number  of  experiments,  and  believes  that  with  the 
following  formulae  good  results  can  always  be  obtained.  For 
negative  work  : — 

No.  I. 

Quinol 154  grs. 

Sodium  sulphite  (pure  recryst.)         154    ,, 

Sulphurous  acid  17  mins. 

Distilled  water,  to  make         ...         10  ozs. 

Dissolve  the  sulphite  in  the  water  and  add  the  acid,  and  lastly 

the  quinol. 

No.  2. 

Sodium  carbonate  (pure)       ...         1300  grs. 

Potassium  hydrate  (caustic  potash  in  sticks)     154    „ 
Distilled  water,  to  make         10  ozs. 

For  use  mix  equal  parts  of  each,  and  dilute  with  twice  or  three 
times  the  quantity  of  water.  About  4  drms.  of  each  will  be 
ample  for  a  J-plate  which  has  received  a  normal  exposure.  The 
image  should  make  its  appearance  in  about  thirty  to  forty-five 
seconds,  and  development  be  completed  in  four  or  five  minutes. 
For  under-exposure  soak  the  plate  first  in  the  accelerator  for  one 
minute,  and  then  add  the  quantity  of  No.  i.  For  over-exposure 
add  I  drm.  of  a  10  per  cent,  solution  of  sodium  sulphite,  or 
5  mins.  of  bromide  of  potassium,  and  reduce  the  quantity  of 
accelerator  No.  2.  The  following  mode  of  preparing  the 
developer  is  satisfactory. 

No.  I. 

Quinol 4  grs. 

Sodium  sulphite  (cryst.)         ...       24    ,, 

Distilled  water i  oz. 

No;  3. 

Potassium  bromide      • 60  grs. 

Distilled^ water,  to  make  10  drms.  of  solution. 
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No.  3. 
Potassium  hydrate       ,,.         ...         ...         ...         2  ozs. 

Distilled  Water i  oz. 

For  normal  exposure  add  5  drops  of  No.  2  and  No.  3  solutions 
to  I  oz.  of  No.  I,  and  allow  development  to  continue  for  some 
minutes ;  then  add  another  portion  of  No.  3  to  obtain  the  required 
density.  For  under-exposure  omit  No.  2,  and  gradually  increase 
the  accelerator  No.  3  ;  for  over-exposure  increase  No.  2  to  10 
drops  to  the  ounce.  The  above  quantities  are  for  a  i-plate. 
The  following  is  recommended  by  a  well-known  firm  of  plate- 
makers  : — 

No.  I. 
Quinol 160  grs. 


Sodium  sulphite  (cryst.) 

Citric  acid         

Potassium  bromide 
Distilled  water  to 


2  ozs. 
60  gr. 

30       M 

20  ozs. 


No.  2. 

Sodium  hydrate  160  grs. 

Distilled  water  to         20  ozs. 

To  develop,  mix  equal  parts  of  each.  It  is  recommended  to 
use  the  alum  bath  after  development.  May  be  used  for  negative 
or  positive  work.  For  positives,  whether  on  glass  or  paper, 
the  author  recommends  the  following  when  black  tones  are 
wished  for : — 

No.  I. 

Quinol ...         ...     154  grs. 

Sodium  sulphite  (cryst.)         437     „ 

Sulphurous  acid  ...       20  mins. 

Distilled  water  to  make  10  ozs. 

No.  2. 

Sodium  carbonate        1300  grs. 

Potassium  hydrate      154    ,, 

„  bromide       20    ,, 

Distilled  water  to  make         ...         lo  ozs. 

Mix  in  equal  parts,  and  dilute  with  three  times  the  quantity  of 
water.  The  following  will  give  good  purplish  tones  to  trans- 
parencies on  glass,  and  brownish  tones  to  bromide  paper  : — 

39^ 


Hydroquinone 

Quinol 2  grs. 

Ammonium  carbonate  ..  24    „ 

„  bromide J    „ 

Distilled  water i  oz. 

Mix  immediately  before  using.  As  a  convenience  for  travelling, 
the  following  dry  powder  developer  will  be  found  simple  and 
convenient : — 

I. 
Quinol  ...         •••    .     ■•■         ...         ...     90  grs. 

II. 
Sodium  sulphite  (granular)  20x3. 

III. 
Carbonate  of  soda  (rfn'i?<^ i  oz. 

Wrap  each  salt  in  waxed  paper  and  tinfoil.  Dissolve  these 
quantities  in  a  quart  of  water.  As  a  further  convenience  they 
may  be  subdivided  into  four  or  eight  packets  each,  so  as  to 
make  sufficient  quantities  for  10  or  5  ozs.  of  developer.  Although 
a  one-solution  developer  is  not  the  best  form,  it  may  be  found  con- 
venient for  travelling,  and  then  the  following  mixture  will 
answer  well : — 

Quinol  ...         ...  90  grs. 

Sodium  sulphite  (cryst.) 2  ozs. 

Carbonate  of  soda   ...         ...         ...         ...       2     „ 

Distilled  water  to  make      ...         10    „ 

This  solution  will  keep  at  least  two  months,  and  when  required 
for  use  should  be  diluted  with  four  times  the  quantity  of  water. 
For  over-exposure  use  old  developer,  for  under-exposure  new 
developer,  and  for  normal  half  old  and  half  new.  In  using  quinol 
as  a  developer  several  precautions  are  necessary.  Absolutely 
clean  dishes  must  be  used,  as  any  trace  of  pyro  produces  a 
brown  stain.  For  negative  work  fresh  developer  should  be  used 
for  each  plate  ;  but  the  used  developer  may  be  kept  and  used 
for  bromide  paper  and  transparencies.  Both  negatives  and  posi- 
.tives  should  be  well  washed  after  development  prior  to  fixing ; 
and  if  either  of  the  caustic  hydrates  of  the  alkalies  are  used,  then 
an  alum  bath  should  be  used  after  development  to  prevent  frilling. 
All  plates  and  papers  developed  by  quinol  require  clearing  and 
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thoroughly  washing  after  being  fixed,  to  dissolve  out  the  slight 
precipitate  of  carbonate  of  lime  deposited  from  the  water.  Numer- 
ous researches  have  been  made  on  the  subject  of  this  reducing 
agent  and  more  numerous  still  the  formulae  that  have  been  recom- 
mended, one  of  the  most  complete  papers  was  by  Lainer,  who 
summarises  his  experiments  as  foUovvs  : — 

A  Concentrated  Rapid  Hydroquinone  Developer. 
A.     Water loo  ccm. 

Sodium  sulphite  (cryst.)         ...       25-30  grms. 

Hydroquinone 10  „ 

Dissolve  these  by  the  aid  of  heat,  and  add  to  the  solution  25  grms. 
of  potassium  ferrocyanide  dissolved  in  100  ccm.  of  water. 

B. — Dissolve  50  grms.  of  potassium  hydrate  in  100  ccm.  of 
water,  or  30  grms.  of  sodium  hydrate  in  90  ccm.  of  water. 

For  development,  take  60  parts  of  A,  6  to  8  parts  of  the  potash 
solution,  and  40  parts  of  water  ;  the  potash  solution  may  be 
replaced  by  10  parts  of  the  solution  of  caustic  soda.  The  two 
original  solutions  may  be  mixed,  and  should  then  be  diluted  with 
thrice  its  bulk  of  water. 

Other  Formulae. 


A. 


I 

2 

3 

4 

5 

Water      ...         

,  600 

900 

950 

1000 

550  parts. 

Hydroquinone    ... 

10 

10 

10 

10 

10     „ 

Neutral  sodium  sulphite 

25 

40 

30 

35 

35     ,. 

Potassium  ferrocyanide 

— 

120 

90 

25 

25     ., 

Potassium  hydrate 

50 

50 

— . 

50 

—     ,, 

Sodium  hydrate 

— 

— 

30 

— 

60     „ 

Water      

100 

100 

90 

550 

550     .. 

Developer  i. — 60  ccm.  of  A  and  3  com.  of  B,  brought  out 
a  sensitometer  image  in  three-quarters  of  a  minute  to  24° ;  but 
is  apt  to  produce  fog  with  some  kinds  of  plates.  The  addition 
of  about  12  per  cent,  of  potassium  ferrocyanide  is  found  to  have 
a  very  beneficial  effect.  Developer  2. — 60  ccm.  of  A  and  6  ccm. 
of  B  permits  exposures  to  be  shortened,  gives  excellent  details 
in  the  shadows,  and  allows  very  rapid  development.  Developer 
3. — 60  ccm.  of  A  and  12  ccm.  of  B  gives  negatives  of  a  softer 
character  ihan  those  given  by  Developer  2.  Developer  4  is  a 
slower  developer,  60  ccm.  of  A  being  mixed  with  from  6  to  9  ccm. 

398 


Hydrotype  Hydroxylamine 

of  a  50  per  cent,  solution  of  sodium  hydrate  and  diluted  with 
60  c.cm.  of  water.  Developer  5. — Equal  bulks  of  these  solutions 
are  mixed  immediately  before  use.  It  resembles  Developer  4 
in  its  action.  Acetic  acid  and  acetates  act  strongly  as  restrainers, 
yellow  prussiate  of  potash  acts  as  an  accelerator.  The  great 
fault  with  incautious  use  of  hydroquinone  is  that  one  is  very 
liable  to  obtain  negatives  with  very  great  contrasts. 

Hydrotype.  A  kind  of  reversed  collotype.  (See  Collo- 
type.) The  plate  is  exposed  under  a  positive,  and  the  gelatine 
is  allowed  to  swell  in  a  coloured  solution ;  a  printing  surface 
being  thus  obtained  which, will  yield  impressions  on  paper. 

Hydroxyl,  Hydroxyl  Monohydride.  See  Hydrogen  Per- 
oxide ;  also  Hydrates. 

Hydroxylamine  HydrocMorate  (Ger.,  Salzsaures  Hydro- 
xylamin;  Fr.,  Chlorhydrate  d' hydroxylamine ;  Ital.,  Chloridrato 
d'idrossilimind).  NHj.OH.HCl.  Prepared  by  the  reduction  of 
nitrite  and  nitrate  of  ammonia.  It  is  very  soluble  in  water  and 
alcohol ;  it  has  been  recommended  as  a  new  developing  agent ; 
its  price  is  at  present  against  it,  but  recent  improvements  in 
the  manufacture  provide  hope  of  a  speedy  reduction  in  price.  It 
is  absolutely  non-staining,  but  is  subject  to  the  disadvantage 
that  it  causes  the  film  to  blister  by  the  disengagement  of 
nitrogen.  It  has,  however,  been  stated  that  this  can  be  prevented 
by  adding  thiosinnamine  or  glucose  to  the  developer.  The 
following  is  the  form  recommended  by  Messrs.  Egli  &  Spiller : — 


Hydroxylamine 

Citric  acid     

Distilled  water ' 

Carbonate  of  potash 
Carbonate  of  soda   . . 
Distilled  water 

Solution  I.  ... 
Solution  II.  ... 
Distilled  water 


I. 


II. 


Developer. 
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32  grs. 

15  .- 

I  oz. 

480  grs. 

480  „ 

10  ozs. 

30  mins. 

120  „ 

ijoz. 

Hygrometer  Indiarnbber  Solution 

Sufficient    for  half-plate.      It   is   especially  recommended    for 
chloride  plates,  bromide  and  Alpha  papers. 

Hygrometer,  (dypos,  moist,  and  fiiTpov,  a  measure).  An 
instrument  for  measuring  the  moisture  of  the  atmosphere,  and 
sometimes  used  by  carbon  printers.  That  known  as  a  wet  and 
dry  bulb  thermometer  is  convenient ;  but  a  long  strip  of  un- 
sensitised  carbon  tissue,  hanging  up  in  the  apartment,  gives  a 
sufficient  indication  to  the  expert. 

Hypo.     An  abbreviation  of  Sodium  Hyposulphite  {g.v.). 

Image.  In  optics  a  simulation  of  an  object — real  when  it  can 
actually  be  received  on  a  screen,  as  a  camera  image;  virtual 
when  the  eye  sees  it  as  in  the  prolongation  of  bent  rays  entering 
the  eye. 

Image,  Latent.  The  action  of  light  upon  the  sensitive  salts 
of  silver  has  always  been  a  question  with  scientific  photo- 
graphers, and  it  would  be  impossible  within  reasonable  limits  to 
give  all  the  arguments /w  and  con.'  For  some  considerable  time 
past,  and  even  now,  a  few  photographers  hold  that  the  action  of 
light  upon  the  sensitive  salts  is  to  set  up  a  vibratory  motion, 
which  the  developer  takes  advantage  of,  reducing  these  vibrating 
molecules  to  a  metallic  state.  This  theory,  however,  is  generally 
considered  erroneous.  It  is  now  generally  believed  that  sub- 
haloid  salts  are  formed  by  the  action  of  light.  Carey  Lea  has 
formed  these  by  purely  chemical  reactions,  and  he  calls  them 
photo-salts,  and  they  would  seem  to  be  compounds  of  a  lower 
haloid  salt,  with  the  normal  haloid  in  varying  proportions.  In 
all  cases  there  seems  to  be  an  evolution  of  the  haloid  element. 
It  seems  unlikely  that  all  the  molecules  of  haloid  salt  are 
reduced ;   on  the  contrary,  but  a  very  minute  portion. 

Confirmation  of  the  dissociation  of  the  molecule  of  bromide 
of  silver  by  light  has  been  given  by  the  researches  of  Guntz,  who 
has  been  able  to  prepare  the  sub-haloid  salts  of  silver. 

Imogen  Developer.    See  Development  and  Developers. 

Indiarnbber  Solution.  This  is  used  for  edging  plates  or  as 
a  substratum  for  the  collodion  process,  and  also  for  mounting 
gelatino-chloride  prints.  Pure  unvulcanised  indiarubber  (sold  as 
masticated  rubber  or  "  cut  sheet")  may  be  dissolved  in  benzole, 
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chloroform,  or  carbon  bisulphide,  the  two  former  being  preferable, 
in  the  proportion  of  lo  grains  to  the  ounce. 

Ink  Process,  Under  this  title  several  processes  may  be 
included,  but  Lemling's  process  is  the  one  usually  meant  by  this 
term  now  ;  the  procedure  being  as  follows : — 

Bichromate  of  potash         ...         i  part. 

Distilled  water        ...         20  parts. 

Dissolve  and  render  neutral  with  ammonia.  To  every  three 
parts  of  this  add 

Powdered  gum-arabic      I  part. 

Transfer  to  a  bottle  and  shake  frequently  till  dissolved ;  it  should 
then  be  filtered  and  spread  evenly  over  a  sheet  of  albumenised 
paper  with  the  aid  of  a  Blanchard  brush.  The  paper  should 
then  be  laid,  film  up,  on  a  sheet  of  plate-glass,  a  good-sized  pool 
of  the  solution  poured  on  to  it  and  made  to  cover  it  evenly,  the 
excess  poured  off,  and  the  paper  hung  up  to  dry.  One  difficulty 
in  this  process  is  to  prevent  the  albumenised  paper  from  curling ; 
therefore  it  is  preferable  to  hold  it  paper-side  down  over  a 
jet  of  steam,  so  as  to  partially  coagulate  the  albumen  next  the 
paper,  and  then  lay  on  the  glass  ;  or  the  glass  may  be  wetted  and 
the  paper  squeegeed  to  it  with  a  rubber  roller  and  then  coated  as 
described  above.  Exposure  behind  a  negative  in  the  usual  way, 
the  paper  being  then  laid  face  downwards  on  water  and  allowed 
to  soak  for  some  time  with  repeated  changing  of  the  water,  after 
which  it  should  be  soaked  in  alum  solution  and  again  washed. 
It  is  then  drawn  over  the  surface  of  the  following  solution : — 

Pyrogallol i  part. 

Distilled  water         50-80  parts. 

Or  it  may  be  floated  on  the  same  for  two  minutes,  then  thoroughly 
washed  and  floated  on  a  solution  of 

Sulphate  of  iron      10  parts. 

Distilled  water        '..         ..      100     „ 

and  again  washed.  If  not  dark  enough  the  process  may  be  repeated. 
Another  process  sometimes  used  by  artists  and  others  for 
preparing  drawings  for  reproduction  is  as  follows.  A  print  is 
obtained  in  the  usual  way  either  on  albumenised,  bromide,  or 
plain  paper,  the  latter  being  preferable ;  and  failing  this  an  image 
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may  be  obtained  on  the  back  of  albumenised  paper.  As  long  as 
the  details  are  there  the  depth  of  printing  should  be  very  slight ; 
no  toning  or  fixing  is  required.  The  image  is  then  traced  over 
with  Indian  ink,  with  the  aid  of  a  crowquill  or  fine  pen.  Allow 
this  image  to  dry  thoroughly  and  immerse  in 

Saturated  solution  of  iodine  (see  below)...       lo  parts. 
Saturated       ,,        ,,  potassium  cyanide ...       15      „ 
Distilled  water         500      ,, 

when  the  silver  iinage  will  disappear  and  the  print  may  then  be 
washed  and  dried.  The  saturated  solution  of  iodine  can  be 
prepared  by  saturating  a  10  per  cent,  aqueous  solution  of  potas- 
sium iodide. 

Inks.  Indian  Ink,  used  in  carbon  printing  and  other  similar 
process,  appears  to  contain  a  special  fine  lamp  black. 

Ink  for  Writing  on  Glass. — An  ounce  of  ordinary  shellac  is 
dissolved  in  7  fluid  ozs.  of  methylated  spirit,  and  strained 
through  muslin  ;  and  to  this  is  added,  a  little  at  a  time,  and  with 
agitation,  a  solution  of  ij  oz.  of  borax  in  12  ozs.  of  water.  The 
pigment  or  colour  used  should  be  mixed  in  with  the  borax 
solution ;  Indian  ink  or  any  finely  ground  water  colour  being 
suitable. 

Indcr.tructible  Ink  for  Labels. — As  above,  with  Indian  ink  as 
pigment. 

White  Ink  for  Lantern  Slides  — Chinese  white,  gum  and 
water  to  suitable  consistency. 

Insensitiveness.  When,  by  reason  of  faulty  chemicals  or 
manipulations,  the  sensitive  surface  refuses  to  record  any  action 
of  light. 

Instantaneous  Lens.  A  term  incorrectly  applied  to  lenses 
when  intended  to  convey  a  particular  construction,  as  all  types 
of  lenses  would,  in  a  sufficiently  powerful  light,  enable  in- 
stantaneous photographs  to  be  taken. 

Instantaneous  Photography  is  the  obtaining  of  negatives  by 
exposures  of  a  small  fraction  of  a  second.  The  following  tables 
and  rules  may  be  found  useful : — 

A  man  walking  3  miles  per  hour    moves        4jft.  per  second, 

»  4  'I  n  6  ,, 
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A  vessel  travelling  9  knots  per  hour  moves     1 5ft.  per  second. 


»» 
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To  find  the  distance  moved  by|he  image  of  an  object  on  the 
ground-glass,  multiply  the  focus  of  the  lens  in  inches  by  the 
distance  in  inches  moved  by  the  object  in  one  second,  and 
divide  the  result  by  the  distance  of  the  object  in  inches. 

Example. — Find  the  displacement  of  image  on  ground-glass 
of  an  object  moving  20  miles  an  hour,  with  a  lens  of  8^in.  focus, 
and  the  object  150  yds.  distant. 

8 J  X  348  -e-  5,400  =  fj^  =  \  in.  per  sec.  practically. 
To  find  how  quickly  a  shutter  must  act  to  take  an  object 
in  motion,  that  there  may  be  a  circle  of  confusion  less  than 
i-iooth  inch  in  diameter,  divide  the  distance  of  the  object  by 
100  times  the  focus  of  the  lens,  and  divide  the  rapidity  of 
motion  of  object  in  inches  per  second  by  the  result,  when  you 
have  the  longest  duration  of  exposure  in  fraction  of  a  second. 
All  measurements  in  inches. 

Example. — Required  the  speed  of  a  shutter  to  take  an  object 
moving  20  miles  per  hour,  with  a  lens  of  8^-in.  focus,  the  object 
being  150  yards  distant. 

The  object  moves  29  feet  =  348  in.  per  second. 
5,400,  distance  of  object  in  inches,   -7-  (8J  x   100) 

108 
=  S.400  4-850=  — 

,      r        .                          ,            108        348    X    17 
348,   speed  of    object  per    second,    -f-      f^^™  T^ — 

493 
=   —  =  55  practically. 

.".  the  shutter  must  work  at  ^^  of  a  second 
Knowing  the  rapidity  of  shutter  and  moving  object,  required 
to  find  the  distance  to  place  the  camera  to  give  an  image  with 
a  circle  of  confusion  less  than  ^^  of  an  inch  in  diameter. 
Multiply  100  times  the  focus  of  the  lens  in  inches  by  the  space 
through  which  the  object  would  pass  during  the  exposure,  and 
the  result  is  the  nearest  distance  in  inches  between  object  and 
camera. 

Example — A  shutter  works  at  *  sec,  object  moves  four  miles 
an  hour ;  how  near  must  camera  be  placed  with  an  8^-in.  lens  ? 
An   object  moving  four  miles  per  hour  moves  72  in.  per 
second. 
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.'.  an  object  moving  four,  miles  per  hour  moves  Itt  in.  in 
Fit  sec. 

Bi  ^  t™  1         17  X  loo  X  12 

8i  X  100  X   I  iV  =    i"^^-77 =  927  in.  =  35  yds. 

Dr.  Eder  gives  the  following  table  ("  Jahrbuch,"  1887)  :— 

T         ,  .         ,  ., ,  Sec.  Sec.       Sec. 

Laughing  children,  etc.,  probably  require  ...      i  to      I 

Dogs  and  cats i  j 

Streetscenes,  according  to  size  of  figures  ...     ^^  "      ^^ 

Cattle  feeding,  sheep,  etc ^  „     ^ 

Moving  ship  soo  to  1,000  yards  off ^\  „     ^^ 

Moving  ship  nearer ^^      _     ^1^ 

Animals  which  appear  on  focussing  screen  from 

one  to  two  inches  high      -A,  „     An 

Trotting  and  jumping  horses,  birds,  etc.    ...    ^Js  „     ^iirtOTj^ir 

Pizzighelli  ("Anleitung  zur  PhStographie,"   p.  83)  gives  the 
following  useful  little  table : — 


M 

s 

.S 
'3 

a 

g 

1 

bio 
a 

0 

■5 

s 

s 

I 

Q 

•a 

B 

i 
0 

s 

.S 

II 
m 

v8u 

•II 

Distance  of 
the  moving 
object,  ex- 
pressed in 
multiples  of 

Moving  a  distance  in  yards  per  second  of 

1-5 

1-6 

2-3 

1-8 

3-8 

57 

12 

7 

10 

167 

focus  of  lens 

Requires  an  exposure  in  seconds 

100  times) 
focus  f 
200     „ 
300     „ 
400    „ 
SOO     „ 
600     „ 
700     „ 
800     „ 
900    „ 

1,000     „ 

A 
1 

IffU 

1 

■55- 

t4f 

1 
TT77y 

l^Ti 

[hn 

Major   Pizzighelli    wisely  adds    that   fractions    of    a    second 
smaller  than  yj,  have  not  been  introduced  into  the  above  table, 
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pi-obably  because  the  shutters  giving  shorter  exposures  than 
this  are  not  met  with  every  day.  In  the  first  column  above, 
the  distances  of  the  object  are  expressed  as  multiples  of  the 
focal  length;  the  distance  in  yards  is  easily  reckoned  out  by 
multiplying  by  the  focus  of  lens.  Thus,  an  object  is  200  times 
the  focus  of  lens  distant,  and  using  an  SJ-in.  lens,  then  : 

8^  X  200  =  1,700  in.  =  44^  yards. 

These  distances  must  be  estimated  by  measurement  or  guess 
work.  This  latter  is  by  no  means  difScult  to  reach ;  thus  the 
following  table,  compiled  by  the  same  writer,  will  be  of  assist- 
ance. We  assume  that  the  mean  height  of  a  man  is  5  ft.  9  in. 
that  of  a  horse  5  ft.  3  in.,  that  when  the  height  of  the  image  of 
horse  and  a  man  appears  on  the  ground-glass  as  : 


Man. 

Horse. 

The  Object  is  distant  from  the  Camera. 

14     in.     . 

.     Ij     in. 

50  times  the  focal  length. 

*      „       ■ 

■■       f      „ 

...    '    100 

„ 

f      „       • 

-      i     „ 

200 

,, 

i      „      ■ 

••       i      „ 

300 

„ 

i\     „      ■ 

•  •     A    ., 

400 

„ 

f      „      . 

■  •     *    „ 

500 

„ 

i      „      . 

..     i    „ 

600 

,, 

iV    tt 

■■     tV    ., 

700 

,, 

■ff\    J} 

■W^      If 

800 

„ 

h  „   ■ 

■■  A  ,. 

900 

„ 

A    „     ■ 

•  •     A    „ 

1,000 

„ 

Another  table  compiled  by  MM.  Henry  Hermagis  and  Rossignol 
is  also  convenient : — • 


Approx. 

Approx. 

Distance 

Subject. 

speed  of 

Approx. 

height  of 

in  yards. 

shutter 

Reduction. 

man 

in  seconds. 

in  inches. 

3i 

Standing   children     or 
half-length  men  with 
heads  about   f   inch 
from  top  to  chin 

^\ 

A 

— 

7J 

See-saw,  skipping  chil- 
dren, etc.* 

ie  to  d^j 

A 

2j  to  2f 

12  to  16J 

Horse    walking,    dan- 
cers ■]■ 

A  'oxiir 

A  to  A 

H  to  "4 

*  The  exposure  to  be  made  at  the  moment  of  partial  rest  or  least  movement, 
t  Object  moving  across  the  field  of  view. 
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Distance 

Subject. 

Approx, 
speed  of 

Approx. 

Aj)prox. 
h  eighth  of 

in  yards. 

shutter 

Reduction. 

man 

in  seconds. 

in  inches. 

12  to  24 

Acrobats,  clowns,  dan- 
cers, etc.f 

A  to  T^ir 

Ato^ 

itoij 

IS  to  20 

Moving      people,     but 
not  walking  about — 
crowds,  bathers 

h  to  e\ 

tV  to  r\ 

Jtoli 

18J  to  30 

People    walking,    sol- 
diers    quick-march- 
ing t 

100 

A  tOx^TT 

itoi^ 

22  to  32 

People,  troops,  yachts, 
tramcars  J 

jlo 

tV  to  1^ 

*toJ 

27 

Horse      trotting,      in- 
fantry charging,  run- 
ners I 

tV  to  ^\ 

iItt 

4 

33 

Calm  sea,  ships,  at  rest 
or  moving  J 

A 

1^0 

i 

43 

People  or  troops  §  

<?T. 

iisir 

50 

Galloping   horse*  

lis 

TfiT 

i 

59 

Train    (35    miles    per 
hour),      tricycle, 
sledge  t 

Express  train,  balloon. 

TTTTT 

2^^ 

i 

70  to  75 

T*^  to  li^ 

i^ii 

i 

storm    waves,    grey- 

hound coursing, 

skater,    racehorse, 

dynamite  explosion 

* 

One  condition  of  obtaining  the  most  successful  results  is  to 
watch  the  moving  object  till  it  attains  that  position  which  is 
commonly  called  the  dead  point  or  position,  and  which  is  well 
seen  in  the  case  of  a  ball  thrown  perpendicularly  up  into  the  air. 
For  some  time  the  ball  travels  up,  and  then  just  for  one  almost 
inappreciable  period  of  time  it  is  stationary,  and  begins  its  down- 
ward course,  and  an  exposure  should  be  made  just  at  the  moment 
of  reversal  of  motion.  It  will  be  found  that  with  many  moving 
objects  some  such  dead  point  will  occur,  and  the  successful 
worker  seizes   this   moment  to   expose.     Too  many  amateurs 

*  The  exposure  to  be  made  at  the  moment  of  partial  rest  or  least  movement. 

t  Object  moving  across  the  field  of  view. 

I  Object  movin^r  across  the  plate, 

§  Object  moving  to  or  from  lens  or  only  slightly  across 
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allow  their  very  laudable  ambition  to  run  away  with  their  sense, 
and  expect  the  combination  of  shutter,  lens,  and  plate  to  do 
impossibilities.  For  very  quick  work,  brilliant  sunshine  is  abso- 
lutely necessary,  and  two  important  points  should  be  taken  into 
consideration — (i)  That  the  nearer  a  moving  object  is,  the  more 
rapid  must  be  the  action  of  what  is  called  the  shutter,  which,  by 
way  of  parenthesis,  might  with  equal  force  be  termed  an  opener ; 
(2)  The  longer  the  focus  of  the  lens,  the  more  rapidly  the  shutter 
should  act.  Another  point  is  that  when  an  object  is  moving 
across  the  field  of  view,  or  more  or  less  obliquely  to  the  axis  of 
the  lens,  the  shutter  must  act  more  quickly,  whilst  with  an  object 
moving  parallel  to  the  axis  of  the  lens,  or  away  from  or  towards 
the  lens,  the  displacement  on  the  ground  glass  or  the  difference 
between  the  size  of  the  image  at  two  points  is  by  no  means  so 
great  as  in  the  first  case  ;  and  to  improve  matters  the  theoretical 
impossibility,  the  depth  of  focus  of  the  lens,  is  again  of  assistance. 
Many  commercial  shutters  are  fitted  with  an  index  showing  the 
speed  given  by  the  shutter  when  certain  levers,  etc.,  are  placed 
in  certain  positions,  but  strict  reliance  cannot  always  be  placed 
upon  such  speeds.  For  some  particulars  as  to  the  action  and 
construction  of  exposure  devices  see  Shutters. 

Instantaneous  Shutters.    See  Shutters. 

Intensification  means  the  increasing  of  the  deposit  or  the 
printing  density  of  a  negative.  There  are  several  methods  of 
doing  this ;  but  many  depend  on  the  use  of  mercuric  chloridej- 
and  a  subsequent  darkening.  Before  intensifying  a  negative  with 
mercury  it  is  absolutely  essential  that  it  should  be  completely 
free  from  hyposulphite  of  soda.  It  is,  therefore,  advisable  to 
give  the  negative  a  thorough  washing,  and  then  immerse  for 
lo  mins.  in  a  5  per  cent,  solution  of  hydrogen  peroxide,  and 
again  wash.  Negatives  which  have  been  allowed  to  dry  should 
be  well  soaked  in  water  before  being  bleached,  and  varnished 
negatives  must  of  course  have  the  varnish  removed  by  means  of 
methylated  spirit,  and  then  soaked.  The  mercuric  solution  is 
prepared  as  follows  : — • 

Perchloride  of  mercury       ...         2  parts. 

Hydrochloric  acid    ...         ...         ...         ...  i  part. 

Water            ...  100  parts. 
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The  hydrochloric  acid  should  be  placed  on  the  powdered  mercuric 
chloride,  and  then  the  water  added.  The  negative  to  be  in- 
tensified, having  been  previously  treated  as  above  suggested, 
should  be  laid  in  the  solution,  and  the  dish  gently  rocked  till  on 
looking  at  the  back  of  the  plate  it  is  seen  to  be  quite  white.  It 
should  then  be  thoroughly  washed  for  at  least  20  minutes  in 
running  water,  and  then  immersed  in  one  of  the  following 
solutions  : — 

I. 

Sodium  sulphite  (cryst.) i  part. 

Water  ...         ...         ...        6  parts. 


II. 

The  ordinary  ferrous  oxalate  developer. 

III. 

Hydroquinone  developer. 

IV. 
Strong  Liquid  ammonia 
Water            

I  part. 
10  parts. 

Silver  nitrate 
Distilled  water 

V. 

20  parts. 
,.     500     „ 

and  add  gradually 

Potassium  cyanide  ... 
Distilled  water 



20  parts. 
.     500    „ 

Shake  well  after  each  addition,  till  only  a  small  quantity  of 
white  flocculent  precipitate  remains.  It  is  important  that  the 
solution  should  never  be  quite  free  from  sediment. 

VI. 

Potassium  cyanide ...       2j  parts. 

iodide     2J    „ 

Mercuric  chloride     ..  ...         ...         ...       2J     „ 

Distilled  water         1,000    „ 

VII. 

Schlippe's  salt  10  parts. 

Distilled  water         ...     400    ,, 

Ammonia       ...         5     » 
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The  ordinary  method  of  intensifying  is  to  adhere  to  the  use  of 
one  solution  as  a  blackening  agent ;  but  it  frequently  happens 
that  the  same  degree  of  increment  is  neither  desirable  nor 
necessary,  then  choice  may  be  made  from  tlie  above  solutions. 
Mr.  Chapman  Jones  has  tabulated  in  convenient  form  the  action 
of  many  of  these.  He  says  : — "  In  the  following  series  of  opera- 
tions each  change  is  supposed  to  be  thorough — that  is,  that  the 
change  of  colour  in  every  case  shall  be  visible  clearly  at  the  back 
of  the  plate  in  tlie  densest  part  of  the  negative,  (i)  Mercuric 
chloride,  followed,  after  well  rinsing,  with  sodium  sulphite,  gives 
the  little  addition  of  brilliancy  sometimes  wanted  in  a  carefully 
made  and  successful  negative ;  (2)  mercuric  chloride  on  the 
original  negatives,  followed,  after  thorough  washing,  by  ferrous 
oxalate,  gives  about  as  much  increase  of  density,  as  compared 
with  No.  I.,  as  No.  I.  gives  when  compared  with  the  original 
negative  ;  (3)  a  repetition  of  the  application  of  mercuric  chloride 
and  ferrous  oxalate— that  is,  these  re-agents  applied  to  the  result 
of  No.  II. — gives  another  step  in  the  intensification  ;  *  (4)  the 
result  of  No.  III.  may  be  treated  again  with  mercuric  chloride 
and  ferrous  oxalate,  and  so  on,  as  may  be  necessary ;  (5)  the 
fourth  or  fifth  consecutive  application  of  mercuric  chloride  and 
ferrous  oxalate  will  probably  give  a  result  equal  to  that  of  the 
uranium  intensifier  acting  upon  the  original  negative ;  (6)  if  a 
still  greater  effect  is  desired,  the  lead  intensifier  may  be  used  on 
the  original  negative.''  Continuing  this  series  we  may  say  that 
the  action  of  No.  V.  is  fully  equal  to,  if  not  slightly  greater  than, 
mercuric  chloride,  followed  by  ammonia ;  whilst  No.  VI.  gives 
as  great  increase  as  the  lead  intensifier  if  desired.  No,  VII. 
about  the  same  as  No.  V.  Instead  of  hydrochloric  acid  in  the 
bleaching  or  mercuric  chloride  solution,  many  recommend  potas- 
sium bromide  or  ammonium  chloride  ;  either  may  be  used,  with- 
out any  difference  in  results  being  detected.  Nos.  II.  and  Ill- 
solutions  give  about  the  same  density  ;  Nos.  V.,  VI.,  and  VII.  are 
all  poisonous,  as  is  also  the  mercuric  chloride  solution.  The 
bleached  negative  should  not  be  allowed  to  remain  too  long  in 
No.  v.,  or  else  the  shadows  are  attacked.  When  the  negative 
is  placed  in  No.  VI.  it  turns  first  bright  yellow,  then  much  darker 
brown.      At  this  stage  it  is  very  dense,  and  only  extremely  thin 

*  The  result  of  this  treatment  is  about  equal  to  the  action  of  mercuric 
chloride,  followed  by  ammonia,  upon  the  original  negative. 
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negatives  should  be  removed  now  ;  for  normal  work,  the  negative 
should  be  left  in  still  longer,  till  it  turns  a  lighter  brown.  No.  VII. 
gives  a  bright  reddish-brown  negative.  Whichever  darkening 
solution  is  used,  it  should  be  allowed  to  act  till  the  back  of  the 
image,  as  seen  through  the  glass,  is  dark,  and  then  thoroughly 
washed. 

The  Uranium  Intensifier.  This  stains  the  image  a  bright 
reddish-brown.  It  is  absolutely  necessary  that  all  hypo  should 
be  eliminated. 

Potassium  ferridcyanide(syn.,  ferricyanide)...         i  part. 

Uranium  nitrate  I     „ 

Acetic  acid,  glacial        ...       lo  parts. 

Water      loo    „ 

The  plate,  after  intensification,  should  be  well  rinsed  and  dried  ; 
continuous  washing,  especially  in  ordinary  tap  water,  removes 
the  intensification  bodily.  This  very  defect  makes  this  process 
useful,  as  by  means  of  an  alkali  any  part  of  a  negative  intensified 
with  uranium  can  be  bleached  by  treatment  with  ammonium 
carbonate. 

The  Lead  Intensifier.  This  gives  a  very  dense  increment,  and 
is,  therefore,  rarely  necessary  or  used. 

Potassium  ferridcyanide     ...         6  parts. 

Lead  nitrate ...         ...         ...  4    ,, 

Acetic  acid,  glacial  .. .         10    „ 

Distilled  water         100    ,, 

Soak  the  negative  in  this  solution  till  bleached,  then  wash 
thoroughly,  and  flood  with  ammonium  sulphydrate  ;  then  wash 
well  and  dry. 

Silver  Intensifiers.  Whilst  some  operators  still  hold  to  this, 
the  relic  of  old  wet-plate  days,  it  has  not  found  its  way  into 
general  practice.  It  is  difficult  to  avoid  tlie  occurrence  of  stains, 
as  silver  nitrate  so  readily  combines  with  gelatine.  Several 
formulae  have  been  suggested. 

A. 

Pyrogallol      i  part. 

Citric  acid     2  parts. 

Distilled  water         300     „ 
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Silver  nitrate  2  parts. 

Distilled  water         loo    „ 

The  plate  should,  first  of  all,  be  flowed  over  once  or  twice  with 
Solution  A,  and  then  to  every  50  parts  of  A  30  to  40  parts  of  B 
should  be  added.     Belitzski  suggests  the  following : — 


Gallic  acid i  part. 

Hot  distilled  water 100  parts. 

Dissolve  and  filter  ;  when  cold,  add  an  equal  volume  of 

Silvernitrate  i  part. 

Acetic  acid,  glacial i     „ 

Distilled  water         50  parts. 

The  following  has  also  been  suggested  : — 

I. 

Silvernitrate  22  parts 

Distilled  water         ...     250    „ 

II. 

Potassium  bromide 10  parts. 

Distilled  water         25     ,, 

Mix,  collect  the  precipitate,  wash  thoroughly,  and  dissolve  in 

Sodium  hyposulphite  ...         ...         ...       60  parts. 

Distilled  water         170    „ 

The  mixture  is  thoroughly  stirred,  allowed  to  stand  for  a  few 
hours,  and  filtered,  sufficient  water  being  added  to  make  the 
total  bulk  measure  450  parts,  The  plate  is  soaked  in  this 
solution  for  5  minutes,  drained,  and  a  ferrous  oxalate  developer 
applied,  and  then  washed  and  dried.  The  following  intensifier 
has  also  been  suggested  for  negatives  of  line  work,  but  is  also 
applicable  to  ordinary  work : — 

A. 

Potassium  bromide I  part. 

Water  ...         ...         ...         ...         ...       16  parts. 
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B. 

Copper  sulphate      I  part. 

Water  i6  parts. 

Mix  in  equal  proportions,  and  flow  over  the  plate  till  the  image 
is  bleached,  then  wash  well,  and  blacken  with 

Silver  nitrate            i  part. 

Water            i6  parts. 

or 

Ammonium  hyposulphite i  part. 

Water            4  parts. 

Then  wash  and  dry.  * 

Interference  Heliochromy.  See  Photography  in  Natural 
Colours. 

Interiors.    See  Architectural  Photography. 

Invisible  Bays.    See  Radiography  and  Effluviography. 

Iodine  (Gar.,  lod;  Fr.,  lode ;  Ital.,  lodid).  I  =  127.  One  of 
the  halogen  elements.  Is  obtained  from  seaweed,  and  appears 
commercially  in  metallic  bluish-grey  scales.  Solubility :  i  in 
7,000  of  water,  i  in  12  of  alcohol,  i  in  4  of  ether ;  very  soluble  in 
a  solution  of  any  alkaline  iodide.  Thirty  grains  of  iodine  and  , 
30  grs.  of  potassium  iodide  will  dissolve  in  one  drm.  of  distilled 
water.  The  metalloid  itself  is  of  less  photographic  use  than  its 
compounds. 

Iridescent  Heliochromy.  See  Photography  in  Natural 
Colours. 

Iridescent  Stain.    See  Fog. 

Iris  Diaphragm,    See  Diaphragm. 

Iron,  Ammonio-Citrate  of  (Ger.,  Citronensaures  Eisenoxy- 
dantmon ;  Fr.,  Ammonio-citrate  de  fer,  Citrate  ammoniacal  de 
fer;  Ital.,  Citrato  di  ferro  ammoniacale).  Synonym :  Ferric 
Ammonium  Citrate.  Is  prepared  by  dissolving  ferric  hydrate 
in  citric  acid,  and  adding  liq.  ammonia  till  neutral.  It  should 
be  in  small  transparent  scales  of  a  deep  reddish-brown  colour. 
Solubility  :  i  in  O'J  parts  of  water. 

Iron,  Ammonio-Oxalate  of  (Ferric).  (NH4)3Fe(C304)3-  By 
dissolving  ferric  hydrate  in  acid  oxalate  of  ammonimn  solution, 
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Iron,  Ammouio-Sulphate  of  Iron,  Sulphate  of 

and  evaporating  greenish-white  crystals,  which  are  partially  re- 
duced by  light  to  a  ferrous  state.  Ninety  parts  are  soluble  in 
loo  parts  of  cold  water,  and  126  parts  in  100  of  boiling  water. 
Used  in  platinotype  and  blue-printing  processes. 

Iron,  Ammonio-Sulpliate  of  (Ger.,  SchwefelsHures  Eisen- 
oxydulammon ;  Fr.,  Sulfate  ferreux  ammoniacal ;  Ital.,  Solfato 
di  protossido  di  ferro  e  d'ammontaca).  Fe(NHj)22S046Hj50  = 
392.  A  double  salt  of  iron  and  ammonium,  proposed  as  a  sub- 
stitute for  ferrous  sulphate ;  but  its  action  is  much  feebler, 
though  the  salt  and  its  solution  are  more  stable.  One  ounce  of 
ferrous  sulphate  is  equal  to  l^  ozs  of  the  double  salt.  Solubility : 
about  I  in  6  of  cold  water ;  insoluble  in  alcohol.  Was  frequently 
used  for  developing  wet  collodion  plates. 

Iron,  Oxalate  (Ferric)  (Ger.,  Oxalsdures  Eisenoxyd,  Fer- 
ridoxalat ;  Fr.,  Oxalate  ferrique;  Ital.,  Ossalato  di  perossido 
di  ferro).  Ye^iCfi^^.  Obtained  by  precipitation,  and  nearly 
insoluble  in  water.     Soluble  in  oxalic  acid  and  alkaline  oxalates. 

Iron,  Oxalate  of  (Ferrous)  (Ger.,  Eisenoxalat;  Fr.,  Oxalate 
ferreux;  lta\..,  Ossalato  fertico).  FeCjO^.  Prepared  by  decom- 
position of  sulphate  of  iron  with  oxalic  acid.  It  is  but  rarely  used 
dry,  being  generally  prepared  as  wanted  in  solution  by  double 
decomposition  by  adding  solution  of  sulphate  of  iron  to  solution 
of  oxalate  of  potash.  (See  Developer.)  It  is  sparingly  soluble 
in  water,  more  soluble  in  any  solution  of  alkaline  oxalate.  It 
is  the  developing  agent  of  the  ferrous-oxalate  developer. 

Iron,  Per  chloride  of  (Ger.,  Ferrichlorid,  Eisenchlorid ;  Fr., 
Perchlorure  de  fer,  Chlorure  ferrique;  Ital.,  Cloruro  ferrico). 
FejCle.  Synonym  :  Ferric  Chloride.  Prepared  by  passing 
chlorine  over  hot  iron  filings,  when  the  ferric  chloride  distils 
over.  It  can  also  be  made  by  dissolving  iron  wire  in  hydro- 
chloric acid,  adding  nitric  acid,  and  heating  till  the  ferrous 
chloride  first  formed  is  converted  into  ferric.  It  occurs  in 
yellowish-red  opaque  masses,  which  are  very  deliquescent. 
Solubility.  160  per  cent  in  cold  water;  soluble  also  in  alcohol 
and  ether.  It  is  used  for  the  reduction  of  negatives,  for  cyano- 
type  paper,  also  for  etching  copper  and  zinc. 

Iron  Sulphate  of  (Ger.,  Eisenvitriol,  Schwefelsaures 
Eisenoxydul;    Fr.,  Sulfate  ferreux;    ItaL,.  Salfatp,  i&  ferro), 
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FeS047H20  =  278.  Synonyms:  Ferrous  Sulphate,  Protosulphate 
of  Iron,  Copperas,  Green  Vitriol.  The  crystals  should  be  of  a 
bluish-green  colour,  free  from  any  adherent  brownish  rusty 
powder,  which  is  caused  by  the  action  of  the  oxygen  of  the  air, 
the  product  being  an  oxy-sulphate :  to  this  action  is  also  due 
the  deteriorations  of  solutions  of  this  salt.  When  this  change 
in  colour  of  a  solution  is  noticed,  it  should  be  rejected  and  fresh 
solution  used.  Solubility:  i  in  i '5  of  water;  insoluble  in  alcohol 
and  ether. 

Isinglass.  A  crude  gelatine,  obtained  from  the  swimming 
bladder  or  sound  of  the  sturgeon.  The  finest  is  exported  from 
Russia.  Manufactured  gelatines  are  generally  preferred  for 
photographic  purposes. 

Isochromatic,  Orthochromatic,  or  Orthostiagraphic 
Photography  {ta-os,  equal ;  p^pwjtiaTiKor,  coloured  or  suited  for 
colour;  dpdos,  in  sense  of  exact;  o-Kiaypac^eo),  I  sketch  or  paint 
in  light  or  shade).  These  terms  are  used  to  distinguish  that 
branch  of  photography  which  attempts  to  render  in  correct  or 
more  truthful  gradations  the  colours  as  seen  by  the  human  eye. 
The  merest  tyro  is  too  soon  aware  that  the  sensitive  salts  of 
silver  are  incapable  of  translating  colours  into  correct  mono- 
chrome as  seen  by  the  human  eye.  Thus  a  bright  yellow 
sunflower  or  skein  of  yellow  wool  is  reproduced  by  photo- 
graphy as  black,  and  many  shades  of  blue"  are,  though  visually 
dark  reproduced  as  nearly  white.  In  the  article  upon  the 
Spectrum  {g'.v.}  it  will  be  seen  that  a  ray  of  white  light  is  split 
up  into  its  various  constituent  rays  of  different  colours  :  the 
brightest  of  these  colours  to  the  human  eye  is  yellow,  and  then 
orange;  two  colours  which  are  reproduced  by  black.  As  the 
question  of  colour  is  so  closely  connected  with  this  subject,  a 
brief  consideration  of  colour  will  not  be  out  of  place.  No  sub- 
stance known  possesses  any  colour  of  itself.  Colour  is  caused 
solely  by  the  action  of  the  substance  on  the  light  which  falls  upon 
it.  Natural  bodies  possess  the  power  of  absorbing  the  light  which 
enters  them,  and  they  have  this  power  in  a  selective  manner; 
that  is,  some  objects  select  and  absorb  certain  of  the  coloured 
rays  and  reflect  others.  When  all  the  light  is  wholly  absorbed, 
the  substance  appears  black ;  but  when  all  the  rays  of  light  are 
equally  but  not   entirely  absorbed,  grey  is  the   resultant   tint, 
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Colour,  therefore,  is  due  to  the  absorption  or  extinction  of 
certain  of  the  coloured  rays  of  white  light  within  the  object,  and 
the  remaining  rays  are  reflected  to  the  eye,  imparting  to  that 
object  its  characteristic  colour.  It  must,  however,  be  borne  in 
mind,  that  all  objects,  irrespective  of  colour,  reflect  white  light 
when  illuminated  by  white  light.  An  engraver,  when  translating 
into  monochrome  any  coloured  objects,  gives  not  only  a  correct 
form,  but  also  a  correct  idea  of  colour,  by  giving  varying  depths 
of  deposit  of  the  pigment  used,  so  as  to  give  to  the  eye,  were  a 
gamut  of  colours  engraved,  a  steadily  increasing  depth  of  tint 
from  absolute  white  to  deepest  black,  so  that  each  tint  or  colour 
receives  its  quantum  of  deposit  that  will  accord  to  some  extent 
at  least  with  the  colours  as  they  affect  the  human  eye.  In 
the  diagram,  fig.  67,  are  shown  what  are  called  the  primary 
colours  of  the  spectrum,  traversed  by  numerous  dark  lines, 
which  are  called  Fraunhofer's  lines,  after  their  discoverer.  To 
give  an  idea  of  the  relative  luminosity  of  colours  to  the  human 
eye,  the  following  diagram  has  been  prepared,  from  which  it 
will  be  seen  that  the  greatest  luminosity  is  between  D  and  E, 
fig.  68,  or  in  the  yellow,  shading  off  rapidly  through  orange  on 
one  side  to  the  red,  and  through  yellowish-green  and  green  to 
the  violet  on  the  other.  In  fig.  69  is  given  the  curve  showing 
the  luminosity  of  colours  to  the  ordinary  photographic  dry  plate. 
Thus  it  will  be  seen  that  the  most  luminous  part  to  the  dry  plate 
or  photographic  retina  is  between  F  and  H,  and  practically  no 
luminosity  between  C  and  F,  where  the  greatest  visual  luminosity 
resides.  It  is  obvious,  therefore,  that  to  reproduce  colours  in  correct 
gradation  as  seen  by  the  human  eye,  we  must  in  some  way  exalt 
the  sensitiveness  of  the  ordinary  plate  to  green,  yellow,  orange, 
and  orange  red,  and  at  the  same  time  reduce  the  sensitiveness  to 
blue.  It  has  been  found  that  the  particles  of  silver  haloid  are 
.  most  sensitive  to  those  colours  which  they  absorb,  and  numerous 
experiments  have  been  undertaken  to  find  a  substance  which 
would  enable  the  silver  salt  to  absorb  the  whole  of  the  rays  in 
same  ratio  as  we  see  them  ;  but  this  has  been  found  so  far  to  be 
impossible,  and  although  means  have  been  discovered  to  render 
the  silver  salts  more  sensitive  to  the  less  refrangible  rays  between 
C  and  F,  which  are  most  luminous  to  the  eye,  yet  they  still 
remain  most  sensitive  to  the  blue  rays  about  G.  These  colours 
are  toned  down  or  robbed  of  some  of  their  actinic  value  by  being 
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filtered  through  coloured  media;  but  unfortunately  the  total 
.  sensitiveness  of  the.  whole  plate  is  lowered  in  consequence. 
Colonel  Waterhouse  was  the  first  to  suggest  the  application  of 
epsin,  one  of  the  coal-tar  dyes.  Numerous  other  experimental- 
ists, such  as  Abney,  Carey  Lea,  Eder,  Vogel,  and  Bothamley 
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Fig.  70- 


continued  the  researches  in  this  direction.  For  information  on 
this  point  the  reader  is  referred  to  Professor  Meldola's  interest- 
ing work  on  "The  Chemistry  of  Photography"  (p.  288,  et.  seq.). 
Vogel  was  the  first  to  formulate  a  workable  process  for  using 
eosine  dyes  in  1873,  but  his  researches  were  confined  to  the 
collodion  process.  In  1882,  Attout  Tailfer,  a  French  chemist, 
successfully   worked   a    process    for   the   gelatine   dry   plates. 
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Tailfer's  process  consists  of  the  use  of  eosin  or  erythrosin  in 
conjunction  with  ammonia,  and  the  same  may  be  added  to  the 
emulsion  at  the  moment  of  formation  of  the  sensitive  salt,  or  the 
previously  prepared  and  coated  plate  may  be  bathed  in  such  a 
solution  ;  and  these  plates  are  thereby  rendered  more  serisitive 
to  yellow  and  yellowish-green.  Dr.  Vogel  has  introduced  com- 
mercially a  process  in  which  "  azaline  "  is  used,  and  this  is  said 
to  be  a  mixture  of  quinoline  blue  (cyanin)  and  quinoline  red,  by 
means  of  which  the  sensitiveness  is  still  further  increased  for  the 
orange,  orange-red,  and  red  rays.  The  chart  of  curves,  fig.  70,  is 
taken  from  Meldola's  work  mentioned  above,  and  is  constructed 
from  results  given  byBothamley  and  Abney,  and  it  shows  the 
relative  sensitiveness  of  the  film  dyed  with  various  colouring 
matters.  (l)  Violet  dyes;  (2)  green  dyes  ;  (3)  iodine  green  ;  (4) 
cyanin;  (5)  eosin;  (6)  ammoniacal  rose,  Bengal;  (7)  coerulein ; 
(8)  chrysaniline  ;  (9)  eosin  on  chloride  of  silver ;  (10)  eosin  and 
cyanin  mixed ;  (11)  erythrosin  on  iodide  of  silver  and  nitrate  of 
silver;  (12)  erythrosin  on  bromide  of  silver;  (13)  erythrosin  on 
chloride  of  silver ;  (14)  cyanin  on  chloride  of  silver.  Where  the 
haloid  is  not  specified  bromide  of  silver  has  been  used.  It  will 
be  seen  by  an  examination  of  the  above  chart  that,  although  the 
sensitiveness  of  the  haloid  salts  is  increased  towards  the  less 
refrangible  rays  beyond  E  in  the  yellow  and  red,  yet  the 
greatest  sensitiveness  is  still  in  G  and  H  in  the  blue ;  therefore, 
to  obviate  this,  a  coloured  screen  is  used,  usually  of  glass  of  a 
more  or  less  deep  tint  of  yellow,  which  was  first  suggested  by 
Sir  William  Crookes,  a  pioneer  of  eminence,  long  before  any 
iso-  or  ortho-chromatic  process  was  thought  of.  The  glass 
screens  may  be  used  either  in  front  of  the  lens,  between  the 
combinations  of  a  doublet,  or  behind  the  lens  ;  and  it  should 
be  of  absolutely  plain  glass,  with  parallel  surfaces,  so  as  not  to 
interfere  with  the  definition  of  the  lens ;  or  a  really  serviceable 
makeshift  may  be  made  according  to  the  plan  proposed  by 
Engler,  in  which  glass  plates  are  first  of  all  waxed,  and  then 
polished  and  coated  with  a  plain  collodion,  as  free  from  structure 
as  possible,  and  when  thoroughly  dry  are  coated  with  gelatine, 
stained  to  the  desired  tint  with  aurantia  or  Manchester  yellow. 
For  general  use  a  good  lemon  tint  should  be  made.  When 
thoroughly  dry  the  gelatine  film  may  be  stripped  from  the  glass 
and  cut  into  pieces,  and  enclosed  between  small  brass  plates  or 
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cardboard,  cut  in  the  form  of  the  ordinary  diaphragm,  in  place  of 
which  it  is  used.  In  working  iso-  or  ortho-chromatic  plates 
extreme  caution  should  be  exercised  as  to  the  illumination  of  the 
dark-room  ;  as  little  hght  as  possible,  and  that  of  only  a  deep 
ruby,  should  be  used,  and  the  plate  should  be  covered  as  far  as 
possible  during  development.  No  special  developers  are  required 
as  the  plates  will  work  with  any  ordinary  developer,  whether 
pyro,' quinol,  or  ferrous  oxalate.  Their  sensitiveness  to  white 
light  is  generally  about  the  same  as  other  plates,  and  when  used 
with  a  yellow  screen  require  from  three  to  ten  times  the  ordinary 
exposures,  according  to  the  depth  of  tint.  The  value  of  colour- 
sensitive  plates  is  seen  in  the  better  rendering  of  foliage,  distance 
clouds,  and  water,  and  in  portraiture  in  the  suppression  to  a  great 
extent  of  freckles,  and  the  truer  rendering  of  light  or  golden  hair. 
For  copying  pictures  or  coloured  objects  of  any  kind  these 
plates  are  now  universally  used,  and  are  also  of  great  benefit  in 
photomicrography.  The  following  are  the  formulae  for  the  princi- 
pal baths  for  sensitising  ready-prepared  plates : — 

Bothamley's  Process. 

Solution  of  erythrosin  (i  in  i,ooo)         ...  i  to  2  parts. 

Ammonia  (10  per  cent.) i  part. 

Water  8  parts. 

Dust  the  plate,  and  immerse  for  two  or  three  minutes.  Allow 
to  drain  on  blotting  paper,  and  dry  in  the  dark.  The  conclusions 
drawn  from  a  series  of  experiments,  and  given  by  Mr.  Bothamley 
at  the  Photographic  Convention,  1889,  were:  "(i)  Alcohol  up  to 
10  per  cent,  has  no  influence  whatever,  and  may  be  dispensed 
with  where  the  dye  is  soluble  in  water.  Alcohol  in  larger  pro- 
portion produces  a  distinct  decrease  in  sensitiveness.  (2)  With 
a  concentration  of  the  dye  up  to  i  in  5,000,  the  washing  after 
immersion  is  totally  unnecessary.  (3)  A  preliminary  bath  may 
be  omitted." 

Vogel's  Formula. 

Azaline  solution  (see  p.  62)  ...         ...  i  oz. 

Distilled  water         3j  ozs. 

Alcohol  or  methylated  spirit  4  drms. 

Liquid  ammonia      ...         ...         ...         ...  i  drm. 

Dust  the  plates,  and  immerse  for  one  minute ;  rock  during 
immersion.     Drain  on  blotting  paper,  and  dry  in  the  dark. 
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Schumann's  Cyanin  Bath. 

Soak  the  plate  in  i  or  2  per  cent,  of  ammonia  solution  for  two  or 
three  minutes ;  then  immerse  in — 

Alcoholic  solution  of  cyanin  (i  in  500)    ...  168  mins. 

Ammonia       ...         68     „ 

Alcohol  168     „ 

Distilled  water         ...         ...         7  ozs. 

for  not  more  than  100  seconds,  drain  and  dry. 

Bothamley's  Sensitiser  for  Pictures. 

Solution  of  rose  Bengal  (i  in  1,000)        ...  10  parts. 

Solution  of  cyanin  (i  in  2,000)      10    ,, 

Solution  of  erythrosin  ( I  in  2,000)  ...  10    „ 

made  alkaline  with  i  per  cent,  of  ammonia.  These  are  the 
principal  baths,  aifd  from  these  others  may  be  used,  which  may 
be  made  on  the  above  lines.  Mr.  F.  E.  Ives  made  numerous  and 
early  experiments  on  the  colour  sensitising  of  coUodio-bromide, 
and  found  that  the  best  results  were  obtained  by  flowing  over 
the  coated  plate,  -as  soon  as  the  collodion  has  set,  a  strong 
alcoholic  solution  of  chlorophyll,  obtained  by  digesting  blue 
myrtle  or  the  periwinkle  (vinca  major)  leaves  in  alcohol,  then 
immersing  the  plates  in  water  strongly  tinted  with  blue  shade 
eosin,  and  drying.  This  process  is  said  to  render  the  plate 
sensitive  for  the  whole  range  of  the  spectrum. 

Isotype.  A  term  applied  to  a  certain  method  of  using  a 
doubly  perforated  diaphragm  with  the  screen  (see  Fish  Glue 
Process)  in  process  work. 

IT.  Captain  Abney  proposes  the  term  "  IT  "  (initials  of  in- 
tensity and  time)  as  an  expression  of  the  unit  of  exposure.  (See 
The  Amateur  Photographer,  October  23rd,  1896,  p.  339.) 

Ivory.  The  teeth  and  tusks  of  the  elephant  and  walrus. 
Photographs  can  be  obtained  on  ivory  by  coating  with  an 
emulsion  or  by  transfer  as  in  the  carbon  process.  Various  arti- 
ficial substitutes  have  been  used,  such  as  insoluble  gelatine  or 
celluloid  containing  a  white  pigment. 

Ivory  Black.  Made  by  calcining  ivory  in  close  crucibles 
used  as  an  ingredient  for  black  varnish  and  a  pigment. 
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Ivorytype,  or  Eburneum  Process.  Terms  which  have  been 
applied  to  several  photographic  processes  in  which  the  positive 
or  print  is  on  a  surface  resembling  ivory.  According  to  the 
method  of  Mr.  Burgess,  a  carbon  or  collodion  transparency  was 
produced  upon  a  plate  of  waxed  glass,  and  the  glass  being 
levelled  with  the  positive  uppermost,  the  following  mixture  was 
poured  on: — Gelatine  5  ozs.  in  20  ozs.  of  water;  melt  and  stir 
in  I  oz.  of  zinc  white  and  |  oz.  of  glycerine.  When  the  gela- 
tinous film  is  dry  the  edges  can  be  cut  round  with  a  knife,  and 
the  whole  stripped  from  the  glass. 

Japan  Varnish.    See  Varnish. 

Kaleidoscopic  Photography.    See  Polypose. 

Kallitype.  A  printing  process  invented  by  Mr.  W.  W.  Nicol, 
the  principle  of  which  is  that  ferric  salts  are  reduced  by  light  to 
ferrous,  and  in  this  condition  can  reduce  to  the  metallic  state  a 
soluble  silver  salt.  The  paper  is  first  sized,  then  coated  with 
either  of  the  following  solutions,  which  contains 

Sodio-citrate  of  iron  solution         ...       30  per  cent. 

Neutral  potassium  oxalate 5    ,,       „ 

The  sodium  salt  can  be  replaced  by  the  ammonium  or  potassium 
salts,  or  by  the  tartrate  salt,  or  by  mixtures  of  these  compounds. 
The  paper  is  printed  in  the  same  way  as  platinotype,  and 
developed  for  bluish  tones  on  a  solution  containing 

Potassium  oxalate    ...         ...         ...       20  per  cent. 

Silver  nitrate  1-5    ,,       „ 

to  which  sufficient  ammonia  is  added  to  dissolve  the  precipitate 
first  formed.     For  neutral  black  tones  a  solution  containing 

Potassium  oxalate ...       10  per  cent. 

Silver  nitrate 1-5    ,,       „ 

and  ammonia  is  used.     For  sepia  tones  a  solution  containing 

Borax ...         7  per  cent. 

Silver  nitrate 1-5    ,,      „ 

Ammonia  as  above,  is  used.  Good  results  may  also  be  obtained 
by  sensitising  with 

Ferric  oxalate  ...         ...         ...         5  per  cent. 

Ferric  tartrate  5     „       „ 

Oxalic  or  tartaric  acid         i     ,,       „ 
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For  developing  this,  eitlier   of  tlie  two  following  solutions  is 
used: — 


Potassium  citrate 15  per  cent. 

Sodium  acetate        10    „       „ 

Silver,  nitrate  1-5    „       „ 

Ammonia  to  dissolve  the  precipitate  first  formed. 

Potassium  citrate     ...         15  per  cent. 

Potassium  oxalate 10    „       „ 

Silver  nitrate  i'5    „       ,, 

Ammonia  as  above.  After  development  the  prints  should  be 
placed  in  a  clearing  bath  of  a  20  per  cent,  solution  of  citrate  or 
tartrate  of  potassium,  sodium  or  ammonium  rendered  alkaline  by 
liquid  ammonia.  If  greater  contrasts  are  desired,  2  to  10  parts 
of  a  5  per  cent,  solution  of  potassium  bichromate  should  be  added 
to  every  looo  parts  of  the  developer.  A  modification  of  the 
process  was  published  later,  in  which  the  silver  was  incorporated 
with  the  sensitising  solution,  and  applied  to  the  paper,  the  solu- 
tion being  a  mixture  of  ferric  oxalate,  ferric  tartrate,  oxalate  and 
nitrate  of  silver,  and  free  nitric  acid.  The  prints  were  developed 
on  the  following  solutions  : — 

For  Black  Tones. 


Rochelle  salts          

10  parts. 

Borax 

...       10     „ 

Water            

...     200     „ 

For  Purple  Tones. 

Rochelle  salts          

10  parts. 

Borax 

...     2-5    „ 

Water            

...     100    „ 

For  Sepia  Tones. 

Rochelle  salts          

5  parts. 

Borax 

...    175  part. 

Water            

...     100  parts. 

Hydrochloric  acid 

...     a  few  drops. 

To  the  developers  a  few  drops  of  a  dilute  solution  of  potassium 
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bichromate  were  added  to  keep  the  prints  clean,  and  to  increase 
contrasts ;  after  development,  they  were  immersed  in  a  solution  of 

Rochelle  salts  lo  parts. 

Water  loo    „ 

and  then  in 

Water  80  parts. 

Ammonia      i  part. 

and  subsequently  washed-and  dried. 

Eammatograph,    See  Cinematograph. 

Kaolin,  Synonym :  China  Clay.  A  very  fine  hydrous 
silicate  of  alumina,  containing  about  14  per  cent,  of  water.  It 
is  a  decomposition  product  from  natural  decay  of  felspar.  It 
was  used  in  the  wet  process  as  a  purifier  of  the  silver  bath.  ' 

Eata-Fositive.  A  term  occasionally  used  to  distinguish  a 
positive  on  an  opaque  base  from  a  diapositive  or  transparency. 

Kinetoscope,  Kinematograph.    See  Zoetrope. 

Kite  Photograpliy.  M.  Batut  has  obtained  photographs  by 
means  of  a  small  camera  attached  to  a  kite ;  his  arrangements 
being  described  in  his  book  La  Photographic  Aerienne  par 
Cerf-Volanl,  published  by  Messrs.  Gauthier-Villars,  of  Paris. 

Kodak.  A  name  applied  by  the  Eastman  Company  to  their 
hand-cameras. 

Kromskop,  Kromogram.  Mr.  Ives's  Kromskop  is  a  device 
for  seeing  simultaneously  the  system  of  three  transparencies 
(this  triplet  being  called  the  Kromogram),  each  transparency 
being  backed  by  a  screen  of  suitable  tint.  (See  Photography 
N  Natural  Colours.) 

Lac.  A  hard  resin  resulting  from  a  morbid  vegetable  growth, 
and  largely  imported  from  India.  The  brown  lac  occurs  in 
scales  (shellac)  and  nodular  masses  (button  lac),  and  should  be 
used  in  all  cases  where  its  colour  is  not  prohibitive,  as  the  com- 
mercial bleached  lac  is  often  very  much  deteriorated.  When 
bleached  lae  is  used  it  should  be  obtained  quite  fresh.  When 
old  and  easily  brittle  it  is  valueless.     (See  Varmish,) 
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Lamp  for  Dark  Room  Lead,  Acetate  of 

Lamp  for  Dark  Room.  All  lamps  should  be  fitted  with  one 
or  more  screens  of  ruby  or  orange  glass,  so  as  to  decrease  or 
increase  the  light  as  desired.  Every  amateur  should  comprise 
amongst  his  travelling  paraphernalia  one  or  two  square  feet  of 
ruby  or  golden  fabric ;  by  means  of  this  a  lamp  may  be  im- 
provised from  an  ordinary  candle,  or  night-light,  or  a  Chinese 
lantern,  or  the  side  may  be  knocked  out  of  a  card-board  hat-box. 
The  author  has  before  now  changed  plates  when  away  from 
home  by  the  aid  of  this  little  piece  of  ruby  cloth  by  placing  a 
candle  in  the  empty  fire-grate,  and  the  ruby  cloth  over  the  bars. 
(See  Dark  Room.) 

LampMack,  The  very  light  form  of  carbon  produced  by 
burning  pitch,  resin,  or  any  other  smoky  substance  with  limited 
access  of  air,  and  collecting  the,  soot  formed. 

Landscape  Lens.    See  Lens. 

Lantern,  Magic,  Megalographic,  or  Optical.  See  Magic- 
Lantern. 

Lantern  Slides.  See  Line-drawings,  to  Copy  ;  Hydro- 
QuiNONE ;  Emulsion  ;  and  Albumen  Process  ;  also  see  De- 
velopment AND  Developers  for  general  instructions  as  to  the 
development  of  lantern  slide  transparencies  made  on  commercial 
plates. 

Lantemoscope.  An  instrument  for  viewing  lantern  slides, 
similar  to  the  Alethoscope  and  Pantoscope  {g.v.). 

Latent  Image.    See  Image,  Latent. 

Latent  Light.  Many  years  ago  Ni6pce  de  St.  Victor  found 
that  if  paper  saturated  with  nitrate  of  uranium  was  exposed  to 
sunlight  and  enclosed  in  an  opaque  tube  or  case  for  several 
months,  it  would  still  give  off  radiations  capable  of  affecting  a 
photographically  sensitive  surface.  Plain  white  paper  behaved 
somewhat  similarly.   (See  Luminous  Paint,  and  Radiography.) 

Lavender  Rays.  The  faintly  luminous  rays  at  the  extreme 
end  of  the  visible  spectrum  are  sometimes  so  called. 

Lead,  Acetate  of,  (Ger.,  EssigsUures  Blei;  Fr.,  Acetate  de 
plomb;  Ital.,  Acetato  di  piombd).  Pb(H3C20j)2,3HjO  =  379. 
Synonyms  :  Plumbic  Acetate,  Sugar  of  Lead.  Made  by  dissolving 
litharge  in  an  excess  of  acetic  acid  and  subsequent  purification 
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Lead,  Chromate  of  Leimtype 

and  crystallisation.  It  is  met  with  in  white  crystals  lusually 
massed  together,  and  has  an  intensely  sweet  taste,  and  a  faint 
smell  of  acetic  acid.  It  is  used  as  an  addition  to  some  combined 
toning  and  fixing  baths,  and  has  been  suggested  as  a  hypo- 
eliminator  but  the  benefit  is  doubtful.  Solubility ;  60  per  cent, 
in  cold  and  200  per  cent,  in  hot  water ;  1 2  per  cent,  in  alcohol ; 
insoluble  in  ether. 

Lead,  Chromate  of  (Ger.  \Bleichromat ;  Fr.,  Chromate  de 
plomb;  Ital.,  Cromato  di.piombd).  PbCrOj  =  323'5.  Prepared 
by  double  decomposition  of  lead,  acetate,  and  chromate  or 
bichromate  of  potassium.  It  is  a  yellow  insoluble  powder,  and 
is  only  used  as  colouring  matter  for  certain. dark-room  fabrics. 

Lead,  Nitrate  of  (Ger.,  Bleinitrat;  Fr.,  Azotate  de  plomb;  Ital., 
Azotato  di  piombo).  Pb(N03)2  =  331.  Synonym  :  Plumbic 
Nitrate.  Made  by  dissolving  litharge  or  white  lead  in  nitric  acid, 
evaporating  and  crystallising.  It  occurs  in  hard,  white,  opaque, 
octahedral  crystals.  It  is  used  in  Intensification  (y.w.)  and  as  a 
constituent  of  some  combined  toning  and  fixing  baths. 

Lead,  Toning  with.  A  solution  of  acetate  of  lead  has  been 
proposed  as  a  toning  bath  for  albumenised  and  gelatino-chloride 
papers.     The  following  formula  has  been  suggested : — 

Lead  acetate  or  nitrate       \oz. 

Sodium  hyposulphite  ...         4  ozs. 

Distilled  water         20   „ 

The  toning  action  in  any  bath  of  this  character  is  due  to  the 
formation  of  sulphide  of  lead. 

Least  Circle  of  Aberration  is  the  smallest  possible  serction 
of  the  cone  of  rays  of  light  emergent  from  a  lens. 

Leimtype.  A  special  process  for  the  production  of  half-tone 
blocks  invented  by  Husnik  of  Prague.  A  film  of  bichromated 
gelatine  is  exposed,  then  mounted  by  the  exposed  side  on  a 
rigid  block,  and  developed  by  a  solvent.  The  printing  block  is 
therefore  somewhat  similar  in  nature  to  a  carbon  print,  having 
a  specially  high  relief.  The  screen  may  be  used  to  give  a  print- 
ing grain.    (See  Carbon  Printing,  Fish  Glue  Process,  and 

WOODBURYTYPE.) 
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Lens  (Lat.  lens,  a  small  bean  or  lentil).  An  optical  term  given 
to  discs  of  glass  bounded  generally  by  two  spherical  surfaces,  or 
by  a  plane  and  a  spherical  surface.  Sometimes,  however,  the 
surfaces  are  cylindrical,  paraboloid,  or  hyperboloid.  Lenses  of 
a  kind  have  been  known  from  very  remote  antiquity,  and  Aristo- 
phanes (about  430  B.C.)  writes  of  the  transparent  crystal  (Xtflor 
8ia<f)avris)  then  used  as  a  burning-glass  to  light  fires.  Whether 
this  was  of  glass  or  of  natural  crystal  is  a  matter  of  conjecture. 
Spectacle  lenses  are  mentioned  by  Giordano  da  Rivalto  in  1305,. 
as  having  been  invented  only  "  twenty  years  ago."  This  will  fix 
the  date  at  1285J  when  they  were  constructed  by  Salvino  d'Armati, 
a  Florentine.  Alessandro  della  Spina,  having  seen  some  of 
Armati's  spectacles,  made  some  for  himself,  and  published  the 
method  of  manufacture.  The  manufacture  was  long  almost  con- 
fined to  Italy,  Sir  Christopher  Wren  being  one  of  the  first  to 
make  satisfactory  lenses  in  this  country.  In  past  times  all 
lenses  were  made  of  crown  or  flint  glass,  the  former  being  free 
from,  and  the  latter  containing,  lead,  the  flint  being  slightly  more 
refractive  than  the  crown ;  but  since  the  introduction  of  the  Jena 
glasses  (see  Glass)  many  of  the  optical  glasses  in  use  can 
neither  be  called  flint  nor  crown.  The  sectional  forms  of  the 
chief  lenses  are  here  given : — 


Fig.  71. — fl,  double-convex ;  b,  plano-convex  ;  c,  concavo-convex,  or  converging 
meniscus ;  d,  double-concave  ;  e,  plano-concave  ;  /,  divergent  meniscus. 
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The  first  three,  a,  b,  c,  which  are  thicker  at  the  centre  than  at 
the  margins,  are  convergent  or  positive ;  and  the  second  three, 
d,  e,f,  are  divergent  or  negative.  All  lenses  may,  for  theoretical 
purposes,  be  regarded  as  formed  by  the  union  of  prisms,  and 
therefore  have  to  a  great  extent  the  properties  of  prisms.  Fig.  72 
will  show  the  way  in  which  the  prisms  are  united  to  form  a  bi- 
convex lens,  and  the  concentration  of  the  rays  of  light  by  such 


Fig.  72. 

prisms  or  lens.  Fig.  73  is  the  representation  of  the  prisms  form- 
ing a  double-concave,  and  the  divergent  action  of  such  prisms 
or  lens  upon  the  rays  of  light.  It  is  obvious  that  by  combining 
the  two  lenses  the  convergent  or  positive  action  of  the  one 
may  be  counteracted  by  the  divergent  or  negative  action  of  the 
other.  It  is  upon  these  principles  that  the  whole  of  the  modern 
lenses  are  calculated.     As  soon  as  it  was  announced  in  1830  by 


Fig.  73- 

Daguerre  and  Fox  Talbot  that  they  had  been  enabled  to  obtain  a 
comparatively  permanent  image  in  the  camera  obscura,  the  ability 
and  skill  of  mathematicians  and  opticians  were  brought  into  play 
to  produce  lenses  which  should  be  free  from  the  objections 
common  to  the  double-convex  lens,  which  was  that  generally 
used  in  the  camera  obscura  in  those  days.  The  single  lens  was 
replaced  by  the  achromatic  combination  of  the  telescope  (fig.  74). 
This  was  eventually  reversed,  and  the  plane  side  presented  to 
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the  object,  as-in  fig.  75.  Then  Wollaston's  meniscus  (fig.  76)  came 
to  be  recognised  as  a  means  of  extending  the  definition  ;  and  in 
1840,  Chevalier,  a  Paris  optician,  still  further  improved  it  by  a 
different  method  of  achromatising  the  lens.     But  in  the  following 


Fig-  74- 


Fig.  75. 


year,  through  the  agency  of  Voigtlander,  a  practical  optician,  a 
lens  designed  by  Professor  Petzval,  a  mathematician  of  Vienna, 
was  made  and  introduced  commercially  in  1841.  This  was  the 
portrait  lens ;  and  it  is  a  remarkable  fact  that  it  is  the  model  for 


Fig.  76. 


Fig.  77. 


L. 


the  finest  portrait  lenses  of  the  present  day.  The  above 
(fig.  T])  is  a  sketch  of  Petzval's  original  portrait  lens  :— The  dark 
shaded  parts  are  crown,  the  light  shaded  parts  are  flint  glass, 
and,  as  will  be  seen,  the  front  combination  exists  of  a  double- 
convex  crown  cemented  to  a  double-concave  flint,  and  the  back 
of  a  flint  concavo-convex  separated  from  a  double-convex  lens  of 
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crown  glass.     This  has  been  modified  (by  Dallmeyer,  by  Grubb, 
and  the  noted  American   optician  Morrison  ;   but   all   are  con- 


r 


Fig.  78. 


Fig.  79. 


structed  on  the  principle  of  the  same  lens  (fig.  77).  Professor 
Petzval  calculated  at  the  same  time  a  landscape  lens  (fig.  78), 
which  was  not  introduced  commercially  till  1857 ;  and  an  English 


Fig.  80. 

optician,  in  1858,  having  suggested  a  lens  with  a  concave  glass 
in  place  of  the  diaphragm  to  lengthen  the  focus  and  flatten 
the   field,    Dallmeyer   introduced   his   famous    triplet  (fig.   79), 
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which  was  much  used  and  admired.  Single  lenses  were  first 
of  all  of  the  kind  shown  in  fig.  75,  with  which  extremely  small 
diaphragms  are  necessary  to  reduce  spherical  aberration.  This 
was  improved  on  by  Grubb,  and  his  lens  is  shown  in  iig.  80. 


'Fig.  81. 


Fig.  82. 


A  crown-glass  lens  of  meniscus  form  is  presented  to  the 
object,  and  is  cemented  to  a  flint  meniscus.  This  gave  a  much 
flatter  field,  and  spherical  aberration  was  much  reduced,  allow- 
ing the  use  of  larger  diaphragms.  Dallmeyer  introduced  his 
single  lens  (fig.  81),  which  consists  of  a  negative  flint  enclosed 


Fig.  83. 


Fig.  84. 


between  two  positive  crown-glass  lenses.  This  enabled  a  much 
larger  aperture  to  be  employed,  and  eliminated  spherical  aber- 
ration. Marginal  definition  and  flatness  of  field  were  both 
improved.  To  obviate  distortion,  many  doublet  lenses  were 
introduced,   that   of  Mr.    Ross  being  shown   in   fig.   82.     This 
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instrument  possesses  a  wide  angle,  giving  splendid  definition 
In  all  doublets  the  diaphragm  being  placed  between  the  combina- 
tions, the  distortion  of  the  one  is  cured  by  the  distortion  of  the 
other.     In    i860  Harrison  of  New  York  introduced   his  globe 

r 


Fig.  8s,  Fig.  86. 

lens  (fig.  83),  which  had  an  extremely  wide  angle,  but  which,  from 
too  close  an  adherence  to  the  globe  form,  gave  a  flare.  Busch 
improved  upon  this  with  the  pantoscope  (fig.  84),  and  Dallmeyer 
introduced  his  wide-angle  rectilinear  (fig.  85).     Steinheil  intro- 


Fig.  87. 

duced  what  he  called  his  periscopic  lens  (fig.  86),  which  consists 
of  two  uncorrected  meniscus  lenses  of  crown  glass ;  and  chro- 
matic aberration  not  being  eliminated,  the  focussing  screen  had 
to  be  brought  nearer  to  the  lens  after  focussing  and  before 
exposing,  by  tV  of  the  focal  length  of  lens.     Mr.  Sutton's  panora- 
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mic  lens  (fig.  87)  consisted  of  two  concavo-convex  lenses,  with 
spherical  curvatures  and  a  hollow  space  between  filled  with 
water.     This  possessed  a  wide  angle,  and  gave  no,  or  practically 


Fig. 


Fig.  8g. 


no,  spherical  or  chromatic  aberration,  but  from  its  peculiar  con- 
struction, and  the  necessity  of  using  curved  plates,  it  has  never 


Fig.  90. 

come  into  general  use.     In  figs.  88,  89,  and  90  are  shown  lenses 
by  Steinheil,  fig.  88  being  an  aplanatic  rapid  rectilinear,  and  figs. 


Fig.  91. 


Fig.  92. 


89  and  go  wide-angle  aplanats,  some  of  the  finest  lenses  of  the 
day;  and  in  figs.  91  and  92  are  shown  two  more  of  Steinheil's 
lenses,  which  work  at//2-5.  No.  91  being  for  groups.  No.  92  for 
portraits.  Mr.  Dallmeyer  has  introduced  a  rectilinear  or  non- 
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distorting  single  lens,  which  works  at  a  large  aperture,  which  is 
free  from  distortion,  without  astigmatism,  and  has  a  very  flat  field 
(fig.  93).  During  the  last  few  years  great  advances  have  been 
made,  and  new  forms  of  lenses  have  been  introduced,  in  the 
majority  of  which   the   optical   glass   manufactured  at  Jena  is 


Fig.  93- 

employed.  Messrs.  Swift  &  Sons'  lenses  include  fig..  94,  a  uni- 
versal paragon  lens  working  at  U.S.  No.  2  or//5-65,  and  fig.  95, 
Swift's  portrait  paragon,  a  symmetrical  lens,  working  at  U.S.  No.  I, 
0T/I4.  E.  Suter  of  Basle  has  a  series  of  aplanatic  lenses,  which 
work  at  U.S.  No.  2,  and  also  a  very  fine  lens  of  the  symmetrical 


Y 


Fig.  94. 


type,  manufactured  of  the  new  glass,  which  works  at  No.  2  U.S.,  or 
//5'5-  With  these  the  flatness  of  field  is  much  increased,  the 
angle  of  sharpness  being  about  60°.  He  has  also  introduced  a  new 
wide-angle  aplanat,  which  has  an  effective  aperture  oi  //12  for  an 
angle  of  60°,  and  //16  and .7722  up  to  90°,  this  being  illustrated'by 
fig   96.     The  field  of  this  lens  is  very  flat,,  and  the  front  lens 
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may  be  used  as  a  single  landscape  by  unscrewing  the  same, 
and  screwing  into  the  place  of  the  back  lens.     The  front  coqibir 
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Fig.  95- 


nation  is  of  Jena  flint  combined  with  crown  glass,  and  of  great 
curvature,  whilst  the  back  glass  is  of  much  less  power.  Messrs. 
Taylor,  Taylor  &  Hobson,  Wray  &  Swift  have  introduced  special 


lenses,  which,  in  the  smaller  sizes,  work  at  //S'6  for  detective 
cameras,  although  any  of  the  above  lenses  of  sufBciently  short 
/ocus  would  answer  well.     Messrs.  Perken,  Son,   &  Rayment 
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have  issued  a  new  wide-angle  euryscope,  working  at  //9'5  ; 
and  Messrs.  Voigtlander  &  Son  have  introduced  two  new  wide- 
angle  lenses,  the  one  a  landscape,  composed  of  a  bi-convex 
crown  cemented  to  a  bi-concave  lens.  Both  glasses,  of  the  new 
Jena  material,  are  extremely  light,  and  of  little  dispersive  power, 
in  great  disproportion  to  the  index  of  refraction ;  thus  the  bi- 
concave lens,  which  is  usually  a  flint,  is  more  like  a  crown  glass 
lens.  It  subtends  an  angle  of  76°,  has  an  exceedingly  flat 
field,   and   distortion  of  the   marginal    lines    is   reduced    to    a 


>/ 


Fig.  97- 


minimum  ;  working  aperture,  fli6.  The  other  lens  is  a  new 
wide-angle  euryscope,  which  works  aty76  (approx.),  and  includes 
an  angle  of  80°.  This  also  is  constructed  of  the  new  glass. 
From  its  large  aperture  and  short  focus  it  is  eminently  suited  for 
group  work  in  confined  situations,  and  for  instantaneous  or  hand 
cameras.  In  1889  Ross  &  Co.  obtained  a  patent  for  a  new  form 
of  lens,  which  they  called  the  "  Concentric,"  from  the  fact  that 
the  internal  and  external  surfaces  of  each  combination  were  struck 
from  a  common  centre,  as  shown  in  fig.  97.  It  will  be  seen  that 
these  lenses  are  practically  what  would  with  the  old  glasses  be 
negative  lenses — that  is,  they  are  thinner  in  the  middle  than  at 
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the  margins ;  but  by  the  use  of  particular  kinds  of  Jena  glass  the 
manufacture  of  such  combinations  with  a  positive  focus  was 
rendered  possible.  The  advantage  of  these  lenses  lies  in  the  fact 
that  they  are  free  from  chromatic  aberration  and  astigmatism ; 
and-  a  lens  the  focus  of  which  is  one-third  less  than  the  longer 
base  line  of  the  plate  covers  that  plate  sharply  with  fli<).  Some 
of  the  lenses  are  made  to  work  si  f jib,  and  at  this  aperture  they 
give  a  uniform  softness  of  definition,  arising  from  spherical 
aberration.  The  only  disadvantage  is  that  focussing  must  be 
done  with  the  aperture  which  is  to  be  used  for  exposing. 
These  lenses  possess  a  flatness  of  field  which  is  very  remark- 


Fig.  98. 


able.  Zeiss  of  Jena  has  introduced  several  new  forms  of 
lenses,  all  constructed  of  Jena  glass,  and  possessing  a.  freedom 
from  astigmatism  and  chromatic  aberration  quite  remarkable. 
Among  the  recent  introductions  of  Mr.  Dallmeyer  may  be 
mentioned  _the  telephotographic  lens,  which  is  an  adaptation  ot 
the  principle  of  the  Galilean  telescope,  so  that  a  short  camera 
may  be  used  with  what  is  virtually  a  lens  of  long  focus  ;  a  new 
power  being  thus  placed  in  the  hands  of  the  tourist  wishing  to 
secure  a  large  rendering  of  distant  objects — architectural  detail 
for  instance.  (See  Adon  ;  also  Animals,  Photographing.)  A 
special  negative  lens,  corrected  for  colour  and  correspond- 
"  ing  to  the  concave  eye-piece  of  the  Galilean  telescope,  is 
set  at  a   determinate  distance   between    an   ordinary   objective 

437 


Lens 

and  the  sensitive  plate,  and  Mr.  Dallmeyer  supplies  these 
negative  lenses  so  as  to  work  either  with  ordinary  doublets  or 
portrait  lenses — thus  it  does  not  become  necessary  for  the 
tourist,  in  all  cases,  to  take  with  him  a  complete  telephotographic 
combination  in  addition  to  his  ordinary  lenses.  For  securing 
instantaneous  pictures  of  distant  or  shy  animals,  however,  it  is 
very  desirable  to  use  the  telephotographic  system  in  which  a 
portrait  lens  is  the  positive  combination ;  and  with  this  some 
very  remarkable  pictures  of  birds  and  other  easily  frightened 
animals  have  been  secured.  The  Dallmeyer  "  Stigmatic  "  lens 
(fig.  98)  is  a  portrait  combination,  which  appears  to  have  all  the 
advantages,  and  perhaps  more,  than  the  older  construction  to 
which  the  astigmatic  corrector  is  adapted.  At  the  full  aperture, 
_/"/4,  spherical  aberration  is  as  perfectly  corrected  as  in  the  best 
portrait  lenses  of  the  old  or  Petzval  type,  and  a  flat  field  is 
obtained  with  a  mere  trace  of  astigmatism  ;  at  the  same  time  it 
includes  an  angle  of  60°.  The  above  statement  will  show  how 
well  the  new  lens  is  adapted  for  astronomical  work  or  portraiture, 
and  the  construction  of  such  a  lens  must  be  considered  one  of 
the  optical  triumphs  of  the  time ;  but  perhaps  one  which  will 
be  more  appreciated  by  the  astronomical  photographer  than  the 
ordinary  amateur  or  tourist,  to  whom  a  lens  working  at  ^74  has 
but  limited  uses,  owing  to  that  lack  of  depth  of  focus  which  is 
intrinsically  inherent  to  such  an  aperture ;  but  to  the  professional 
photographer,  or  one  wishing  to  obtain  studies  of  animal  life, 
the  stigmatic  lens  gives  new  powers.  The  defining  power  of  the 
stigmatic  lens  may  be  reduced  by  a  provision  for  disturbing 
the  correction  of  spherical  aberration,  in  which  case  it  gives  a 
uniform  softness  all  over  the  field.  The  above  remarks  apply 
especially  to  the  stigmatic  lens  in  its  original  form  and  working 
at//4;  but  quite  recently  Mr.  Dallmeyer  has  introduced  a  sim- 
plified and  portable  form  (fig.  99),  working  at  //6,  also  including 
a  wider  angle.  This  instrument  may  well  claim  to  be  a  uni- 
versal lens,  having  all  the  advantages  of  the  recent  stigmatic  and 
anastigmatic  forms,  together  with  greater  rapidity  than  most  of 
them.  The  freedom  from  spherical  aberration  makes  the  defining 
power  quite  independent  of  the  diaphragm,  and  there  is  no 
shifting  of  the  focus  on  altering  the  aperture.  The  angle  in- 
cluded is  about  85°  on  the  diagonal  of  plate,  and  this  most  recent 
introduction  should  prove  of  great  advantage  to  those  who  wish 
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to  have  one  instrument  which  is  eminently  adapted  for  all 
classes  of  work  from  portraiture  to  wide  angle.  Its  large  aper- 
ture, combined  with  its  other  special  qualities,  should  make  it 
useful  in  the  developments  of  process  work  in  which  special, 
"shaped,"  or  multiple  diaphragm  apertures  are  required.  An- 
other new  lens  made  by  Mr.  Dallmeyer — the  Dallmeyer-Bergheim 
lens — is  so  corrected  as  to  always  give  a  soft  focus ;  and,  more- 
over, its  construction  involves  the  principle  of  the  telephoto- 
graphic  lens,  and  the  focal  length  is  adjustable  within  certain 
limits.  New  lensts  of  the  doublet  type,  in  which  astigmatism  is 
very  perfectly  corrected,  are  the  Voigtlander  coUinear  lens,  the 
Zeiss  anastigmatic  lenses,  and  the  Goerz  anastigmat,  and  a  host  of 
others  based  on  similar  principles ;  many  of  these  "  new  "  anastig- 


Fig.  99. 

matics,  being  practically  identical  in  form.  The  Cooke  triplet  is 
another  recent  form,  but  of  a  different  character  and  construction. 
Lenses  with  an  Element  of  Cylindricity.  A  note  as  to 
lenses  with  an  adjustable  element  of  cylindricity  will  be  found 
on  p.  274  of  The  Amateur  Photographer  for  April  5th,  1901. 
Such  lenses  are  sometimes  useful  in  correcting  distortion  in  the 
case  of  architectural  subjects;  (See  Distortion,  and  also- 
Anamorphote.)  To  enable  the  amateur  to  select  a  lens  for 
his  own  use,  several  considerations  are  necessary,  and  although 
he  may  be  to  some  extent  guided  by  the  vendor  of  the  lens, 
the  following  may  be  of  assistance : — The  glass  should  be 
absolutely  free  from  striae ;  these  can  be  detected  by  placing 
the  eye  at  the  focus  of  a  lens  before  a  strong  light  such  as 
gas  or  a  lamp ;  bubbles  can  also  be  seen,  but  too  much  stress 
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need  not  be  laid  on  the  presence  of  a  few  bubbles,  as  when 
not  present  in  very  large  numbers  they  may  be  disregardedi 
For  what  purpose  is  the  lens  required  ?  For  ordinary  land- 
scape work,  architectural  subjects,  interiors,  or  portraits?  For 
landscape  work  pure  and  simple  there  are  few  lenses  to  equal 
the  achromatic  single  landscape  lens,  which  gives  brilliant 
negatives ;  and  although  distortion  is  present  it  may  be  dis- 
regarded, and  it  is  practically  unnoticeable  in  small  views. 
Some  of  these  lenses  are  now  made  to  work  aplanatic  with  an 
aperture  of  f/S,  and  are  therefore  of  nearly  the  same  rapidity  as 
the  rapid  rectilinear,  which  is,  however,  the  lens  most  used  by 
amateurs.  Few  amateurs  will  require  a  portrait  lens,  as  they 
are  not  only  difScult  to  use  properly,  but  are  exceedingly  limited 
in  action,  and  also  expensive.  The  question  of  how  much  view 
to  include  on  a  plate  is  another  important  consideration  which 
should  not  be  lost  sight  of  (see  Angle,  Width  of)  ;  for  ordinary 
work  it  should  never  exceed  50°  to  55°,  and  45°  is  decidedly 
better.  If  a  much  greater  angle  be  included,  the  resulting 
pictures  have  a  distorted  appearance,  because  it  is  extremely 
unlikely  that  the  eye  will  be  placed  at  a  focal  length  of  the  lens 
from  the  picture.  The  glass  of  which  lenses  are  made  should  be 
colourless ;  this  can  be  tested  by  laying  the  lens  upon  a  sheet 
of  white  paper  and  looking  down  through  it.  Some  of  the 
cheaper  lenses  are  made  of  glass  which  is  not  colourless:  and 
any-  colour,  especially  brown  or  yellow,  will  make  the  lens  slow. 
Optical  glass  is  made  somewhat  in  the  following  manner: — 
Crucibles  of  fire-clay  of  particular  form  are  raised  to  a.  white 
heat  in  a  furnace,  and  when  the  fuel  ceases  to  give  off  smoke, 
they  are  charged  with  the  materials,  and  the  heat  is  continued 
for  eight  or  ten  hours.  The  crucible  is  now  raised  to  a  white 
heat  for  four  hours,  and  the  mixture  stirred  with  a  bar  of  baked 
clay.  Six  times  from  hour  to  hour  the  mixture  is  stirred.  The 
heat  is  then  reduced,  that  the  bubbles  may  rise,  and  again  at  the 
end  of  two  hours  the  heat  is  raised  to  make  the  glass  fluid;  again 
stirred,  and  the  crucible  and  the  openings  of  the  furnace  closed 
and  left  for  eight  days  to  cool.  The  crucible  is  taken  out  and 
broken,  and  the  glass  is  removed  and  divided  into  pieces.  The 
divided  glass  is  examined  and  sorted,  the  finest  being  retained 
for  astronomical  purposes,  the  second  quality  for  photographic 
lenses,  and  the  third  for  ordinary  magnifying  glasses,  the  rest 
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being  waste.  The  pieces  are  then  softened  in  a  muffle  furnace, 
and  formed  into  plates  about  two  or  two  and  a  half  inches  thick. 
Sometimes  the  plates  are  then  pressed,  after  being  softened  by 
heat,  into  rough  moulds  of  clay  or  iron  coated  with  sand  so  as  to 
give  them  a  rough  form ;  but  the  best  opticians  prefer  grinding, 
as  striae  are  not  so  liable  to  be  formed.  The  rough-shaped 
glasses  have  now  to  be  made  into  perfect  lenses,  for  which 
purpose  extreme  care  is  necessary,  approximate  forms  being 
given  by  grinding  with  emery  in  concave  or  convex  tools  of  cast 
iron.  It  is  in  the  following  operations  that  the  greatest  skill 
and  care  of  the  optician  are  required : — The  roughly  shaped 
lens  is  now  to  be  ground  with  emery  in  spherical  tools  of  brass 
or  iron.  These  are  given  the  necessary  curves  by  means  of 
accurate  gauges.  The  roughly  fashioned  glass  or  lens  is  fixed 
to  a  plate  of  brass  by  means  of  pitch,  and  is  then  worked  in  the 
tool  with  rough  emery  moistened  with  water ;  when  the  glass  is 
found  to  touch  the  tool  at  all  points,  finer  emery  is  used,  and  it 
is  worked  a  little'more,  the  gauge  being  now  frequently  applied 
to  the  tool,  to  see  that  the  radii  of  curvatures  are  not  altered ; 
then  finer  kinds  of  emery  still  are  used,  till  at  last  some  degree 
of  polish  begins  to  show  ;  fine  putty  powder  is  then  substituted 
for  emery,  and  the  polishing  is  commenced.  The  operation  of 
polishing  is  [really  the  test  of  a  good  optician,  as  this  process 
may  alter  the  sphericity  of  the  lens  to  such  a  degree  as  to 
completely  alter  the  character  of  the  lens.  The  lens  is  fixed 
on  to  a  block  of  wood  by  means  of  a  pitchy  cement,  and  a  tool 
is  coated  with  a  resinous  mixture,  and  fine  rouge  is  sprinkled 
on  the  tool  when  cold  |and  the  polishing  finished  entirely  by  hand. 
When  two  lenses  are  required  to  be  cemented  together  so  as 
to  present  one  common  siu'face,  they  are  slightly  warmed,  and  a 
drop  or  two  of  Canada  balsam  is  applied,  and  the  two  lenses 
pressed  forcibly  together,  so  as  to  squeeze  out  excess  of  balsam. 
When  cooled,  they  present  the  appearance  of  one  single  piece  of 
glass,  and  cannot  be  separated  without  heat.  When  two  lenses 
have  not  a  common  surface,  three  small  pieces  of  tinfoil  are 
introduced  at  equal  distances  apart  between  their  margins,  or 
when  the  separation  is  greater,  as  in  most  portrait  lenses,  a  ring 
of  brass  is  used  for  the  same  purpose.  When  the  lens  is  fixed 
in  its  brass  ring,  so  that  it  cannot  be  taken  out  without  raising 
the  bent  edge  of  the  brass,  it  is  said  to  be  set.     Under  the 
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article  Focus  will  be  found  numerous  rules  and  tables,  which 
may  be  of  some  service.  The  lens  is  the  most  important  and  at 
the  same  time  the  most  expensive  part  of  a  photographer's  outfit ; 
too  much  care  cannot  be  taken  in  choosing  or  in  keeping  it. 

Care  of  Lenses.  Lenses  should  always  be  kept,  when 
not  in  use,  in  a  leather  case,  or  else  in  a  tin  box  padded 
with  wool  or  washleather  to  prevent  the  access  of  light,  air, 
and  dust.  The  inside  of  the  lens-tube  and  the  diaphragms 
should  be  occasionally  re-blackened  to  avoid  disturbing  reflec- 
tions. If  the  lenses  become  dusty  or  somewhat  dim,  they 
should  be  most  carefully  and  tenderly  wiped  with  a  piece 
of  soft  silk  or  washleather,  and  when  it  is  necessary  to  clean 
the  internal  surfaces  of  lenses  (doublets,  portraits,  etc.),  it  is 
advisable  to  remove  one  combination  and  clean  it,  and  then 
replace  it  before  unscrewing  another  combination  to  clean ;  by 
this  means  displacement  of  the  combination  cannot  take  place. 
With  some  old  lenses  a  peculiar  tree-like  marking  makes  its 
appearance,  which,  to  uninitiated  eyes,  appears  to  be  in  the 
middle  of  the  glass.  This  is  due  to  the  balsam,  which  is  used  in 
cementing  the  glasses  of  the  combination  together,  becoming  old 
and  starring.  In  such  a  case  it  is  advisable,  if  the  lens  is  worth 
anything  at  all,  to  send  it  to  an  optician,  who  will  unset  the  lens 
and  properly  re-cement  and  reset  it :  if  the  lens  is  not  of  much 
value,  and  the  owner  is  desirous  of  trying  his  hand  at  a  practical 
remedy,  the  lens  should  be  placed  in  some  methylated  spirit  or 
turpentine  in  a  water-bath  and  gradually  heated,  when  the  cement 
will  be  softened.  The  two  glasses  can  then  be  taken  apart,  well 
wiped  and  cleaned,  and  re-cemented  by  a  drop  or  two  of  Canada 
balsam,  and  gently  warming!  (For  fuller  directions  see  Bal- 
SAMiNG,  Re-,  of  Lenses.)  If  by  accident  one  of  the  lenses 
should  be  scratched,  it  is  preferable  to  fill  the  scratch  with  black 
varnish,  as  the  loss  of  light  is  in  this  case  preferable  to  the  dis- 
turbing reflections  of  the  scratch. 

Selecting  a  Lens.  The  following  notes  on  choosing  and 
testing  a  lens  are  written  from  a  practical  standpoint,  and 
if  an  accurate  scientific  examination  is  required,  it  would  be 
advisable  to  send  the  lens  to  the  Testing  Department  at  Kew ; 
but  if  a  lens  answers  successfully  to  the  tests  described  below,  it 
may  be  accepted  as  practically  satisfactory.  The  first  point  to 
decide  in  choosing  a  lens  is  to  determine  for  what  class  of  work 
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it  will  be  required ;  but  presuming  that  my  readers  are  amateurs, 
and  that  many  of  them  will  be,  or  have  to  be,  content  with  one 
lens,  then  a  doublet,  such  as  one  of  the  newer  anastigmatic  in- 
struments, or  a  rapid  rectilinear  should  be  chosen.  We  have 
recommended  the  symmetrical  doublet  lens,  or  else  the  anastig- 
matic lens,  for  all-round  work  of  the  amateur  as  the  most  suitable 
lens,  and  it  may  be  used  for  portraits,  groups,  architectural  work, 
both  exterior  and  interior,  and  landscapes.  The  next  'point  to 
decide  is  the  focal  length  of  the  lens ;  this  is  usually  fixed  by 
the  optician  at  a  certain  length,  which  increases  with  the  size 
of  plate  for  which  the  lens  is  required.  The  following  may  be 
assumed  to  be  the  focal  lengths  of  the  majority  of  commercial 
lenses  for  the  given-sized  plates  : — 

For    4^  X  3j  or  ^-plate,  the  lens  is  usually  4  to    5-in.  focus. 

For    5    X  4        M  .  »  „  5i  ,<     6  „ 

For    6^  X  4f  or  J-plate,  „  „  8  „     9 

For   7    X  5         „  ,,  „  9  ,,  10  „ 

For    8^  X  6J  or  ^-plate,  ,,  „  10  „  11  „ 

For  10    X  8        „  „  „  12  „  14 

For  12     X  10         „  „  „  15  „  16  „ 

If  more  than  one  lens  is  required,  the  second  lens  may  be  a 
long-focus  single  or  landscape  lens  of  a  focal  length  equal  to  i  J 
times  that  of  the  doublet.  -  If  a  third  lens  is  required,  then  a 
doublet  of  short  focus  may  be  chosen,  the  focus  being  about 
two-thirds  that  of  the  doublet.  Thus,  for  a  half-plate,  we  have 
first  a  rectilinear  of  9-in.  focus,  then  a  single  lens  of  I3j-in.  and 
lastly  a  second  doublet  of  6-in.  focus.  Such  a  set  of  lenses  will 
will  enable  us  to  obtain  pictures  of  almost  every  character,  and  to 
obtain  the  images  of  objects  varying  in  size.  See  Wide  Angle. 
Many  an  amateur  possessing  a  single  or  landscape  lens,  which 
he  may  have  purchased  at  the  outset  with  his  outfit,  yearns  for  a 
doublet,  in  the  hope  of  improving  his  pictures,  acting  under  the 
very  general  impression  that  far  finer  results  are  given  by  the 
latter  lens.  This,  however,  is  a  mistake.  The  sole  superiority 
of  a  doublet  consists  in  its  working  at  a  larger  aperture,  and  in 
being  free  from  distortion. 

Testing  a  Lens.  The  first  point  to  decide  in  testing  a  lens  is 
its  equivalent  focus  or  focal  length ;  the  second  point,  the  ratio 
aperture  of  the  diaphragms  ;   the  third,  covering  power  of  the 
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lens ;  (4)  the  flatness  of  the  field  ;  (5)  the  freedom  from  spherical 
and  chromatic  aberrations ;  (6)  the  freedom  from  flare  and  ghosts ; 
(7)  the  accurate  centring  of  the  lenses  ;  (8)  the  perfect  polishing 
of  the  surfaces  ;  (9)  the  freedom  from  striae  or  waves. 

(i)  To  Determine  the' Equivalent  Focus.  Several  methods  are 
given  under  the  heading  Focal  Length. 

(2)  To  Determine  the  Ratio  Aperture  of  the  Diaphragms. 
This  is  described  under  Diaphragms  (glv.). 

(3)  The  Covering  Power  of  the  Lens.  To  determine  the 
covering  power  of  the  lens  is  by  no  means  a  difficult  task, 
especially  if  the  lens  be  used  with  a  given-sized  plate  ;  that  is,  for 
the  one  for  which  it  is  advertised.  Many  lenses  will,  with  small 
diaphragms,  cover  a  much  larger  plate  than  that  for  which  they 
are  designed,  and  all  lenses  will  cover  a  smaller  plate.  If  you 
wish  to  test  whether  a  lens  will  cover  a  given-sized  plate,  all  that 
you  require  to  do  is  to  affix  the  lens  to  the  front  of  a  camera 
which  has  a  focussing  screen  of  the  given  size,  and  then  focus  till 
you  obtain  a  sharp  image  at  the  centre  ;  it  will  be  at  once  seen 
whether  the  lens  will  cover.  But  it  is  not  only  necessary  that  a 
lens  should  cover  a  given-sized  plate,  but  most  photographers 
require  that,  besides  covering  a  plate,  a  lens  should  give  good 
definition  all  over  a  plate,  which  is  a  fotally  different  thing. 
Many  a  lens  will  cover  a  plate  and  yet  give  very  poor  definition 
at  the  margins,  because  either  (a)  the  aberration  for  oblique 
pen(:ils  is  not  corrected,  or  (b")  it  has  a  very  curved  field.  For 
special  purposes  such  as  hand-camera  and  instantaneous  work 
it  is  now  considered  necessary  that  a  lens  shall  give  sharp  defi- 
nition over  the  entire  surface  of  the  plate  for  which  it  is  intended. 
It  is  often  suggested  that  to  test  for  this  in  a  lens  the  best  plan 
is  to  set  up  a  sheet  of  newspaper  and,  focussing  sharply,  to 
examine  the  definition  with  a  compound  focusser.  We  prefer 
to  make  a  practical  test  as  suggested  by  Mr.  W.  E.  Debenham, 
as  follows : — Take  a  sheet  df  printed  matter  that  is  always  to  be 
had  of  one-sized  type  (nonpareil),  namely,  "  Births,  Deaths,  and 
Marriages  "  column  of  the  Standard  newspaper.  This  column  is 
placed  slantwise,  the  top  of  the  column  being  farthest  from  the 
plate,  but  each  particular  line  runs  square  across  it  as  before 
directed,  in  the  middle  of  the  column,  and  at  such  a  distance  that 
when  a  printed  line  is  focussed  in  the  centre  of  the  field,  the 
image  is   one-eighth   of  the  original  size.     The  width  of  two 
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columns  in  the  focussing  screen  will  be  just  over  five-eighths  ol 
an  inch.  With  a  good  portrait  lens  having  an  aperture  of  one- 
fourth  of  the  focus,  the  standard  adopted  as  unity  by  the  Photo- 
graphic Society  of  Great  Britain  up  to,  say,  a  12-in.  lens,  at  all 
events,  the  definition  in  the  centre  of  the  field  should  be  such 
that  the  small  type  will,  on  examination  with  an  eye-piece,  be 
quite  legible.  The  same  test  may  be  employed  for  all  lenses, 
and  those  professing  to  be  aplanatic  will  for  the  most  part  be 
found  to  pass  it,  though  with  different  degrees  of  perfection.  Of 
course,  by  stopping  down,  almost  any  lens  may  be  made  to  define 
well,  at  all  events,  in  the  centre  of  the  field ;  but  we  are  speaking 
of  lenses  worked  with  the  largest  apertures  with  which  they  are 
supplied,  and  which,  in  most  lenses  of  the  Steinheil  aplanatic 
type — rapid  rectilinear,  rapid  symmetrical,  Euryscope,  etc. — will 
be  found  from  fjj  to  fj().  In  the  newer  forms  of  cemented 
aplanatic  lenses,  in  which  the  glass  from  the  Jena  factory  has 
been  utilised,  somewhat  larger  apertures  have  been  practicable, 
but  whatever  the  aperture  is,  it  is  to  be  supposed  that  good 
definition  is  obtainable  with  it,  and  therefore  the  test  mentioned 
may  be  fairly  employed.  When  we  come  to  examining  the 
defining  power  of  the  lens  at  some  distance  from  the  centre 
of  the  field,  we  shall  find  with  rapid  lenses  that  there  is  a  very 
great  falling  off.  Taking  again  as  an  example  a  portrait  lens  of 
12-in.  focus  and  of  aperture  _//4,  and  slewing  round  the  camera 
so  that  the  image  is  rendered  at  a  distance  of  2  in.  from  the  centre 
of  the  focussing  screen,  we  shall  find  that  the  small  type  of  our 
newspaper  column  is  no  longer  readable.  The  larger  type  used  for 
the  heading  "Marriages,"  etc.,  should  still  be  legible,  but  nothing 
more.  Now  insert  diaphragmy/S,  No.  4  on  the  universal  system, 
and  the  small  type  again  becomes  distinguishable.  With  a 
Steinheil  type  lens  ofy/8  aperture  the  definition  at  this  angle  may 
be  expected  to  be  still  satisfactory  without  further  stopping 
down.  This  then  is  Mr.  Debenham's  method.  It  is  convenient 
to  cut  out  several  of  such  columns  as  he  mentions,  and  paste 
them  on  a  piece  of  stout  millboard,  which  is  framed  to  keep  it 
flat.  Diagonally  across  the  centre  is  pasted  an  ordinary  inch 
tape.  The  whole  arrangement  is  then  hung  up  flat  against  the 
wall,  and  the  camera  set  up  and  the  image  focussed  till  reduced 
to  one-eighth  in  size,  as  suggested  by  Mr.  Debenham.  We  may 
remark  here  that  focussing  is  not  effected  in  the  ordinary  way 
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on  the  ground-glass  of  the  camera,  but  on  a  specially  prepared 
sheet  of  obscured  glass  inserted  in  the  dark  slide,  which  is  slid 
into  the  grooves  at  the  back '  of  the  camera.  The  specially  pre- 
pared sheet  of  obscured  glass  was  made  by  slightly  etching  the 
surface  of  a  perfectly  true  piece  of  thin  plate-glass  by  means  of 
hydrofluoric  acid,  and  this  sheet,  when  looked  through,  shows 
merely  a  very  thin  milky  haze,  which  shows  no  grain,  the  centre 
being  marked  by  a  cross  in  fine  Indian  ink.  Focussing  is  easily 
effected  by  means  of  a  magnifier,  and  the  centre  of  the  screen  is 
made  to  coincide'  with  the  central  division  of  the  inch  tape.  The 
dark  slide  is  now  removed,  a  slow  dry  plate  inserted  in  the  dark- 
room, an  exposure  made,  the  plate  developed,  and  the  resulting 
negative,  when  dry,  carefully  examined  by  the  magnifier.  The 
image  of  the  inch  tape  at  once  affords  a  guide  as  to  the  limit  of 
sharp  focus,  and  it  is  therefore  possible  to  state  without  trouble 
the  extent  of  sharp  focus  expressed  in  terms  of  the  focal  length  as 
suggested  by  Mr.  Debenham.  For  example,  a  lens  was  received 
for  examination  which  gave  the  following  data ; — 

Equivalent  focus      lljin. 

Working  aperture fl7'9- 

Ratio  aperture  of  largest  diaphragm  //8. 

Limit  of  sharp  focus  y/'825  =  9*5  in. 

This  lens  would  therefore  cover  any  plate  sharply,  the  diagonal 
of  which  was  not  more  than  9^  in.  In  the  case  of  small  lenses, 
or  lenses  of  short  focus,  a  still  more  practical  test  may  be  pre- 
ferred, and  that  is  to  focus  sharply,  as  described  above,  on  the 
bricks  of  the  house  opposite  one's  first-floor  window,  throwing 
the  window  open. 

(4)  To  Determine  the  Flatness  of  Field.  The  foregoing  tests 
are  quite  sufficient  to  determine  this,  but  if  an  actual  illustration 
is  required  of  the  amount  of  the  curvature  of  the  field  we  have 
only  to  use  the  newspaper  again,  and  by  marking  on  the  base- 
board the  focus  for  the  centre,  and  then  refocussing  for  the 
margins,  and  again  marking,  we  can  easily  plot  out  a  curve  which 
shall  show  us  exactly  the  form  of  the  field  of  the  lens. 

(5)  The  Freedom  from  Spherical  and  Chromatic  Aberrations. 
The  tests  for  spherical  aberration  are  comparatively  easy  ones. 
A  steady,  naked  flame,  such  as.a  cai\dle  or  small  gas  flame,  may 
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be  focussed  sharply  at  the  centre  of  the  screen,  and  the  image 
examined  with  an  eye-piece.  If  a  halo  is  seen  round  the  flame, 
it  may  be  assumed  that  some  spherical  aberration  is  present. 
The  objection  to  this  method  is  that  the  fringes  may  not  be  due 
to  spherical  aberration,  but  to  a  kind  of  halation  or  ghosts. 
Another  test,  is  to  fix  to  a  window  two  small,  dark-coloured 
wafers,  with  their  edges  just  in  contact ;  the  camera  is  set  up  at 
least  ten  times  the  focus  of  the  lens  distant,  and  then  the  images 
sharply  focussed  as  stated  above,  with  full  aperture ;  on  the 
insertion  of  a  small  diaphragm'  there  should  be  no  increase  of 
sharpness.  Another  method  is  to  proceed  as  above,  and  affix 
to  the  centre  of  the  front  lens  of  a  doublet  or  the  centre  of  a 
single  lens  a  piece  of  black  paper  three-fourths  of  the  diameter 
of  the  lens ;  the  image  which  is  now  formed  by  the  margins  of 
the  lenses  is  sharply  focussed.  The  black  paper  is  removed, 
and  a  small  diaphragm  inserted,  and  the  image  examined ;  if  it 
requires  refocussing  by  racking  in  or  reducing  the  distance  be- 
tween lens  and  screen,  the  lens  suffers  from  negative  spheribal 
aberration  ;  if  the  camera  requires  racking  out,  positive  spherical 
aberration  exists.  Chromatic  aberration,  or  practically  non- 
coincidence  of  the  .visual  and  actinic  foci,  is  rarely  found  in 
modern  lenses.  No  lens  is  actually  achromatic — i.e.,  without 
colour — because  the  finest  lenses  corrected  as  much  as  is  possible 
show  fringes  of  colour,  as  may  be  at  once  practically  proved  by 
any  one  in  the  following  manner : — Arrange  a  thermometer  with 
a  naked  bulb,  so  that  a  spot  of  ifght  is  reflected  from  the  mer- 
cury, and  focus  this  spot  of  light  (the  optician's  artificial  star)  on 
the  focussing  screen  of  plain  glass  by  the  aid  of  a  magnifier ; 
on  racking  the  camera  in  slightly,  a  faint  fringe  of  green  is  seen 
surrounding  the  spot,  and  by  racking  out  beyond  the  focus  a 
fringe  of  reddish  purple  comes  into  view.  This  is  best  seen 
with  an  eye-piece.  To  test,  however,  whether  the  visual  and 
actinic  foci  actually  coincide,  place  the  newspaper  previously 
described  squaiely  opposite  the  lens,  but  leaning  away  from  it ; 
focus  sharply,  with  full  aperture,  on  one  particular  line  of  type — ■ 
focussing  must  be  effected  by  placing  the  screen  in  the  dark 
slide,  or  the  fact  of  non-coincidence  of  the  plane  of  the  focussing 
screen  and  sensitive  plate  may  cause  error  ;  then  on  exposing  a 
plate,  if  the  same  line  of  type  as  focussed  does  not  come  out 
the   sharpest,  it  is  proved   that   the   lens  possesses   a   distinct 

447 


Lens 

chemical   focus,    and   we    at    once    determine   whether   this   is 
beyond  or  within  the  visual  focus.     (See  also  Focimeter.) 

(6)  Freedom  from  Flare  and  Ghosts.  Flare  is  visible  as  a 
central  patch  of  light,  and  arises  from  an  incorrect  position  of  the 
diaphragm  in  single  lenses,  and  from  reflections  from  the  surfaces 
of  the  lenses  in  doublets.  To  test  for  the  same,  the  plan  sug- 
gested by  Mr.  Debenham  may  be  adopted.  A  sheet  of  black 
velvet  or  deep  red  cloth  is  hung  up  in  a  room  at  night,  and  in 
front  of  it,  at  some  little  distance,  eighteen  to  twenty-four  inches, 
is  placed  a  lighted  candle.  The  image  of  the  flame  is  sharply 
focussed,  and  there  will  be  generally  seen  a  halo  or  ring  of  dif- 
fused light  surrounding  the  flame.  The  camera  is  now  slightly 
slewed  round,  and  the  image  watched;  if  the  ring  or  halo  of 
diffused  light  is  steady  at  the  centre  of  the  screen,  it  may  be 
assumed  to  be  "flare";  if,  on  the  other  hand,  the  halo  moves 
with  the  image  of  the  flame,  it  is  due  to  a  secondary  image  or 
ghost  very  much  out  of  focus.  To  actually  determine  this,  rack 
the  camera  in  or  out  to  about  half  or  double  the  focal  length, 
when  a  small  image  of  the  flame  will  be  seen  surrounded  by  a 
large  disc  of  light,  the  small  image  being  the  previous  flare,  and 
the  halo  the  real  image  formed  at  the  focus.  "  Ghosts  "  are  the 
images  of  a  brightly  lit  object  reflected  by  the  surfaces  of  the 
lens  on  to  another  portion  of  the  screen.  These  may  be  tested 
for  as  described  for  flare  only ;  the  image  of  the  candle  flame 
should  be  brought  to  one  side  of  the  screen,  and  the  ghosts 
looked  for  on  the  opposite  side.  One  or  more  ghosts  may  make 
their  appearance,  and  will  be  easily  visible  in  this  way.  Practi- 
cally, "ghosts"  are  a  source  of  trouble  when  photographing  a 
dark  interior  which  contains  a  brilliantly  lit  window,  as  a  ghost 
of  the  window  may  make  its  appearance  on  the  opposite  side  of 
the  plate  in  a  dark  portion,  and  in  portraiture  a  white  shirt  front 
may  appear  duplicated. 

(7)  Accurate  Centring.  To  test  a  lens  for  accurate  centring^  it 
is  advisable  to  mount  the  lens  temporarily  in  the  camera  and  focus 
on  a  naked  candle  or  gas  flame  placed  a  little  to  one  side,  then  turn 
back  the  focussing  screen,  and  several  images  of  the  flame  will  be 
seen  on  looking  into  the  camera.  If  the  lens  is  correctly  centred, 
these  images  remain  stationary  when  the  lens  is  unscrewed ;  if 
they  do  not,  the  lens  should  be  returned  to  the^maker. 

(8)  Perfect  Polishing  of  the  Surfaces.     This  is  by  no  means 
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an  easy  test  for  an  amateur,  but  it  is  possible  to  partly  judge 
by  examining  the  surfaces  with  a  very  powerful  eye-piece,  or  by 
remembering  that  a  highly  polished  surface  is  invisible. 

(9)  Freedom  from  Stria,  or  Waves.  The  presence  or  absence 
of  these  defects  may  be  observed  by  the  method  of  holding  the 
lens  up  to  a  flame,  as  already  described. 

Adjusting  the  Focal  Length  of  a  Lens  by  Altering  the 
Relative  Distance  of  the  Constituents.  The  above  principle  is 
involved  in  the  ordinary  use  of  the  telephoto  lens,  but  it  is  only 
recently  that  much  attenfion  has  been  given  to  the  subject  in 
relation  to  ordinary  photographic  work.  Mr.  J.  A.  Hodges, 
writing  in  The  Amateur  Photographer  for  September  20th, 
1901,  p.  220,  points  out  that  by  unscrewing  the  front  element 
of  the  Cooke  lens  a  little  way  so  as  to  increase  the  distance 
between  the  front  element  and  the  central  element,  the  focal 
length  may  be  considerably  shortened ;  indeed,  in  the  special 
case  mentioned  by  Mr.  Hodges,  the  focal  length  was  reduced 
from  5.5  ins.  to  4.5  ins.  Obviously,  then,  a  little  unscrewing  of 
the  front  element  of  such  a  lens  may  be  resorted  to  as  a  means 
of  focussing  when  near  objects  are  to  be  photographed  with  a 
rigid  or  set  camera ;  this  course  being  often  more  convenient 
than  the  use  of  a  supplementary  lens  or  so-called  magnifier. 
Two  recent  patents  embodying  applications  of  the  same  prin- 
ciple may  be  mentioned :  Taylor,  No.  6029,  a.d.  1900,  and 
Adams  &  Watson,  No.  8099,  a.d.  1900.  The  matter  is  further 
dealt  with  at  some  length  in  The  Amateur  Photographer, 
December  igth,  1901,  p  490.  Opticians  will  understand  that 
the  essence  of  such  a  shortening  of  the  focal  length  is  the  in- 
creased separation  of  a  positive  and  negative  element,  and  not 
the  increased  separation  of  two  positive  elements ;  indeed,  this 
latter  would  have  a  contrary  effect. 

In  connection  with  lenses,  the  following,  among  other  articles, 
may  be  consulted :  Aberrations,  Adon,  Balsaming,  Focal 
Length,  Spherical  Aberration,  Amplifier,  Chromatic  Aber- 
ration, Compensator,  Monocle,  Pinhole  Photography, 
Curvature  of  Field,  and  Light. 

LeptOgrapMc  Paper  (Xen-Toy,  delicate).  A  collodio-chloride 
paper  sold  in  France  in  the  early  days  of  coUodio  chloride 
(about  1866). 
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Letter-Press  Printing,  Photographic  Substitute  for.    See 

Automatic   Printing.     For  particulars   of  Letter-Press   block 
making  see  Fish  Glue  Process. 

Levelling  Slab.  An  even  piece  of  glass,  slate,  or  other 
material  sufficiently  thick  not  to  bend  when  placed  upon  the 
levelling  stand,  virhich  is  preferably  of  a  triangular  form,  having 
a  fine  screw  at  each  foot  to  allow  of  the  height  being  altered  as 
required. 

Lichtdruck.     Synonymous  with  Collotype,  which  see. 

Light  is  that  principle  which  emanates  from  all  luminous 
bodies,  and  the  luminosity  of  such  bodies  is  believed  to  be 
due  to  intensely  rapid  molecular  vibration,  which  vibration  is 
propagated  in  a  supremely  subtle  elastic  medium,  termed  the 
luminiferous  ether.  Light  always  travels  in  straight  lines,  unless 
deviated  from  its  course  by  the  action  of  some  body  through 
which  it  passes.  Transparent  substances  allow  light  to  pass 
through  them,  but  when  the  incidence  is  oblique  the  course  of 
the  rays  is  deviated ;  translucent  bodies  whilst  allowing  some 
rays  of  light  to  pass  through  reflect  others;  whilst  opaque 
bodies  reflect  some  rays  and  absorb  others,  but  the  rays  passing 
on  each  side  of  the  opaque  substance  still  continue  their  course, 
and  leave  behind  the  body  a  space  which  is  not  permeated  by 
light  rays,  or  is  only  partially  so.  The  sectional  image  of  this 
space  received  on  a  screen  is  termed  shadow.  Shadows,  how- 
ever, are  not  rigidly  defined,  as  the  shadow  cast  by  any  source 
of  light  other  than  a  point  may  be  regarded  as  an  infinity  of 
shadows  partly  overlapping,  and  the  partial  shade  at  the  edges 
of  a  shadow  is  called  the  penumbra.  The  velocity  of  light  is 
about  186,830  miles  per  second,  and  its  intensity  varies  in 
inverse  proportion  to  the  square  of  the  distance  from  the 
source.  If  rays  of  light  fall  upon  a  body  which  is  opaque,  and 
the  surface  of  which  is  unpoUshed,  certain  portions  of  such  light 
will  be  absorbed  or  enter  to  a  certain  depth,  the  remaining  por- 
tion being  reflected  or  scattered  in  all  directions ;  but  certain 
bodies  absorb  only  certain  of  the  constituent  rays  of  light,  and 
reflect  one  or  more  of  the  others,  and  thus  we  arrive  at  the 
colours  of  objects.  For  example,  an  object  which  absorbs  all  the 
primary  colours  but  red  will  appear  red ;  one  that  absorbs  all 
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colours,  black ;  and  one  that  absorbs  none,  white  ;  and  so  on.  A 
ray  of  light  is  reflected  from  a  polished  surface  at  the  same  angle 
with  a  line'  drawn  perpendicular  to  the  surface  of  mirror,  that  the 
ray  striking  the  mirrof  makes — i.e.,  "the  angle  of  incidence  is 
equal  to  the  angle  of  reflection.''  When  a  ray  of  light  strikes  a 
plane  reflecting  surface,  it  will,  after  reflection,  seem  to  come 
from  a  point  situated  similarly  behind  the  mirror — i.e.,  the  image 
of  an  object  lo  ft.  away  from  the  mirror  will  be  reflected  from  a 
point  seemingly  lo  ft.  behind  the  mirror:  the  eye  in  no  way 
recognising  the  bending  of  a  ray,  but  seeing  as  if  the  ray  were 
straight,  and  corresponding  in  direction  to  that  portion  striking 
the  eye.  When  light  passes  from  one  transparent  medium  to 
another  transparent  medium,  unless  perpendicular  to  the  sur- 
faces of  both,  it  is  refracted  or  bent  aside  to  a  greater  or 
less  degree.  This  power  of  refraction  differs  for  every  different 
substance,  but  remains  the  same  at  all  times  for  the  same 
substance.  It  is  expressed  by  the  ratio  of  the  sine  of  the  angle 
of  refraction  to  that  of  the  angle  of  incidence.  Thus  from  air 
to  water  it  is  4  : 3.  When  a  ray  of  light  is  refracted,  it  also 
suffers  what  is  termed  dispersion — i.e.,  it  is  separated  into  its 
constituent  coloured  rays.  (See  Decomposition  of  Light.) 
The  following  table  given  by  Eder,  and  showing  the  relative 
intensity  of  various  sources  of  light,  must  obviously  be  taken  as 
very  approximate ;  still  it  may  be  useful  from  a  practical  point 

of  view : — 

Candles.* 

Arc  light  from  dynamo  200  to  6,000. 

„  „  40  Grove's  cells  . . .     360. 

,,  ,,  48  Bunsen's  cells       ...     380. 

Limp  light         ...         , 90  to  790. 

Magnesium  wire  100  to  200. 

Oil  lamp  10  to  11. 

,,       ,,     fed  with  oxygen       60. 

Gas  flame  6  to  20. 

Welsbach  incandescent  light 60. 

Sunlight ...     60,000. 

Light  of  full  moon  tWoistt  to  -^i^n-^  of  sunlight. 
Very  many  interesting  facts  about  light,  especially  in  its  rela- 
tions to  electricity,  might  be  here  stated;  but  as  nothing  like 
*  For  ratio  of  German  candles  to  English  candles  see  p.  no. 


Light,  Artificial  Line  Dra-wings,  To  Copy 

exhaustiveness  could  be  secured,  the  reader  is  referred  to  special 
treatises — the  work  of  Mr.  Lewis  Wright  on  "  Light "  (Macmillan) 
being  specially  suited  to  the  general  reader.  The  photographic 
effects  of  certain  radiations  which  do  not  affect  the  eye  are 
described  under  Radiography. 

Light,  Artificial,  for  Photographic  Purposes.  See  Flash 
Light,  Portraiture,  and  Artificial  Light. 

Light-Fog.    See  Fog. 

Lime,  Chloride  of  (Ger.,  Chlorkalk;  Fr.,  Chlorure  de  chaux; 
Ital.,  Cloruro  di  cake).  Synonyms :  Chlorinated  Lime,  Bleaching 
Lime,  Bleaching  Powder,  Hypochlorite  of  Lime.  See  Bleaching 
Powder. 

Lime  Light.     See  Oxyhydrogen  Light. 

Lime  Water.  This  is  a  solution  of  hydrate  of  lime  made  by 
agitating  slaked  lime  Ca(H0)2  with  water.  It  is  feebly  alkaline, 
and  contains  only  J  grain  of  lime  (CaO)  to  the  ounce  ,of  water. 
By  heating,  this  quantity  is  still  further  reducee^  A  more  power- 
ful preparation,  actually  about  fourteen  times  stronger,  may  be 
made  by  triturating  one  part  of  lime  with  twice  its  weight  of 
pure  sugar,  manna,  or  glycerine ;  then  adding  20  parts  of  water 
and  decanting  the  clear  solution.  Lime  water  has  been  suggested 
as  an  accelerator  for  quinol  development ;  but  it  is  unsuitable, 
the  action  being  very  slow.  It  is  also  added  to  some  toning 
baths  to  neutralise  acidity. 

Line.  As  a  measure  is  equal  to  jJ,  of  an  inch.  Lens  dia- 
meters are  sometimes  expressed  in  lines. 

Liae  Drawings,  To  Copy.  This  is  a  subject  about  which 
many  difficulties  seem  to  hang,  although  actually  there  is  no 
necessity  for  the  same.  It  is  generally  desirable  to  use  a  slow 
plate,  such  as  the  commercial  lantern  plates  and  the  photo- 
mechanical plates.  The  following  directions  will,  it  is  hoped, 
make  this  an  easy  operation  for  any  one.  Having  decided  upon 
the  size  that  the  resulting  negative  shall  be,  the  next  question  is 
to  determine  the  focus  of  the  lens  to  be  used.  If  only  one  lens 
is  possessed,  then  the  size  of  the  image  is  ruled  by  this,  and  the 
extension  of  the  camera.  Supposing  we  desire  to  reduce  a  plan 
or  line  drawing  from  9X7  in.,  to  4J  x  3J,  the  lineal  reduction 
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is  practically  two  ;  therefore  by  consulting  the  table  given  under 
Enlarging,  we  shall  find  with  a  5-in.  focus  lens  that  our  lens 
must  be  15  in.  from  the  plan  and  7^  in.  from  the  focussing 
screen.  Supposing  our  camera  does  not^ack  out  sufficiently 
far,  we  must  improvise  an  extension  by  means  of  a  3-in.  or  4-in. 
cone,  or  else  by  adapting  one  of  the  cardboard  cases  used  for 
sensitised  paper.  If  we  have  a  choice  of  lenses,  we  may  pick 
that  one  which  is  of  sufficiently  short  focus  to  enable  us  to  use 
the  camera  without  any  additional  extension.  The  next  point  is 
to  place  the  axis  of  the  lens  exactly  central  with  the  print,  and 
the  focussing  absolutely  parallel  with  the  plane  of  the  line 
drawing.  It  is  hardly  necessary  to  dilate  upon  this,  as  any  tyro 
can  do  it.  Then  comes  the  question  of  lighting.  This  should 
be  so  diffused  that  the  grain  of  the  paper  does  not  show  by 
casting  a  shadow.  A  short  exposure  should  be  given,  if  any- 
thing under-exposure,  because  we  want  to  get  hardness  and 
contrast.  No  guide  can  be  given  for  exposure,  as  it  depends  so 
entirely  upon  the  actinic  power  of  the  light.  The  developer 
may  be  either  quinol,  or  Edwards's  pyro  redeveloper  may  be 
used  ;  we  prefer  the  former.  Development  should  be  continued 
as  far  as  possible  without  any  blocking  of  the  lines  showing ;  if 
this  shows,  immediately  stop  the  development,  wash,  and  fix. 
After  thoroughly  washing,  the  negative  should  be  cleared  till  the 
lines  show  as  absolutely  bare  glass,  with  the  ground  opaque.  For 
this  purpose  we  specially  recommend  Howard  Farmer's  reducer. 
(See  RedOction  of  Density.)  Then,  after  thoroughly  washing, 
if  not  dense  enough,  intensify.     (See  Intensification.) 

Linotype.  A  term  applied  to  printing  on  linen  and  other 
textiles.  (See  under  Silk.  For  enlarging  on  canvas  see 
Enlarging.) 

Lippmann's  Process.  See  Photography  in  Natural 
Colours. 

Lithilim  (Ger.,  Lithium;  Fr.,  LithiuM;  Ital.,  Litio).  Li  7. 
A  comparatively  rare  metal  occurring  in  lepidolite,  lithia-mica, 
petalite,  and  triphane.  It  can  be  obtained  by  decomposing 
lithium  chloride  by  a  galvanic  qurrent.  It  is  a  soft  silvery-white 
metal  which  decomposes  water,  and  is  remarkable  for  its  extreme 
lightness  (Sp.  Gr.  0-59). 
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LitMiun  Bromide  Litho-Photogravure 

Lithium  Bromide  (Ger.,  BrornlitMum,  Lithiumbromid ;  Fr. 
Brd7nure  de  lithine ;  Ital.,  Bromuro  di  litio.')  LiBr  =  87.  This 
salt,  which  occurs  in  transparent  white  tablets  or  colourless 
needles  which  are  very  deliquescent,  can  be  prepared  by  double 
decomposition  of  lithium  sulphate  and  barium  bromide.  Solu- 
bility 143  per  cent,  in  cold,  290  per  cent,  in  hot,  water.  Very 
soluble  in  alcohol  and  ether.  Sometimes  used  in  collodion 
emulsion  making. 

Lithium  Chloride  (Ger.,  Chlorlithium,  Lithiumchlorid ;  Fr., 
Chlorure  de  lithine;  Ital,  Cloruro  di  litio).  LiCl,2H20  =  78-5. 
This  can  be  prepared  in  a  similar  manner  to  the  bromide  salt. 
It  occurs  in  octahedral  crystals  which  are  very  deliquescent. 
Solubility  82  per  cent,  in  cold,  146  per  cent,  in  hot,  water,  soluble 
in  alcohol  and  ether.  It  is  used  in  the  preparation  of  coUodio- 
chloride  emulsions. 

Lithium  Iodide  (Ger.,  lodlithium,  Lithiumiodid ;  Fr.,  lodure 
de  lithine ;  \l3i\.,  loduro  di  litio).  Lil  =  134.  Made  in'a  similar 
manner  to  the  bromide  salt.  Occurs  in  yellowish  crystals  which 
are  very  deliquescent.  Solubility,  100  per  cent,  in  cold,  133  per 
cent,  in  hot  water ;  freely  soluble  in  alcohol.  Used  for  iodising 
collodion. 

Lithography,  Photo-.  A  sheet  of  paper  is  coated  with 
bichromated  gelatine  (see  Carbon  Processes  ;  also  Anthrako- 
type),  exposed  under  a  negative,  covered  by  a  very  thin  film 
of  printing-ink,  and  then  soaked  in  water.  The  unexposed  por- 
tions of  the  gelatine  film  will  now  swell,  and  the  ink  can  be 
wiped  off  these  parts  by  a  tuft  of  cotton-wool,  leaving  an  image 
on  the  paper  which  can  be  transferred  to  stone,  and  treated  by 
ordinary  lithographic  methods.  There  are  many  modifications 
of  the  above,  and  also  methods  based  on  the  use  of  sensitive 
bitumen.  Sometimes  a  collotype  print  (see  Collotype)  is  trans- 
ferred to  the  stone.  Under  Bibliography  will  be  found  the 
title  of  a  special  work  on  Collotype  and  Photolithography. 

Litho-Photogravure.  A  method  of  Eckstein,  in  which  the 
photolithographic  transfer  (see  preceding  article)  is  put  down 
on  a  stone  ruled  with  a  system  of  very  fine  lines  ;  these  serving 
to  break  up  the  gradations  into  a  printing  grain,  and  provide  for 
the  rendering  or  half-tone. 

454 


Litmus  Luminous  Paint 

Litmus  (Ger.,  Lackmus;  Fr.,  Toumesol;  Ital.,  Tomasole). 
A  blue  colouring  matter  obtained  from  lichens  by  fermentation 
with  potash  and  ammonia.  It  appears  commercially  as  small 
cakes,  being  made  into  a  mass  with  chalk.  It  is  used  to  in- 
dicate the  presence  of  an  alkali  or  an  add,  the  latter  turning 
the  solution  red,  and  alkalies  restoring  the  colour.  It  is  usually 
met  with  in  the  form  of  small  books  made  by  steeping  unsized 
paper  in  tincture  of  litmus. 

Litre.  The  standard  measure  of  capacity  in  the  metric 
system  ;  originally  intended  to  have  a  direct  relation  (through 
the  metre)  to  the  meridian  circumference  of  the  earth,  but  it 
is  now,  an  arbitrary  measure.  According  to  our  present  legal 
definition  (Statutory  Rules  and  Orders,  1898,  No.  41 1).  "  Approxi- 
mately one  litre  equals  1,000  cubic  centimetres,  and  one  millilitre 
equals  i-oooi6  cubic  centimetres."  The  statutory  definition  {loc. 
cit)  of  the  relation  of  the  pint  to  the  litre  is  "  i  litre  =  175980 
pints."  (See  Cubic  Centimetre,  Metric  System  ;  also  Weigh. 
iNG  AND  Measuring.) 

Liver  of  Sulphur.    See  Potassium  Sulphide. 

Loss  of  Tone  in  Fixing.    See  Toning. 

Luminous  Paint  and  Luminous  Photographs.  Under  the 
heading  Latent  Light  we  mention  experiments  on  apsorbtion 
of  light  and  its  gradual  return  in  a  modified  form ;  this  pheno- 
menon being  generally  termed  fluorescence  or  phosphorescence  : 
the  latter  term  being  generally  used  when  the  light  is  stored  for 
a  long  period.  A  remarkably  phosphorescent  substance  is  the 
sulphide  of  calcium  used  as  a  pigment  in  the  commercial  lumin- 
ous paint  (sold  by  W.  C.  Home,  Torrens  Street,  City  Road,  E.C.). 
A  surfacepainted  with  this  material  exposed  to  light  during  the 
day  retains  sufficient  luminosity  to  be  visible  all  night ;  and  if 
a  transparent  positive — as  a  carbon  print — is  transferred  to  such 
a  surface  a  self-luminous  photograph  is  obtained.  The  complete 
extinction  of  the  luminosity  only  occurs  after  a  painted  surface 
has  been  kept  for  several  weeks  in  darkness ;  but  such  a  surface 
may  receive  an  instantaneous  exposure  in  the  camera,  and  if 
then  laid  on  a  negative  plate  it  will  impress  the  plate.  For  an 
experiment  like  this  it  is  better  to  use  a  glass  plate  covered 
with  a  melted  mixture  of  the  dry  sulphide  and  paraffin  wax 
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Lunar  Caustic  Magic-Lantern 

than  to  use  the  commercial  paint ;  and  a  similar  mixture  thinly 
spread  on  paper  makes  a  good  phosphorescent  screen  for  use  in 
experiments  on  Radiography  {g.'v.). 

Lunar  Caustic.    See  Silver  Nitrate. 

Luxograph.  A  large  lantern-like  device  with  tissue  paper 
front  in  which  pyrotechnic  or  other  compounds  can  be  burned 
to  give  an  artificial  light  for  portraiture.  (See  Portraiture  and 
Flash  Light.) 

Macro-Pliotograpliy.  A  term  used  to  denote  the  enlarge- 
ment of  the  negative. 

Magic-Lantern,  or  Optical  Lantern.  An  apparatus  used  to 
project  a  magnified  image  of  a  positive  upon  a  white  screen  in  a 
darkened  room.  Practically  it  consists  of  a  tin  box,  in  which  is 
placed  a  lamp  in  the  focus  of  a  silvered  reflector,  the  light  being 
condensed  by  a  pair  of  plano-convex  lenses,  the  positive  being 
placed  close  to  the  condensers,  and  a  special  photographic  lens 
being  placed  at  the  focus  of  the  condensing  lens.  Very  often  a 
three-  or  four-wick  lamp  is  employed  to  give  the  illumination, 
the  edges  of  the  flames  being  presented  to  the  condensers ;  but 
limelight,  acetylene,  and  the  electric  arc  are  also  in  use.  The 
following  rules  and  table  will  be  found  useful  in  determining  the 
dimensions  of  the  pictures  thrown  on  the  screen  with  various 
lenses  : — 

1.  Knowing  the  length  of  room  and  diameter  of  picture  desired, 
required  to  find  the  focus  of  front  objective  of  lantern.  Multiply 
the  distance  between  the  lantern  and  screen  by  the  size  of  the 
opening  in  slide,  and  divide  by  the  diameter  of  disc. 

Example.  Room  length  50  feet,  diameter  of  picture  20  feet ; 
required  to  know  focus  of  lens  to  be  used.  (Three  inches  is 
always  taken  as  the  size  of  opening  of  slide.) 

15-^3=  yi°  =  74-in.  focus  lens. 
20 

2.  Having  a  given  focus  lens,  and  given  diameter  of  picture, 
required  to  know  what  distance  from  screen  to  place  lantern. 
Multiply  the  diameter  of  picture  required  by  the  focus  of  the 
lens,  and  divide  by  the  diameter  of  the  slide. 
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Magic  Pictures  Magnesium 

Example.     Size   of  picture  desired    1 5   feet ;   focus   of  lens 

I5_><J=  i|o  =  40  feet. 


ins. 


3.  Having  a  given  focus  lens,  and  given  distance  between 
lantern  and  screen,  required  to  know  diameter  of  picture  that  will 
be  produced.  Multiply  the  distance  between  lantern  and  screen 
by  the  opening  of  the  slide,  and  divide  by  the  focus  of  the  lens. 

Example.  Lens  of  9-in.  focus,  distance  between  lantern  and 
screen  40  feet,  required  size  of  disc. 

40_><_3^  i§»  =  13  ft.  4  in.  diameter  of  disc. 

In  connection  with  the  Magic  Lantern  the  following  articles 
may  be   consulted: — Table  of  illuminants  under  Light,  Oxy- 

HYDROGEN  LiGHT,  ACETYLENE,  CoNDENSER,  APHENGOSCOPE  j  and 

as  regards  slides  for  the  lanterns,  see  Line  Drawings,  to 
Copy,  Hydroquinone,  Emulsion,  Albumen  Process,  and 
Lanternoscope.  On  p.  181,  et.  seq.  (Development),  will  be 
found  some  instructions  for  making  lantern  slides  on  com- 
mercial plates.  (For  description  of  the  magic-lantern  used  in  pro- 
jecting the  so-called  living  photographs,  see  Cinematograph.) 

Magic  Pictures.  These  are  prepared  by  a  process  discovered 
by  Sir  John  Herschel.  Print  as  usual  on  albumenised  paper,  fix 
without  toning,  and  wash  thoroughly ;  immerse  the  prints  in  a 
saturated  solution  of  perchloride  of  mercury  until  the  image  is 
thoroughly  bleached  and  disappears,  wpsh  and  dry.  To  make 
these  invisible  images  appear  at  the  word  of  command,  as  if  by 
magic,  place  over  one  a  wetted  sheet  of  blotting  paper,  which 
has  been  previously  soaked  in  a  saturated  solution  of  hypo- 
sulphite of  soda,  and  press  the  hand  upon  them,  when  the 
image  will  start  up  with  more  than  its  original  vigour. 

Maglip,  or  Meglip.  An  artist's  material,  made  by  mixing 
boiled  linseed  oil  with  mastic  varnish.  It  is  used  for  thinning 
oil  colours  and  for  glazing  on  delicate  tints  on  finished  oil- 
paintings. 

Magnesium  (Ger.,  Magnesium ;  Fr.„  Magnesium;  Ital, 
Magnesio).     Mg  =  24.     Occurs  in  large  quantities  as  dolomite 
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Magnesium  Chloride  Manganese 

or  mountain  limestone — an  impure  carbonate.  The  metal  is 
silvery  white  in  colour,  and  is  met  with  commercially  in  the  form 
of  wire,  ribbon,  and  powder.  It  is  now  of  common  use  for  pro- 
ducing negatives  by  night,  as  the  metal  ignites  at  a  comparatively 
low  temperature,  giving  an  extremely  actinic  and  brilliant  light. 
A  list  of  books  dealing  with  the  production  of  artificial  light  for 
photographic  purposes  will  be  found  under  the  heading  Arti- 
ficial Light,  and  these  deal  largely  with  magnesium.  See 
also  instructions  for  using  magnesium  under  the  headings  Flash 
Light  and  Portraiture.  Magnesium  has  been  suggested  as 
a  means  of  precipitating  silver  from  old  fixing  baths.  (See 
Residues.) 

Magnesium  Chloride  (Ger.,  Chlormagnesium ;  Fr.,  Chlorure 
de  magnesium  ;  Ital.,  Cloruro  di  magnesia).  MgCl2,6H20  =  203. 
White  crystals  or  needles,  very  deliquescent.  It  has  been 
employed  in  gelatino-chloride  emulsions,  and  was  proposed  by 
Liesegang  as  a  Fixing  Agent.  Solubility  :  160  per  cent,  in  cold, 
370  per  cent,  in  boiling  water ;  50  per  cent,  in  absolute  alcohol ; 
500  per  cent,  in  boiling  alcohol. 

Magnesium  Sulphate  (Ger.,  Magnesiumsulphat,  Schwefel- 
saures  Magnesium ;  Fr.,  Sulfate  de  magnesie ;  Ital.,  Solfato  di 
fnagnesia).  Synonyms :  Sulphate  of  Magnesia,  Epsom  Salts. 
MgS047HjO.  Occurs  naturally  in  certain  springs,  but  is  usually 
made  by  dissolving  dolomite  in  dilute  sulphuric  acid,  and  subse- 
quent purification  and  crystallisation.  It  has  been  recommended 
as  a  preventive  of  frilling.  Solubility  r  104  per  cent,  in  cold,  and 
700  per  cent,  in  hot,  water ;  insoluble  in  alcohol. 

Magnets,  Photographic  Action  of.  Reichenbach,  about 
1850,  asserted  that  a  magnetic  pole  was  not  only  visible  in  the 
dark  to  some  persons,  but  would  also  affect  the  sensitive 
(Daguerreotype)  plate.  More  recently,  Braham,  Brooks,  and 
others  have  obtained  magnetographs  on  emulsion  plates. 

Magnifier.  (See  Amplifier.)  The  ordinary  uses  of  the 
term,  as  in  "  Focussing  Magnifier,"  requires  no  explanation. 

Manganese,  Bin-oxide  of  (Ger.,  Mangandioxyd,  Braunstein ; 
Fr.,  Peroxyde  de  manganese ;  Ital,,  Perossido  di  manganese). 
Mn02^86.  Synonyms:  Manganese  Dioxide,  Black  Oxide  of 
Manganese.     Occurs  native  as  the  ore  of  manganese  as  a  black 
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Manipulation  Masks  and  Discs 

crystalline   powder.      It  is   used  to   facilitate  the  evolution   of 
oxygen  from  chlorate  of  potassium. 

Manipulation.  A  term  used  to  express  the  conduct,  the 
hanflicraft  part,  of  any  operation  or  process. 

Mariotype.  (l)  A  method  of  carbon  printing,  introduced 
by  M.  Marion  in  1873,  in  which  ordinary  negatives  are  used. 
The  exposure  can  be  watched,  and  Mariotype  does  not  involve 
transfer  in  the  ordinary  sense  of  the  term.  Paper  is  sensitised 
with  a  bichromate  solution,  and  after  exposure  under  a  negative 
a  sheet  of  wet  bichromated  pigment  tissue  is  laid  on  and  pressed 
in  contact.  The  faint  yellow-brown  image  slowly  spreads  to  the 
pigment  tissue  and  makes  this  latter  locally  insoluble,  so  that 
after  the  original  print  and  the  carbon  tis.sue  have  been  in  con- 
tact for  some  hours,  an  image  like  that  of  an  ordinary  carbon 
print  may  be  developed.  The  mariotype  process  is  easy  and 
practical,  but  it  has  been  neglected,  the  inventor  having  died  a 
few  months  after  its  introduction.  A  paper  sized  with  a  10  per 
cent,  solution  of  gelatine  may  be  the  starting-point.  This,  when 
dry,  can  be  sensitised  by  brushing,  dipping,  or  floating  with  a 
saturated  solution  of  bichromate  (sodium  salt  or  ammonium 
salt  is  more  convenient  than  the  potassium  salt  because  more 
soluble).  When  dry,  the  paper  is  ready  for  exposure.  Ordinary 
carbon  tissue  is  now  soaked  in  a  weak  solution  of  bichromate  of 
potassium  (i  to  30  being  a  convenient  strength)  and  squeegeed 
down  on  the  brownish  image.  In  a  few  hours  the  image  may  be 
developed  by  warm  water.  For  Mr.  Manly's  new  and  popular 
process  of  direct  carbon  printing,  a  process  having  some  affinity 
with  Mariotype,  see  Ozotype.  (2)  Another  method  called  mario- 
type was  introduced  by  M.  Marion  at  the  same  time  as  that  last 
mentioned.  A  sheet  of  gelatine  was  exposed  under  a  negative 
allowed  to  swell  in  cold  bichromate  solution,  and  contact  im- 
pressions from  this  sheet  were  made  on  ordinary  sensitive  carbon 
tissue.  These  impressions  were  found  to  be  developable  by  the 
ordinary  method  if  the  tissue  was  stored  away  for  a  sufScient 
time. 

Masking  Skies.    See  Printing. 

Masks  and  Discs.  Pieces  of  opaque  paper  used  in  photo- 
graphic printing,  usually  with  albumenised  paper.      In  the  opaque 
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Mastic,  or  Mastich  Meniscus 

paper  shaped  openings  are  cut ;  and  the  piece  cut  out  is  termed 
the  disc,  the  margin  being  called  the  mask.  The  mask  is  placed 
between  the  negative  and  the  paper,  when  it  is  obvious  a  print 
will  result  of  the  form  given  by  the  opening  of  the  mask,  and  the 
margin  where  covered  by  the  mask  will  be  white.  The  print 
may  be  finished  off  at  this  stage,  or  the  disc  may  be  carefully 
and  accurately  placed  over  the  print,  and  the  margins  exposed 
to  light  till  they  darken  to  the  required  tint.  A  good  effect  is 
sometimes  given  to  portraits  with  light  backgrounds  by  printing 
under  a  mask,  then  using  a  disc  and  blackening  the  margin, 
enamelling  the  print,  and  giving  the  centre  portion  a  convexity, 
as  mentioned  under  Cameo.  , 

Mastic,  or  Mastich.  A  resinous  exudation  from  the  stems 
of  Pistacia  lentiscus,  grown  in  the  island  of  Scio.  It  is  usually 
met  with  in  the  form  of  whitish  or  yellowish-white  drops  or 
tears,  about  the  size  of  small  peas.  Insoluble  in  water ;  almost 
entirely  soluble  in  alcohol,  ether,  chloroform,  oil  of  turpentine, 
and  benzole.     It  is  used  for  preparing  certain  Varnishes  (j'.w.) 

Matt  Paper.  Popular  opinion,  amongst  photographers  at 
least,  has  veered  round  towards  printing  papers  with  a  dull  or 
non-glossy  surface.  Several  commercial  makes  of  matt-surface 
gelatino-chloride  paper  havq  been  placed  on  the  market  but 
require  no  different  treatment  to  the  ordinary  glossy  paper. 

Matt  Varnish.     See  Varnish. 

Mealiness  of  Prints.  A  peculiar  mottled  appearance  on  the 
surface  of  prints,  due  to  a  weak  paper-sensitising  bath ;  and  as 
this  is  also  the  cause  of  lack  of  vigour,  contrast,  and  brilliancy, 
the  term  is  frequently  used  to  denote  all  these. 

Measles.  A  peculiar  defect  in  prints,  which  shows,  when  they 
are  held  up  to  the  light,  as  opaque  blotches,  which  are  due  to 
imperfect  fixation  and  non-solution  of  the  insoluble  hypo-sulphite 
of  silver.  On  keeping,  these  spots  turn  yellow,  due  to  formation 
of  sulphide  of  silver  ;  whence  the  name,  from  a  fancied  re- 
semblance to  the  human  ailment.     (See  Fixing.) 

Measures.    See  Weights  and  Measures. 

Melanot3rpe.     A  term  sometimes  applied  to  Ferrotype  {q.v.). 

Meniscus.    See  Lens. 
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Mercuric  Chloride  (Ger.,  Quecksilberchlorid,  Mercurichlorid, 
Sublimat;  Fr„  Bichlorure  de  mercure ;  Ital.,  Bicloruro  di  mer- 
curid).  HgCl2  =  27i.  Synonyms:  Perchloride  of  Mercury,  Bi- 
chloride of  Mercury,  Corrosive  Sublimate,  Sublimate,  Muriate  of 
Quicksilver.  Can  be  prepared  by  heating  mercury  in  an  excess 
of  chlorine,  but  it  is  prepared  commercially  by  sublimation  from 
a  mixture  of  mercuric  sulphate  and  common  salt.  It  is  usually 
met  with  in  commerce  in  extremely  heavy  colourless  crystalline 
masses  or  as  a  white  powder.  Specific  gravity :  5-43.  Solubility  : 
I  in  19  of  cold,  I  in  3  of  hot  water,  i  in  5  of  rectified  spirit,  i  in 
6  of  ether.  It  sublimes  without  decomposition,  and  melts  at 
509°  F.  It  is  used  for  Intensification  {g.v.).  Its  solution  in 
water  is  liable  to  decomposition  ;  but  any  soluble  chloride  tends 
to  prevent  this,  and  nearly  all  chlorides  increase  its  solubility  in 
cold  water,  a  compound  salt  being  formed.  It  is  a  powerful 
poison,  3  grs.  being  a  fatal  dose.  The  antidote  is  albumen,  or 
white  of  egg,  with  which  its  forms  an  insoluble  compound, 
followed  by  emetics.  As  the  salt  is  readily  absorbed  by  the  skin, 
it  is  advisable  to  exercise  care.  For  a  convenient  method  of 
preparing  a  solution  of  mercuric  chloride,  see  Calomel. 

Mercurous  Chloride.    See  Calomel. 

Mercury  (Ger.,  Quecksilber;  Fr.,  Mercure;  Ital.,  Mercurid). 
Hg  =  200.  Synonym :  Quicksilver.  Occurs  native,  but  is  chiefly 
obtained  by  treating  the  ore  cinnabar,  which  is  an  impure  sul- 
phide, obtained  from  China,  Spain,  California,  and  America. 
Mercury,  at  ordinary  temperatures,  is  a  brilliant  silvery  white 
metalhc  liquid,  becoming  solid  at  -  40°  F.  Specific  gravity :  13-5. 
It  has  now  but  little  photographic  interest,  but  was  used  in  the 
old  daguerreotype  days  to  develop  the  image. 

Metagelatiue.  Gelatine  so  altered  by  heat  or  acids  as  to 
have  lost  its  setting  properties. 

Metallic  Spots.  These  sometimes  occur  on  albumenised- 
paper,  and  are  due  to  impurities,  usually  metallic  iron,  in  the 
substance  of  the  paper  itself. 

Methylated  Ether.  Ether  prepared  from  methylated  spirit. 
(See  Ether.) 

Methylated  Spirit.    See- Alcohol,  Methylated. 
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Ketol.  A  salt  of  methyl-amido-cresol  which  has  come  largely 
into  use  as  a  developing  agent  for  negatives,  and  more  especially 
for  positives  on  paper.  Dr.  Eder's  standard  solutions  for  metol 
development  are  as  follows  : — 

A. 

Water  loo  parts. 

Neutral  sodium  sulphite     lo      ,, 

Metol I      „ 

B. 

Water            lo  parts. 

Potassium  carbonate           ...         ...         ...  i      „ 

For  sepia  tones  on  gelatine-chloride  paper  Dr.  Just  recommends— 

Solution  A.    ...         ...         ...  2  ozs. 

lo  per  cent,  bromide  potassium  solution...  20  drops. 
For  red  tones — 

Solution  A ...         ...         ...  I  oz. 

Water            ...         ...         ...         3  ozs. 

10  per  cent,  bromide  potassium  solution...  8  drops. 
(See  also  Development  and  Developers). 

Metric  System.  A  system  of  weights  and  measures  in 
which  the  principle  of  decimal  division  is  carried  out.  It  was 
established  by  the  revolutionary  administration  in  France 
towards  the  end  of  the  eighteenth  century,  and  is  legalised  in 
Great  Britain  under  several  Acts  of  Parliament.  Originally  the 
metric  system  was  intended  to  be  based  on  the  ten-millionth 
part  of  a  meridian  circle,  this  being  called  a  metre,  but  the 
original  measurements  having  proved  faulty,  the  standard  has 
become  an  arbitrary  one.  Under  Weighing  and  Measuring 
will  be  found  tables  of  metric  equivalents.  (See  also  Cubic 
Centimetre,  Millilitre,  and  Litre. 

Micro-Photography — the  antithesis  of  macro-photography— 
consists  of  the  reproduction  of  positives  in  a  very  minute  size 
which  require  the  use  of  a  simple  microscope  or  magnifying  glass 
to  examine.  Micro-photographs  are  well  known  to  the  majority 
of  amateurs,  from  the  minute  photographs  which  are  usually 
sold  at  seaside  places,  the  photographs  being  fixed  behind  a 
minute  magnifying  glass  in  the  handle  of  some  little  but  fancy 
article.     Their  production  is  comparatively  easy,  but  the  collodion 
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process  is  employed.  They  are  made  chiefly  by  M.  Dagrpn,  of 
Paris,  whose  application  of  micro-photography  to  a  means  of 
communicating  from  inside  besieged  Paris  to  the  outer  world  is 
mentioned  under  Pigeon  Post.  (For  Photo-micrography,  see 
the  article  under  that  heading.) 

Millilitre.  A  statutory  measure  of  capacity  equal  to  one- 
thousandth  of  a  litre.  By  an  order  of  Council,  May  19th,  1898, 
issued  under  the  "Weights  and  Measures  Act  (Metric  System) 
1897,"  the  millilitre  (one-thousandth  of  a  litre)  is  substituted  for 
the  cubic  centimetre,  as  a  measure  of  capacity.  (See  Cubic 
Centimetre,  Metric  System  ;  also  Weighing  and  Measuring.) 

Minim,    See  Weighing  and  Measuring. 

Mirror,  Reversing.  A  silvered  mirror  with  the  metal  film 
outwards,  placed  in  front  of  the  lens  when  laterally  reversed 
negatives  are  wanted.  (See  next  article;  also  Reversed 
Negatives.) 

Mirror  Silvering.  As  the  worker  may  desire  to  resilver  a 
mirror  or  a  copper  reflector,  the  following  recipes  may  be  found 
useful : — 


For  glass- 


Nitrate  of  silver 
Distilled  water 

Nitrate  of  ammonia ... 
Distilled  water 

Pure  caustic  potash. 
Distilled  water 


No.  I. 
No.  2. 
No.  3. 
No.  4. 


175  grs. 

10  ozs. 

262  grs. 

10  ozs. 

437-5  grs. 

10  ozs. 

210  grs. 

5  ozs. 

Pure  sugar-candy     ... 

Distilled  water 
Dissolve  and  add 

Tartartic  acid  ...         50  grs. 

Boil  in  a  flask  for  ten  minutes,  and  when  cool  add 

Alcohol  I  oz. 

Distilled  water  to 10  ozs. 
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For  use  :  Mix  Nos.  i  and  2  in  equal  parts  ;  mix  Nos.  3  and  4  in 
equal  parts ;  then  mix  the  two  solutions,  and  suspend  the  glass  in  it. 
To  silver  copper  or  any  metal  it  must  first  of  all  be  cleansed  with 
dilute  acid  to  free  from  dirt,  etc.,  then  well  washed,  and  one  of 
the  following  applied : — Dissolve  60  grs.  of  nitrate  of  silver  in 
1  oz.  of  distilled  water ;  add  sufficient  liq.  ammonia  to  redissolve 
the  precipitate  first  formed  ;  add  to  this  solution  ^  drm.  of  caustic 
potash  solution  and  ^  drm.  of  glycerine  ;  apply  to  the  metal ;  add_ 
a  few  drops  of  ether  ;  rub  with  a  tuft  of  cotton-wool ;  dry  before 
the  fire,  and  polish  ;  repeat  as  often  'as  desired  to  brighten  it. 
Or 


Nitrate  of  silver        

65  grs. 

Liq.  ammonia           

60  mins 

Hyposulphite  of  soda 

100  grs. 

Prepared  chalk 

100     „ 

Distilled  water          

1,000     „ 

Mix,  and  apply  with  a  flannel.     Or 

Nitrate  of  silver        

60  grs. 

Cream  of  tartar        

120   ,, 

Salt 

120   „ 

Cyanide  of  potash 

60   „ 

Make  into  paste  with  water  and  chalk,  and  apply  with  a  flannel. 

Monocle.  Under  this  term  have  been  introduced  uncorrected 
spectacle  lenses,  which  have  been  strongly  recommended  for 
portraiture  and  ordinary  landscape  work  where  softness  of  defini- 
tion is  desired.  The  usual  form  of  lens  employed  is  the  peri- 
scopic  of  about  ij-in.  diameter,  and  it  may  be  obtained  of  any 
focus  from  about  6-in.  and  upwards.  These  lenses,  being  un- 
corrected, necessarily  have  two  foci,  a  chemical  and  visual,  and 
it  is  therefore  necessary  to  make  a  correction  after  focussing  and 
before  exposing.  For  ordinary  landscape  work  the  necessary 
correction  may  be  made  by  means  of  the  formula  ^f=foo2, 
which  is  practically  equal  to  ^^^th  of  the  focus.  But  this  only 
applies  when   the   lens  is  working  at  its  equivalent  focus. 

Monocular  Vision.  As  the  term  implies,  it  is  seeing  with 
one  eye  only.  It  was  formerly  supposed  by  many  eminent 
opticians  and  physicists  that  one  eye  only  was  employed  in 
vision ;  but   Wheatsone,  to   whom   the  great  invention  of  the 
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principle  of  the  stereoscope  was  due,  proved  the  fallacy  of  this. 
In  monocular  vision  objects  on  the  true  optical  axis  line  are 
distinctly  seen,  but  other  objects  less  so,  although  they  are  in  the 
circle  of  vision,  and  in  this  particular  the  similarity  of  the  lens 
and  the  human  eye  is  very  evident.  Monocular  vision  can  judge 
the  direction,  but  not  the  distance  of  an  object. 

Motoscope-     An  apparatus  of  the  Cinematograph  class.     (See 

Cinematograph.) 

Mountant.  The  substance  used  to  make  the  print  adhere  to 
its  mounts.  It  is  absolutely  necessary  that  the  mountant  should 
be  free  from  acidity,  in  order  to  prevent  the  destruction  of  the 
delicate  image.  There  are  several  kinds  in  common  use — viz., 
starch  paste,  arrowroot,  gum,  dextrine,  india-rubber  solution, 
liquid  glue,  and  gelatine. 

Starch  Mountant.  Starch  in  powder  i  oz.  ;  mix  into  a  cream 
with  I  oz.  of  water,  and  add  to  it,  constantly  stirring,  8J  ozs.  of 
boiling  water  in  which  20  grs.  of  common  alum  and  5  drops  of 
carbolic  acid  have  been  dissolved.  The  mixture  should  be  now 
a  clear  translucent  jelly  free  from  lumps  ;  if  it  is  not,  it  should 
be  gently  heated  in  a  dish  or  pan  till  it  clears,  constant  stirring 
being  an  absolute  necessity ;  then  it  should  be  squeezed  through 
fine  muslin.  Ordinary  household  flour  makes  a  more  adhesive 
paste,  but  is  liable  to  acidity.  Both  will  keep  fit  for  use  about 
a  week,  after  which  they  should  be  rejected. 

Arrowroot  Mountant,  called  Permanent  Paste.  Dissolve  by 
the  aid  of  gentle  heat 

Arrowroot      ...         ...         ...     1 50  grs. 

Gelatine         ...         ...         ...         ...         ...     150    „ 

Distilled  water         ...         ...         3  ozs. 

When  cool,  add 

Methylated  spirit     ...         ...         i\  dims. 

Carbolic  acid  ...         ...         ...         ....     3    drops. 

Gum  Solution,  or  Mudlage.  Pale-coloured  gum  arable  in 
clean  lumps,  4  ozs. ;  distilled  water,  8  ozs.  Wash  the  gum  by 
placing' it  in  a  half-pint  cup  or  measure ;  add  half-pint  of  water  ; 
stir  briskly  round  twice  or  three  times,  and  pour  off  the  water : 
this  carries  off  any  dust  or  mechanical  impurities.  Now  add 
the  distilled  water,  and  stir  frequently  at  intervals  till  dissplved. 
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It  should  be  kept  in  bottles  filled  as  full  as  possible,  and  the 
addition  of  a  little  carbolic  or  salicylic  acid  will  help  to  preserve 
it ;  for  without  this  it  will  keep  only  about  ten  or  fourteen  days, 
and  when  made  with  hot  water  about  half  that  time.  Powdered 
gum  arable  should  not  be  used. 

Dextrine  Solution.     This  can  be  made  as  follows  : — 

Pure  white  dextrine  i    oz. 

Boiling  distilled  water        3    ozs. 

Methylated  spirit ^  oz. 

Stir  till  dissolved,  and  strain  through  calico.     It  should  show  no 
sign  of  acidity  when  tested  with  litmus  paper. 
India-rubber  Solution. 

Pure  masticated  rubber      80  grs. 

Chloroform  or  benzole        8  ozs. 

Digest  till  dissolved.  Benzole  is  cheaper  than  chloroform,  but 
the  smell  is  rather  unpleasant  to  some. 

Gelatine.  This,  if  properly  made,  is  convenient  and  easy  of 
application.  The  print  can  be  mounted  whilst  still  damp,  and  it 
can  be  shifted  about  on  the  mount,  or  any  excess  of  mountant 
wiped  off,  without  leaving  any  trace  on  the  mount,  even  if  highly 
enamelled.  The  following  is  a  satisfactory  method : — Soft  gela- 
tine, 200  grs. :  soak  in  distilled  water  (6  ozs.)  for  an  hour.  Dis- 
solve by  the  aid  of  a  water  bath,  and  add,  in  small  quantities  at 
a  time,  methylated  spirit,  2j  ozs.,  stirring  constantly ;  allow  it  to 
set.  Should  any  spirit  separate  out,  the  mixture  should  be  re- 
melted,  and  a  little  more  water  added.  The  product  should 
be  a  pure  milk-white  firm  jelly.  A  little  carbolic  acid  may  be 
added  if  desired.  When  required  for  use,  melt  by  the  aid  of  hot 
water  or  a  water  bath. 

Liquid  Glue.  This  is  sometimes  used,  but  as  many  different 
preparations  are  sold  under  this  name,  each  sample  should  be 
tested  for  acidity,  as  some  consist  of  gelatine  dissolved  in  acetic 
acid,  which  would  soon  cause  fading.  Another  kind  which  we 
have  used,  but  cannot  highly  recommend,  is  prepared  by  dissolv- 
ing 120  grs.  of  shellac  in  4  drms.  of  methylated  spirit  by  the  aid 
of  heat.  It  is  waterproof,  but  only  available  when  the  paper  is 
thick,  well  sized,  and  impervious  to  a  varnish-like  material.  Some 
adhesive  mounts  have  been  introduced  into  the  market,  which  are 
rather  convenient,  although  they  are  rather  liable  to  stick  together 
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at  the  edges.  To  make  self-adhesive  mounts,  a  thick  mucilage  of 
gum  tragacanth  may  be  spread  on  the  card.  A  damp  print  rolled 
against  such  a  mount  adheres  firmly. 

Kounting  is  the  operation  of  causing  prints  to  adhere  to 
some  substance,  such  as  card,  cloth,  wood,  or  glass,  either  for 
ornament  or  the  better  protection  of  the  print  itself.  As  the 
mounting  of  a  print  is  in  many  cases  the  making  of  it,  great 
attention  should  be  paid  by  amateurs  to  this  subject.  The 
following  points  should  be  chiefly  regarded  : — The  mount  should 
be  of  colour  and  size  to  suit  the  taste  of  the  operator,  rather 
than  to  meet  any  real  or  supposed  convention.  As  the  difficulty 
of  placing  prints  equidistant  from  the  margin  is  one  likely  to  be 
met  with  by  every  amateur,  the  following  hints  may  be  found 
useful : — After  applying  the  mountant,  lay  the  print  face  down- 
wards upon  a  mount  exactly  similar  to  that  upon  which  it  is 
desired  to  mount  the  print,  shift  the  print  about  till  it  is  exactly 
in  the  centre ;  now  lay  on  top  of  the  print  another  mount  exactly 
the  same  size,  making  the  edges  of  the  two  mounts  coincide :  rub 
the  hand  gently  over  the  top  mount,  when  it  may  be  lifted  up 
with  the  print  in  position.  Another  ingenious  method,  which  is 
recommended  by  Mr.  T.  C.  Hepworth,  is  as  follows ; — Procure  a 
piece  of  stout  cardboard — a  mount  will  do — 22  by  15  ;  draw- 
diagonals  from  corner  to  corner,  AC,  bd,  in  sketch  (Fig.  100), 
cutting  each  other  in  centre,  and  on  these  lines  are  drawn 
rectangular  figures  of  the  usual  dimensions  of  the  trimmed 
prints.  For  instance,  the  smallest  may  be  4  by  3  or  3  by  3,  the 
next  4^  by  3J,  5  by  4,  6  by  4,  6  by  5,  7  by  5|,  and  so  on.  When 
it  is  desired  to  mount  a  print,  place  it  face  downwards  upon  this 
gauge,  when  it  will  be  found  that  it  will  coincide  with  certain  of 
the  lines ;  note  the  number  of  figure,  remove  the.  print,  apply 
the  mountant,  and  replace  upon  the  lines  it  covered  before  ; 
then  reverse  upon  it  the  mount  which  should  coincide  with  some 
other  set  of  lines  ;  proceed  as  in  the  above  case,  lifting  the 
mount  and  its  adhering  print.  A  very  convenient  little  instru- 
ment for  those  who  do  not  possess  either  a  burnishing  or  rolling 
machine  is  an  india-rubber  roller  squeegee,  which  will  cause 
good  contact  between  the  prints  and  mounts.  For  those  who 
possess  a  copying  press,  sheets  of  zinc  or  tin  may  be  placed 
between. the  mounted  prints,  and  great  pressure  applied  in  the 
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ordinary  way ;  whereas  those  whose  household  appurtenances 
include  a  clothes-wringing  machine,  with  india-rubber  rollers, 
may  use  these ;  or  the  bevelled  edge  of  the  cutting  glass  drawn 
carefully  over  the  print  with  some  pressure  will  do  all  that  is 
required.  For  mounting  prints  in  optical  contact  with  glass  the 
following  method  answers  well : — Make  a  solution  of  gelatine 
(Nelson's  X  opaque),  20  grs.  to  every  ounce  of  water,  and  whilst 
still  warm  immerse  the  print  face  downwards  in  it ;  place  the 
glass  in  it,  and  after  a  few  seconds  bring  them  into  intimate 
contact,  and  withdraw  from  solution,  and  squeegee  thoroughly, 
and  allow  to  dry.  To  mount  prints  which  have  an  extremely 
glossy  surface,  like  Aristotype,  etc.,  when  it  is  desired  to  retain 
the  high  gloss  which  cannot  be  done  by  mounting  in  the  usual 
way,  squeegee  the  print  on  to  an  old  negative  glass,  cutting 
shape,  or  ferrotype  plate,  and  when  nearly  dry  coat  the  back 
with  the  mountant,  and  apply  to  the  mount ;  use  the  squeegee 
vigorously,  and  when  dry  the  glass  may  be  stripped  off,  leaving 
the  print  upon  the  mount.  (For  the  usual  size  of  mounts,  see 
Sizes,  Photographic.) 

Multiplying  Camera.  The  most  common  arrangement  for 
making  a  number  of  small  negatives  on  one  plate — as  in  the  case 
of  the  so-called  postage-stamp  portraits — is  to  fit  the  camera 
with  three  or  more  miniature  portrait  lenses,  and  to  so  arrange 
the  dark  slide  that  several  shifts  are  made ;  thus  three  lenses 
and  four  shifts  will  give  twelve  small  negatives  on  one  plate. 
Another  arrangement  is  to  use  an  ordinary  camera,  and  in  front 
of  it  support  a  number  of  small  mirrors  so  adjusted  that  each 
reflects  the  sitter.  In  the  stereograph  we  have  an  application  of 
this  principle.     (See  Stereograph.) 

Muriatic  Acid  and  Muriates.  Muriatic  acid  is  an  old  name 
for  hydrochloric  acid,  and  chlorides  or  hydrochlorates  were 
called  muriates. 

Nameit  Outfits.  A  set  of  reversed  india-rubber  type  for  stamp- 
ing titles  on  negatives.    (See  Titles  on  Prints.) 

Natural  History,  Naturalist's  Camera,  and  kindred  subjects 
are  treated  of  under  the  heading  Animals,  Photographing. 

Naturalistic  Photography.  Under  this  title  there  was 
published  (in  1890)  one  of  the  most  striking  works  ever  written 
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on  photography,  by  Dr.  P.  H.  Emerson.  Naturalistic  Photo- 
graphy is  an  attempt  to  render  by  means  of  the  usual  tools 
and  operations  of  photography  the  same  as  given  by  the  so- 
called  "  Impressionist"  school  of  painting,  of  which  Whistler  is 
the  leader.  As  perhaps  the  clearest  exposition  of  the  teaching 
and  aim  of  this  school,  we  cannot  do  better  than  refer  to  Dr. 
Emerson  himself,  who  says  that  a  picture  "  should  be  made 
just  as  sharp  as  the  eye  sees  it,  and  no  sharper;  for  it  must  be 
remembered  the  eye  does  not  see  things  as  sharply  as  the 
photographic  lens,  for  the  eye  has  the  faults  due  to  dispersion, 
spherical  aberration,  astigmatism,  aerial  turbidity,  blind  spot, 
and  beyond  twenty  feet  it  does  not  adjust  perfectly  for  the 
different  planes.  All  these  slight  imperfections  make  the  eye's 
vision  more  imperfect  than  that  of  the  optician's  lens,  even  when 
objects  in  one  plane  only  are  sharply  focussed ;  therefore,  except 
in  very  rare  cases,  which  will  be  touched  upon  elsewhere,  the 
chief  point  of  interest  should  be  slightly — very  slightly — out  of 
focus,  while  all  things,  out  of  the  plane  of  the  principal  object,  it 
is  perfectly  obvious  from  what  has  been  said,  should  also  be 
slightly  out  of  focus,  not  to  the  extent  of  producing  destruction 
of  structure  or  fuzziness,  but  sufBciently  to  keep  them  back  and 
in  place.  .  .  The  rule  in  focussing,  therefore,  should  be,  focus 
for  the  principal  object  of  the  pictifre,  but  all  else  must  not  be 
sharp ;  and  even  that  principal  object  must  not  be  as  perfectly 
sharp  as  the  optical  lens  will  make  it.  It  will  be  said.  But  in 
Nature  the  eye  wanders  up  and  down  the  landscape,  and  so 
gathers  up  the  impressions,  and  all  the  landscape  in  turn  appears 
sharp.  But  a  picture  is  not  '  all  the  landscape ' ;  it  should  be 
seen  at  a  certain  distance — the  focal  length  of  the  lens  used,  as 
a  rule  ;  and  the  observer,  to  look  at  it  thoughtfully,  if  it  be  a 
picture,  will  settle  on  a  principal  object,  and  dwell  upon  it,  and 
when  he  tires  of  this  he  will  want  to  gather  up  suggestions  of 
the  rest  of  the  picture.'' 

Negative  is  the  term  applied  to  the  image  in  which  the 
lights  and  shades  are  reversed.  These  can  be  made  by  direct 
action  of  light  in  the  camera,  or  by  printing  in  a  frame  from  a 
positive. 

Negative  Storing.  To  the  amateur  whose  work  is  frequent 
and  successful  the  stock  of  negatives  soon  becomes  considerable, 
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and  storage  a  trouble.  Many  use  the  grooved  negative  boxes, 
but  virhile  these  are  convenient  their  bulk  is  a  great  objection. 
A  good  plan  is  to  use  paper  negative  bags,  on  which  can  be 
written  the  subject,  date,  and  duration  of  exposure,  aperture 
of  diaphragm,  mode  of  development,  and  any  other  remarks 
which  may  be  considered  necessary.  The  negatives  in  the  bags 
can  then  be  packed  close  together  in  boxes  not  grooved,  and 
they  will  take  up  about  one-fourth  of  the  room  of  grooved 
boxes.  An  index  can  be  kept  of  them,  and  a  list  pasted  inside 
the  lid  of  each  box  for  further  reference.  Film  negatives  are 
best  kept  in  stiff-leaved  albums,  the  corners  being  pushed  into 
suitable  slots. 

Negatives,  Stripping  of.  One  of  the  most  potent  agents  for 
removing  the  film  from  a  glass  plate  is  extremely  weak  hydro- 
fluoric acid — half  a  fluid  drachm  of  the  strong  acid  to  a  pint  of 
water  being  sufficient.  In  this  bath  the  gelatine  film  will  soon 
float  off  the  glass  plate,  and  the  film,  after  rinsing  in  water,  may 
be  received  and  dried  on  a  waxed  glass  plate,  a  sheet  of  ebonite, 
or  a  slab  of  celluloid,  from  which  it  will  readily  separate  when 
dry.  It  is,  however,  more  convenient  to  purchase  the  more 
manageable  fluoride  of  potassium  or  sodium,  and  to  dissolve 
a  dram  of  eitlier  in  a  pint  of  water,  then  to  acidify  by  a  few 
drops  of  hydrochloric  acid  or  stilphuric  acid.  During  the  above 
operation  the  film  becomes  enlarged  ;  and  if  the  separated  film 
is  allowed  to  soak  for  some  time  in  water  it  may  be  readily 
enlarged  to  twice  the  original  area,  or  nearly  I5  linear.  If,  on 
the  other  hand,  the  film  is  immersed  in  methylated  spirit,  imme- 
diately it  floats  off  it  will  be  scarcely,  if  at  all,  larger  than  when 
on  the  original  glass.  Assuming  the  stripped  film  to  have  been 
floated  off  the  original  glass,  and  to  be  on  the  waxed  glass, 
celluloid,  or  ebonite,  a  thick  sheet  of  soaked  gelatine  may 
be  squeegeed  down  upon  it ;  and  the  edges  of  the  latter  being 
clamped  down,  the  whole  is  allowed  to  dry,  when  the  negative 
film,  strengthened  by  the  extra  thickness  of  gelatine,  may  be 
stripped  off,  and  used  as  a  reversed  negative  for  collotype  or 
other  photo-mechanical  process. 

Neomonoscope.  An  apparatus  somewhat  similar  to  the  Ale- 
thoscope  {g.v.)  and  other  devices  of  a  similar  kind. 
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Nephograph.  A  contrivance  for  photographing  and  register- 
ing the  height  and  position  of  clouds  by  photography  (by  electric 
release  of  shutter).  Simultaneous  exposure  being  made  by  two 
or  more  cameras  at  a  considerable  distance  apart,  data  are  ob- 
tained for  the  required  determination. 

New  Photography.  A  term  of  shifting  meaning.  A  few 
years  ago  it  meant  that  class  of  work  in  which  pictorial  effect 
and  excellence  is  more  sought  after  than  mere  technical  perfec- 
tion ;  five  years  ago  Radiography  was  frequently  referred  to  as 
the  New  Photography.  At  the  time  of  revising  the  present 
edition  of  the  Dictionary,  the  term  "  New  Photography  •  has 
no  generally  accepted  meaning. 

Niepceotype.  (i)  A  term  sometimes  applied  to  the  bitumen 
process,  invented  by  J.  N.  Niepce  about  1816,  and  the  first 
method  by  which  a  camera  picture  was  obtained.  (2)  The 
albumen  process  on  glass  (see  p.  12)  due,  as  far  as  its  main 
features  are  concerned,  to  Niepce  de  St.  Victor. 

Nitric  Acid  (Ger.,  Salpetersilure ;  Fr.,  Acide  Nitrique). 
HN03  =  63.  Synonym:  Aquafortis.  Prepared  by  distillation 
from  Chili  saltpetre  (nitrate  of  soda)  and  sulphuric  acid.  A 
heavy  liquid  fuming  in  the  air.  It  is  extremely  corrosive — the 
antidote  being  any  alkaline  earthy  carbonate,  as  chalk,  lime, 
magnesia.  (For  a  table  giving  the  specific  gravity  of  nitric  acid 
of  various  strengths,  see  Hydrometers  and  Hydrometry.) 

Nitro-Hydrochloric  Acid  (Ger.,  Konigswasser ;  Fr.,  Eau 
regale).  Synonym  :  Aqua  regia.  A  mixture  of  3  parts  of  hydro- 
chloric acid  with  i  part  of  nitric  acid.  It  is  used  to  dissolve 
gold  for  the  preparation  of  gold  perchloride,  the  agent  being  the 
chlorine  liberated  by  the  interaction  of  the  acids. 

Non-Actinic  Eays.  No  rays  are  absolutely  non-actinic,  but 
the  term  is  often  applied  to  the  red  rays.     (See  Spectrum.) 

Obernetter's  Process,  or  Lichtkupferdruck.  A  mechanical 
printing  process  of  very  ingenious  idea  and  of  extremely  pleasing 
results.  The  silver  image  of  a  gelatine  positive  is  converted 
into  chloride  of  silver,  and  the  film  is  then  stripped  and  applied 
to  the  surface  of  a  copper  plate,  and,  under  the  influence  of  a 
voltaic    current,   the    silver  chloride  is    decomposed,  and  the 
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chlorine  unites  with  the  copper  and  etches  it  to  a  greater  or 
less  degree,  according  to  the  depth  of  deposit  of  silver  chloride. 
The  result  is  a  grained  intaglio  plate  of  extreme  delicacy  and 
beauty,  which  is  inked  and  printed  from  the  same  as  any  other 
intaglio  plate. 

Objective.  A  term  sometimes  applied  to  the  image-forming 
lens  of  an  optical  instrument,  as  for  example  the  lens  used  with 
the  photographic  camera.     (See  Lens.) 

Oil  of  Lavender.  This  and  the  oil  of  the  spike  lavender 
were  used  as  solvents  in  the  early  forms  of  the  bitumen  process. 

Oil  of  Spike.    See  Oil  of  Lavender. 

Oil  Paintings,  to  Copy.    See  Copying. 

Opacity.    See  Density. 

Opalotype.  A  term  applied  to  pictures  on  opal  glass.  They 
can  be  made  by  coating  opal  glass  with  a  plain  gelatino-bromide 
emulsion,  or  by  using  a  printing-out  emulsion.  The  exposure 
and  development  are  the  same  as  for  bromide  paper.  Either 
polished  or  ground  opal  glass  may  be  used,  the  latter  giving 
very  pleasing  pictures  of  a  matt  surface.  Another  method  of 
obtaining  pictures  by  the  printing-out  process  is  by  the  use  of 
a  coUodio-chloride  emulsion,  which  may  be  made  as  follows : — 


No.  I. 

Silver  nitrate             

..       31  grs. 

Methylated  alcohol 

28  drms. 

Dissolve  by  the  aid  of  heat  immediately  before 

using. 

No.  2. 

Strontium  chloride 

...       31  grs. 

Methylated  alcohol 

28  drms. 

No.  3. 

Citric  acid     

••       31  grs. 

Methylated  alcohol 

28  drms. 

No.  4. 

Pyroxyline  or  celloidin       

62  grs. 

Methylated  alcohol 

28  drms. 

„          ether     

..       28      „ 
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To  make  the  emulsion 

Take  of  No.  2  150  mins, 

..       No.  3  150     „ 

„       No.  4  28  drnzs. 

Mix,  and  add  gradually,  with  constant  agitation. 

No.  I 75  mins. 

Give  the  plates  an  edging  of  albumen  or  india-rubber  solution 
a  quarter  of  an  inch  broad,  and,  after  coating,  allow  them  to  dry 
thoroughly.  The  prints  should  be  washed,  toned,  and  fixed  in 
the  same  way  as  ordinary  silver  prints,  or  the  sulpho-cyanide 
toning  bath  may  be  used  with  better  effect.  (See  Toning.)  As 
it  is  necessary  to  examine  the  opal  during  the  operation  of 
printing,  it  is  obvious  that  some  arrangement  must  be  made  for 
replacing  it  in  exactly  the  same  position.  Printing  frames  may 
be  obtained  commercially  specially  adapted  for  this  work,  but 
an  ordinary  printing  frame  may  be  utilised  in  the  following 
manner :  — Replace  the  hinged  back  by  a  solid  piece  of  wood  t\ 
of  an  inch  less  in  thickness ;  coat  the  inside  of  this  back  with  a 
composition  of  gelatine  made  as  follows  ; — 

Gelatine  (Nelson's  X  opaque)       ...         ...         i  oz. 

Water  ...         ...         ...         4  ozs. 

Glycerine      ...         ...         2    ,, 

Soak  the  gelatine  in  water,  and  dissolve  by  the  aid  of  heat ; 
add  the  glycerine  last.  The  opals  will  adhere  to  this  on  being 
damped,  or  a  thick  india-rubber  solution,  with  a  little  castor  oil 
added,  may  be  used  : — 

Pure  masticated  rubber      40  grs. 

Castor  oil      ...         ...         ...         ...         ...       10  drops. 

Benzole  ...         ...         ...         ...         ...         1  oz. 

A  small  spot  of  this  at  each  corner  will  cause  the  opal  to  adhere 
firmly  to  the  wood.  To  keep  the  negative  in  position,  a  screw 
may  be  driven  through  one  end  of  the  printing  frame,  and  the 
point  of  the  screw  cut  off;  a  groove  cut  in  it  in  which  to  fit  the 
negative.  To  the  back  affix  three  or  four  small  tongues  of  metal 
pierced  with  holes,  which  holes  may  drop  over  pins  driven  into 
the  sides  of  frame,  or  the  back  may  be  permanently  fixed  by  a 
hinge  to  one  end  of  the  frame. 
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Optical  Centre.  An  old  term,  the  use  of  which  is  founded 
on  a  misapprehension.  It  was  often  defined  as  a  point  in  the 
principal  axis  of  a  single  lens  which  may  be  found  as  follows : — 
DravF  a  line  to  represent  the  principal  axis,  A  c  a'  (fig.  loi); 
then  from  the  centres  of  curvature  draw  two  radii,  AB  and  a'b', 
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Fig.  loi. 

parallel  to  one  another,  but  oblique  to  the  central  axis ;  join 
their  extremities,  B,  b',  and  the  point  c  at  which  the  principal 
axis  is  cut  by  this  line  is  the  optical  centre. 

Optical  Glass.    See  Glass. 

Optical  Lantern.    See  Magic  Lantern. 

Optics  {SwrofjiaL,  obsolete  synonym  of  opaa,  I  see).  That 
branch  of  science  relating  to  the  nature  and  laws  of  vision. 
The  subject  is  too  comprehensive  to  treat  here.  For  further 
study  the  reader  is  referred  to  Glazebrook's  "  Physical  Optics." 

Orange  Light.  Actinic  light  filtered  through  any  medium 
which  absorbs  all  but  the  orange  rays.  It  is  frequently  used  for 
the  illumination  of  the  dark-room,  and  is  sufficiently  safe  if  not 
too  brilliant. 

Oroheliograph.    See  Panoramic  Camera. 

Orthochromatic.    See  Isochromatic. 

Orthographic  and  Orthoscopic.  Two  fanciful  titles  given 
to  certain  classes  of  lenses. 

Ortol  Developer.    See  Development  and  Developers. 
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Osmose,  An  action  that  takes  place  when  two  liquids  of 
differing  densities  are  separated  by  a  permeable  medium.     (See 

DiALYSER.) 

Over-Exposure  is  the  undue  prolongation  of  the  exposure  of 
the  sensitive  surface.  The  effect  of  over-exposure  on  the  sensi- 
tive surface  is  that  the  image  starts  up  quickly,  and  the  plate 
shows  signs  of  fogging  [see  Fog]  before  proper  density  is 
obtained,  the  resulting  negative  being  thin,  but  full  of  detail. 

Oxalate  Developer.    See  Developer  and  Bromide  Paper. 

Oxalic  Acid  (Ger.,  Oxahaure;  Fr.,  Acide  Oxalique).  HjCjOj, 
2H20  =  i26.  Prepared  by  oxidation  of  sugar  or  sawdust  by 
nitric  acid.  It  is  recommended  for  acidifying  the  oxalate  of 
potash  solution  for  ferrous  oxalate  developer,  but  its  chief  use 
is  in  the  preparation  of  oxalate  of  potash,  ferric  oxalate,  and 
other  stable  salts.  It  is  poisonous  (60  grs.  being  often  sufficient 
to  cause  death) ;  its  antidote,  chalk,  or  lime  in  any  form,  with 
which  it  forms  insoluble  oxalate  of  lime.  Solubility:  i  in  i5'5 
of  cold  water,  i  in  i  of  boiling ;  sparingly  soluble  in  alcohol. 

Ox-Gall.  The  fresh  gall  of  the  ox  purified,  and  evaporated 
to  a  suitable  consistency.  It  is  used  photographically  to  make 
water-colours  take  to  the  surface  of  albumenised  prints.  It 
can  be  obtained  from  the  artist's  colourman  as  a  sticky,  rather 
offensive-smelHng  mass.  It  is  soluble  in  water  and  spirit,  and 
can  be  dissolved  in  either,  or,  preferably,  a  mixture  of  both, 
and  applied  to  surface  of  print  with  camel's-hair  pencil. 

Oxygen.  O  =  16.  A  gaseous  element,  forming  |  by  weight 
of  water,  and  f  f  of  the  air ;  it  is  the  most  abundant  element 
known,  entering  into  the  composition  of  all  animal  and  vegetable 
tissues,  and  forming  about  half  the  weight  of  the  solid  earth. 
It  is  used  in  the  oxy-hydrogen  light,  and  is  usually  prepared 
on  a  small  scale  by  heating  a  mixture  of  chlorate  of  potash  and 
black  oxide  of  manganese. 

Oxy-Hydrogen,  Oxy-Calcium,  or  Drummond's  Light.    A 

cylinder  or  ball  of  lime  is  heated  by  a  blowpipe  flame  fed  with 
oxygen,  and  glows  with  an  exceedingly  intense  light ;  this  light, 
in  one  form  or  another,  being  the  chief  illuminant  for  high-class 
magic-lantern  effects.  It  can  also  be  advantageously  used  for 
enlarging. 
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Ozotype,  Gum-Ozotype.  The  ozotype  process  is  a  new 
method  of  carbon  or  pigment  printing,  introduced  to  general 
notice  since  the  publication  of  the  last  edition  of  The  Dictionary 
OF  Photography,  and  this  process  has  rapidly  become  popular. 
The  inventor  and  patentee  of  the  ozotype  process,  Mr.  Manly,  has 
written  a  lucid  handbook,  and  has  given  demonstrations  in 
London,  so  that  certain  difficulties  which  were  first  encountered 
have  practically  ceased  to  trouble  those  who  work  with  ozotype. 
Mr.  Manly's  "Handbook  of  Ozotype"  (price  is.)  is  published  by 
Hazell,  Watson,  &  Viney,  Ltd.,  and  contain  all  necessary 
information. 

The  ozotype  process  may  be  considered  as  remotely  an  out- 
come of  the  chromatype  processes  (see  Chromatype)  of  nearly 
fifty  years  ago,  in  which  the  faint  image  obtained  on  paper, 
sensitised  with  a  pure  or  mixed  bichromate  solution,  is  so  treated 
as  to  make  the  weak  image  gather  intensity ;  or  perhaps  a  nearer 
ancestor  of  the  ozotype  process  in  the  Mariotype  (see  Mario- 
type)  of  1873,  in  which  the  faint  image  on  bichromated  paper  is 
built  upon  by  its  tendency  to  induce  local  insolubility  in  carbon 
tissue  brought  into  contact  with  it. 

A  characteristic  feature  of  ozotype  and  one  which  forms  the 
basis  of  Mr.  Manly's  patent  is  the  use  of  a  special  sensitising 
solution  containing  not  only  a  bichromate,  but  also  a  manganous 
salt.  This  solution  is  supplied  quite  ready  for  use  by  the 
Ozotype  Company  of  i,  Weedington  Road,  Kentish  Town, 
London.  By  the  use  of  a  manganese  salt  in  conjunction  with 
the  bichromate  a  very  vigorous  and  distinctly  brown  image  is 
obtained  on  the  prepared  paper  by  exposure,  this  making  the 
regulation  of  the  exposure  as  easy  as  it  is  in  the  case  of  any 
ordinary  printing-out  paper.  In  this  case  a  brown  chromate  of 
manganese  appears  to  be  formed,  and  this  compound  seems  to 
be  specially  active  in  producing  insolubility  of  the  plaster 
of  pigmented  gelatine,  or  the  layer  of  pigmented  gum  which  is 
subsequently!  brought  into  contact  with  the  print.  Still,  plain 
bichromate  solutions  or  bichromate  solutions  containing  mer- 
curous  nitrate  may  be  used,  as  Mr.  Haddon  has  pointed  out. 

Sensitising  the  Paper  for  Exposure.  Any  ordinary  paper  of 
good  quality  may  be  employed  for  ozotype,  but  naturally  there 
will  be  a  general  preference  for  the  standard  drawing  papers. 
First  lay  a  protective  sheet  of  clean  paper  on  a  table  or  drawing 
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board,  then  pin  down  the  sheet  to  be  coated.  The  sensitising 
solution  is  now  brushed  smoothly  over  the  paper  by  means  of  a 
long-haired,  flat,  hog-hair  brush,  after  which  the  sheet  is  hung  up 
to  dry.  Hanging  up  over  night  in  a  room  where  there  has  been 
a  fire  is  a  convenient  plan ;  but  care  must  be  taken  to  sufficiently 
close  the  room  against  the  morning  light,  as  a  very  slight  light 
fog  on  the  ozotype  paper  tends  to  grow  or  increase  if  the  paper 
is  stored. 

Storing  the  Sensitive  Ozotype  Paper.  Speaking  generally  the 
best  rule  is  to  sensitise  daily  as  required,  but  if  care  be  taken 
not  to  fog  the  paper  in  sensitising,  the  prepared  paper  may  be 
preserved  for  several  weeks  in  a  chloride  of  calcium  box.  (See 
Calcium  Box  or  Tube.) 

Exposure.  The  paper  is  rather  more  sensitive  than  the  usual 
silver  printing-out  papers,  and  as  the  brown  image  is  distinctly 
visible  no  actinometer  is  required.  Paper  which  has  been  kept 
is  rather  more  sensitive  than  freshly  prepared  paper,  and  the  old 
paper  generally  gives  a  softer  print  than  the  freshly  sensitised 
paper. 

Washing  the  Sheet.  The  exposed  sheet  must  be  soaked  in 
water  until  the  yellow  ground  becomes  white,  but  not  after  this 
point  is  reached,  otherwise  that  brown  image  which  is  the  germ 
of  'the  future  pigment  print  will  begin  to  deteriorate.  After 
washing  the  sheets  may  be  allowed  to  dry,  and  at  this  stage  the 
prints  may  be  kept  or  stored  without  risk  of  deterioration. 

Pigmenting  or  Plastering.  A  transferring  solution  is  pre- 
pared, and  in  this  considerable  latitude  is  allowable.  A  pint  of 
water,  half  to  one  fluid  drachm  of  acetic  acid,  15  to  20  grs. 
of  hydroquinone,  and  half  a  drachm  of  glycerine  may  be  taken  as 
a  standard;  but  from  half  to  one  grain  of  ferrous  sulphate  is 
sometimes  a  useful  addition  as  counteracting  a  tendency  to 
washing  up  or  bareness  in  the  high  lights.  In  this  bath  the 
washed  print  and  a  piece  of  ordinary  unsensitised  carbon  tissue 
are  immersed,  and  are  kept  in  motion  until  both  are  well  saturated 
with  the  fluid,  which  may  be  in  20  or  30  seconds.  The  sheets 
are  now  brought  into  contact,  face  to  face,  while  under  the  fluid 
and  are  withdrawn. while  in  contact.  The  pair  is  laid  on  a  flat 
surface,  and  contact  is  established  by  means  of  a  squeegee.  The 
combined  sheets  should  remain  in  this  condition  from  four  to 
fourteen  hours. 
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Development.  The  development  of  the  print  and  subsequent 
operations  are  as  in  ordinary  carbon  process.  (See  Carbon 
Printing.) 

Gtim-Ozotype.  It  is  only  necessary  to  point  out  the  variations 
which  are  involved  when  pigmented  gum  is  used  instead  of  a 
pigmented  gelatine  tissue,  and  we  may  refer  readers  to  an  article 
on  gum-ozotype  contributed  by  Mr.  W.  R.  Bliss  to  The  Amateur 
Photographer  for  July  26th,  1901,  p.  63. 

A  little  gum  (or  fish  glue)  is  desirable  in  the  sensitising  solution 
Mr.  Bliss  recommending  the  following  mixture: — 

Ozotype  sensitising  solution,  2^  drms. 

Water  \    „ 

Mucilage  of  gum        20  minims. 

Coating,  printing,  and  washing  are  as  in  the  ordinary  ozotype 
process. 

The  washed  and  dry  sheet  bearing  the  brown  image  is  now 
coated  with  pigmented  gum  to  which  an  equivalent  of  the  trans- 
ferring solution  has  been  added.  We  have  found  the  following 
mode  of  working  to  be  satisfactory. 

Grind  suitable  moist  colour  or  "  tube  colour "  (see  Gum- 
Bichromate)  with  twice  its  built  of  mucilage  of  gum,  prepared  as 
directed  in  the  article  on  gum-bichromate.  Then  to  each  fluid 
ounce  of  the  mixture  add  4  minims  of  acetic  acid  and  2  grains  of 
hydroquinone,  working  all  together  in  the  mortar.  Next  paint 
the  dry  and  washed  sheet  bearing  the  brown  image  with  this 
mixture  ;  proceeding  as  directed  in  the  article  gum-bichromate, 
but  with  the  diflference  that  the  coating  may  be  so  thick  as  just  to 
obscure  or~hide  the  image  on  the  paper.  Hang  the  sheet  up  to 
dry,  and  in  twelve  or  eighteen  hours  develop  as  directed  for 
gum -bichromate. 

Packing  Plates.  Several  methods  are  employed  by  commer- 
cial firms  to  preserve  dry  plates  from  accidental  injury  and 
fracture  whilst  travelling,  and  a  convenient  method  for  the 
tourist  is  that  practised  by  a  well-known  London  firm.  Pure 
tissue  paper  is  cut  the  exact  width  of  the  plates,  but  sufficiently 
long  to  enclose  five  or  six ;  the  end  of  a  strip  is  placed  in  the 
box,  then  a  plate  is  laid  in  face  downwards,  and  the  tissue  paper 
folded  over  the  back  of  it ;  then  another  plate  is  laid  face  down- 
wards on  the  tissue  paper,  and  this  is  continued  till  the  case  is 

480 


Palladium  Panoramic  Camera 

full,  when  the  box  is  wrapped  in  black  paper,  slipped  into 
another  case,  and  that  into  an  outer  box  or  travelling  case.  By 
alternating  the  plates  and  paper  in  this  manner,  any  number 
of  plates  may  be  safely  carried  by  road  or  rail  without  much 
fear  of  fracture.  Custom-house  officers  seldom  give  trouble  to 
tourists  who  are  reasonably  civil;  but  it  may  be  sometimes 
desirable,  when  the  above  method  of  packing  is  adopted,  to 
interpose  here  and  there  a  black  card  exactly  fitting  the  box, 
and  also  to  put  a  spoiled  plate  on  the  top.  Even  should  such 
a  package  be  opened  for  inspection,  the  damage  may  be  little 
or  nothing.  Some  tourists  attach  great  importance  to  covering 
the  outsides  of  each  package  with  long  inscriptions  printed  in 
various  languages,  and  intended  to  caution  custom-house  officers. 
Such  long  inscriptions  are  seldom  read ;  and  a  short  caution, 
boldly  printed,  in  the  four  leading  languages  is  far  more  likely 
to  be  practically  useful,  thus — 

Photographic  Plates. 

Plaques  Photographiques. 

Photographische  Platten. 

Teme  la  Luce. 
In  practice  the  one  word  PHOTOGRAPHIC,  on  a  label  covering 
the  whole  length  of  the  package,  will  convey  a  sufficient  hint  to 
any  Custom-house  officer  willing  to  take  a  hint ;  this  word  being 
so  universal  in  one  form  or  another  as  scarcely  to  require  trans- 
lation, even  to  the  average  fiscal  officer  of  countries  where  the 
Roman  alphabet  is  not  used. 

Palladium,  Palladiotype.  Palladium  is  a  metallic  element 
sometimes  found  native  in  the  nearly  pure  state,  and  frequently 
with  platinum,  which  it  much  resembles.  It  has  been  recom- 
mended for  toning  transparencies  and  enamels,  but  its  use  is 
limited.  Palladiotype  is  a  method  similar  to  platinotype,  but 
with  palladium  in  place  of  platinum.     (See  Platinotype.) 

Panel.      The  style  of  a  commercial  photograph,  size  about 
4  by  8J  ins. 
Panoram.    See  Panoramic  Camera. 

Panoramic  Camera.  Generally  a  camera  is  so  called  when 
it  includes  a  wider  angle  than  can  be  included  by  a  lens,  the 
lens  of  widest  angle   being   Sutton's   concentric   and   spherical 
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water  lens  (fig,  87,  p.  432),  with  which  curved  plates  were  used. 
The  principle  of  the  most  usual  type  of  panoramic  camera  is 
perhaps  sufficiently  explained  in  the  article  Cylindrograph 
(p.  171);  but  it  should  be  understood  that  rigidly  attached  to 
the  lens  setting  and  inside  the  camera  is  a  tube  which  terminates 
in  a  vertical  slot  near  the  surface  of  the  curved  film,  thus  limiting 
the  exposure  at  each  instant  to  that  portion  of  the  plate  well 
covered  by  the  lens.  The  panoramic  camera  best  known  in  this 
country  is  that  of  Johnson  &  Harrison,  in  which  the  lens  moves 
on  a  vertical  axis,  as  in  Moessard's  cylindrograph,  and  the  lens 
setting  carries  with  it  a  casing  with  vertical  slot.  Instead,  how- 
ever, of  the  sensitive  surface  being  curved,  a  long  plate  is  used 
and  this  plate  is  so  moved  by  gearing  that  the  portion  actually 
under  the  action  of  the  lens  always  has  a  position  corresponding 
to  a  tangent  on  the  circle  described  by  the  vertical  slot.  With 
the  long  plate,  mechanical  limitations  make  it  difficult  to  con- 
struct the  camera  so  that  it  shall  describe  a  complete  circle. 
Damoiseau's  cyclograph  and  Colonel  Stewart's  panoram  are 
constructed  on  a  similar  principle,  but  instead  of  a  long  plate 
a  band  of  film  is  used,  and  a  complete  circle — or,  indeed, 
several  circles  in  succession — may  be  photographed  on  a  band 
of  film.  Other  forms  of  panoramic  camera,  by  which  360°  may 
be  included,  are  Chevalier's  plane  table,  in  which  an  image  is 
reflected  downwards  from  a  revolving  lens  to  a  circular  plate 
and  M.  Noe's  oroheliograph,  in  which  the  lens  looks  upwards  at 
a  convex  paraboloid  reflector.  These,  however,  give  distorted 
images,  but  are  serviceable  in  connection  with  photogrammetric 
observations.  Mr.  A.  H.  Smith  has  constructed  a  form  of 
camera,  which  he  calls  by  the  same  name  as  M.  Damoiseau's 
instrument  above  mentioned,  and  it  photographs  the  whole  cir- 
cumference of  a  cylindrical  object  which  revolves  in  front  of  it. 
(See  Cyclograph.) 

Pautoscope.  (i)  An  apparatus  for  viewing  photographs,  and 
generally  similar  to  the  Alethoscope  and  Lanternoscope  {q.v.). 
(2)  A  wide-angle  lens  manufactured  by  Busch,  and  shown  in 
section  (fig,  84,  p.  431).' 

Pantoscopic  Camera.    See  Panoramic  Camera. 

Paper,  Albumenised.    See  Albumenised  Paper. 
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Paper  Negatives.  The  first  negatives  made  by  Talbot  were 
on  a  basis  of  paper,  and  were  made  sufficiently  transparent  by 
waxing.  Any  of  the  more  sensitive  development  papers  may  be 
used  in  the  camera  for  negative  making. 

Papyrotype,  Papyrography,  or  Papyrotint.  Methods  of 
photo-lithography,  in  which  paper  is  used  as  the  material  on 
which  the  original  transfer  is  made. 

Parabola  is  the  curve  described  by  a  moving  point,  which  is 
always  at  the  same  distance  from  a  fixed  line,  its  directrix,  that  it 
is  from  a  fixed  point,  its  focus.  The  chief  use  in  photography  of 
the  parabola  is  in  the  construction  of  mirrors  or  reflectors  for 
artificial  light,  their  value  being  based  on  the  fact  that  the  rays  of 
a  luminous  point  in  the  focus  of  a  parabolic  mirror  will  be  re- 
flected as  a  parallel  bundle. 

Parallax  Stereogram.  The  parallax  stereogram  of  Mr.  Ives  is 
a  positive  transparency  which  consists  of  narrow  stripes  alternately 
derived  from  the  two  halves  of  a  stereogram ;  and  in  front  of  this 
composite  positive,  but  not  quite  in  contact,  there  is  fixed  a  line 
screen  which  is  adjusted  that  each  eye  sees  its  appropriate  set 
of  stripes.  Mr.  Ives  explains  that  this  result  is  obtained  by 
placing  a  line  screen  in  front  of  the  sensitive  plate  in  the  camera, 
slightly  separated  from  it,  and.  forming  the  image  with  a  3^-in. 
diameter  lens,  behind  which  are  two  small  apertures  places  at 
the  pupillary  distance  apart.  The  resulting  photograph  (a  posi- 
tive from  the  original  negative)  is  viewed  through  a  similar  screen, 
from  approximately  the  same  distance  as  the  focal  length  of  the 
lens.  Each  aperture  of  the  lens  forms  an  image  made  up  of 
shaded  lines,  and,  owing  to  difference  of  parallax,  the  lines 
constituting  the  two  elements  of  the  stereogram  are  separated 
and  alternate  with  each  other ;  and  for  the  same  reason  each 
eye  picks  up  all  of  the  lines  belonging  to  the  respective  element 
of  the  stereogram,  while  the  lines  constituting  the  other  element 
are  hidden  from  that  eye  by  the  opaque  lines  of  the  covering 
screen. 

Paramidophenol.    See  Amidol. 

Paramidophenol  Developer.  See  Development  and 
Developers. 

Paste.     See  MouNTANT. 
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Paste,  Encaustic.    See  Encaustic  Paste. 

Pearlash.    A  synonym  for  impure  Potassium  Carbonate  (y.w.). 

Pellet's  Process.    See  Cyanotype. 

Pellicle.  Literally  a  thin  skin  or  film,  and  in  this '  sense 
applied  to  the  emulsion  when  the  solvents  are  evaporated, 
(For  the  making  of  pellicular  negatives,  see  Negatives, 
Stripping  of.) 

Pencil  of  Light.  A  term  applied  to  the  rays  of  light  pro- 
ceeding from  any  luminous  body.  When  the  object  is  near,  the 
pencil  or  rays  of  light  are  divergent  rays ;  when  the  object  is 
very  distant,  the  pencils  may  be  considered  parallel,  A  pencil, 
the  rays  of  which  lessen  as  it  proceeds,  is  said  to  be  convergent. 

Peppertype.    See  Enamel  and  Ceramic  Photographs. 

Permits  to  Photograph.  When  application  is  made  to  a 
public  body,  as  the  London  County  Council,  a  very  concise  and 
formal  letter  is  best ;  but  in  writing  to  a  private  individual,  as 
the  dean  of  a  college  or  cathedral,  the  key-note  should  be  a 
sense  of  personal  obligation,  should  the  request  be  granted.  In 
London  the  Town  Clerk  (Guildhall)  gives  permits  for  Epping 
Forest,  Burnham  Beeches,  Highgate  Woods,  and  Wanstead  Park, 
while  most  of  the  open  spaces  are  under  the  jurisdiction  of  the 
London  County  Council  (OfSce  :  Spring  Gardens,  Charing  Cross). 
The  Royal  Parks  are  under  the  control  of  his  Majesty's  Board 
of  Works,  Whitehall.  On  the  continent  the  tourist  can  generally 
get  information  from  the  nearest  police  office.  As  a  rule,  a 
reasonable  use  of  the  hand-camera  is  not  interfered  with  in 
open  places  unless  near  military  works,  or  naval  depots ;  but 
such  misuses  of  the  hand-camera  as  may  annoy  individuals  are 
likely  to  get  the  photographer  into  trouble  wherever  he  may 
be.  Welcome's  Photographic  Exposure  Record  (published  in 
December  of  each  year)  contains  a  very  full  and  up-to-date  list 
of  regulations  as  to  permits.  Any  list  of  regulations  we  might 
give  would  probably  be  out  of  date  and  misleading  before  the 
next  revision  of  the  Dictionary  takes  place. 

Perspective  is  the  art  of  representing  solid  bodies  on  a  plane 
surface.  It  is  divided  into  two  branches — linear  perspective, 
which  shows  the  apparent  forms  of  objects  on  a  flat  surface ; 
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and  aerial  perspective,  which  distinguishes  the  distance  of  objects 
by  the  relative  brilliancy  of  their  colour  and  effect. 

Phenakistoscope.    See  Zoetrope. 

Phosphorescence.    See  Luminous  Paint  and  Radiography. 

Phosphorus.  P  =  3i.  A  non-metallic  element  widely  dis- 
tributed throughout  the  animal  and  vegetable  kingdom,  but 
never  occurring  in  the  free  state.  It  is  insoluble  in  water, 
soluble  in  ether,  chloroform,  benzine,  turpentine,  and  other  oils, 
and  bisulphide  of  carbon.  It  is  altered  by  light,  and  methods 
rather  curious  than  practical  have  been  based  on  this  fact. 

Photoaquatint.  See  Gum-Bichromate,  and  for  hints  as 
to  photoaquatint  in  colours  see  Photography  in  Natural 
Colours.     Photogravure  is  sometimes  called  Photoaquatint. 

Photochromoscope.     Synonymous  with  Kromskof. 

Photocrayon.  Sarony,  in  1870,  used  a  paper  backing,  shaded 
or  hatched  with  cross  lines,  and  placed  under  a  transparency  to 
simulate  a  crayon  effect. 

Photo-Engraving.  Numerous  processes  are  in  everyday 
use.  See  Photogravure,  Obernetter's  Process,  Fish  Glue 
Process,  Galvanography,  Daguerreotype  (etching  of), 
Electrotyping,  Woodbury  type.  Zincography,  Asphalt 
Process,  Chemigraphy,  Types  (originating  by  Photography). 
Collateral  subjects  are  Lithography  (Photo),  Litho-photo- 
gravure,  Leimtype,  Filigrane,  Collotype,  Prism  Rever- 
sing, and  Collotype. 

Photofiligrane.    See  Filigrane. 

Photogalvanography.    See  Galvanography. 

Photogene.  (i)  A  name  applied  by  Gaudin  to  a  sensitive 
emulsion.  (2)  A  bichromated  gum  mixture  for  the  powder 
process. 

Photoglyph.     A  photo  engraving. 

Photoglyptie.     Synonymous  with  Woodburytype. 

Photogram.  (i)  Synonymous  with  Photograph.  (2)  A  record 
obtained  by  Photogrammetry. 

Photogrammetry.  The  art  of  making  surveys  or  geodetical 
measurements  by  the  aid  of  photography.     (See  Cylindograph, 


Photography 

and  reference  to  Plane  table  and  Oroheliograph  under  Pano- 
ramic Camera.)  Standard  works  on  Photogrammetry  are 
Dr.  C.  Koppe's  "Die  Photogrammetrie,"  Weimar,  1889;  Com- 
mander V.  Legros'  "  Elements  de  Photogrammetrie,"  Paris,  1892 ; 
and  Dr.  Le  Bon's  "Les  Levers  Photographiques,''  Paris,  1889 
(2  vols.).  For  Professor  Turner's  new  method  with  an  ordinary 
camera,  see  The  Amateur  Photographer,  January  23rd, 
1902,  p.  66. 

Photography  (^mro'r,  genitive  of  (j)aos  or  (j)as,  light,  and 
ypa<pa,  I  draw)  is  the  art  of  obtaining  the  representation  of 
objects  by  the  agency  of  light  upon  sensitive  substances.  The 
following  is  a  short  history  of  the  rise  and  progress  of  the  art : — 
In  the  sixteenth  century  Baptista  Porta,  a  Neapolitan,  popularised 
the  Camera  Obscura  ig.v.),  and  this  was  used  to  obtain  sketches 
by  hand  of  the  objects  projected  by  the  lens.  In  1777  Scheele, 
the  great  chemist,  discovered  the  important  fact  that  chloride  of 
silver  blackened  in  sunlight,  the  chief  action  lying  in  the  violet 
end  of  the  spectrum.  In  1802,  Thomas  Wedgewood,  son  of  the 
famous  potter,  published  in  the  "Journal  of  the  Royal  Institu- 
tion "  an  account  of  a  method  of  copying  paintings  on  glass,  and 
of  making  profiles  by  the  agency  of  light  upon  nitrate  of  silver. 
In  the  experiments  which  are  thus  described  he  was  assisted  by 
Sir  Humphrey  Davy.  They  managed  to  obtain  images, upon 
paper  and  white  leather  by  means  of  the  solar  microscope,  but 
were  unable  to  fix  them ;  therefore  the  image  was  soon  obliterated 
by  the  darkening  of  the  whole  surface.  In  1814  Nic6phore  de 
Ni6pce  commenced  a  series  of  experiments,  but  although  he 
managed  to  obtain  images  upon  a  bituminous  film,  the  process 
was  impracticable  for  ordinary  purposes,  from  the  inordinate 
exposure  (several  hours)  which  was  required.  He  then,  in 
partnership  with  Daguerre,  carried  on  his  experiments  ;  but  it  was 
not  until  1839,  six  years  after  Nifipce's  death,  that  Daguerre 
communicated  to  the  AcadSmie  des  Sciences  at  Paris  the  process 
so  well  known  as  Daguerreotype.  Early  in  1839  Fox  Talbot, 
previous  to  Daguerre's  communications,  announced  to  the  Royal 
Society  a  method  of  "photogenic  drawing,"  in  which  pictures 
were  produced  upon  paper  prepared  with  chloride  of  silver.  Fox 
Talbot  effected  the  fixation  of  these  pictures  by  saturated 
solutions  of  chloride  of  sodium  and  bromide  of  potassium.     The 
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use  of  hyposulphite  of  soda,  however,  soon  became  general.  Sir 
Humphrey  Davy  having,  in  1821,  published  the  action  of  this  salt 
upon  the  salts  of  silver.  In  1841  Fox  Talbot  patented  his 
process  called  Talbotype  or  Calotype  {q.v.).  To  the  Rev.  J.  B. 
Reade  is  due  the  credit  of  first  recommending  a  developer, 
although  Fox  Talbot  was  the  first  to  use  a  restrainer.  Up  to 
this  point  paper  negatives  alone  were  in  use;  but  in  1848  a 
cousin  of  the  original  NiSpce,  M.  Niepce  de  St.  Victor,  proposed 
the  use  of  albumen  on  glass  as  a  vehicle  for  the  sensitive  salts 
of  silver.  These  plates,  however,  were  very  insensitive,  and 
numerous  substances,  such  as  starch,  gelatine,  gum,  etc.,  were 
proposed;  none,  however,  were  successful.  In  185 1  Le  Gray, 
of  Paris,  and  Scott  Archer,  of  London,  proposed  the  use  of 
collodion,  the  latter  publishing  such  a  complete  description  of 
the  wet  collodion  process  that  but  little  improvement  has  ever 
been  effected,  A  great  disadvantage,  however,  of  this  process 
was  the  necessity  of  exposing  the  film  whilst  wet,  necessitating 
the  use  of  bulky  and  heavy-  impedimenta  for  the  landscape 
photographer,  in  the  shape  of  dark  tent,  etc.  It  was  then  dis- 
covered that  the  application  of  certain  organic  substances  to  the 
washed  film  would  allow  of  the  plates  being  used  in  the  dry 
state.  In  1862  Major  Russell  discovered  the  use  of  alkaline 
pyrogallol  as  a  developer,  and  his  accidental  discovery  of  the 
restraining  power  of  the  soluble  bromides  gave  the  first  impetus 
to  the  manufacture  of  bromide  of  silver  films,  which  could  be 
exposed  dry.  In  1864  Messrs.  Sayce  and  Bolton  described  the 
process  of  making  collodion  emulsion,  which  was  poured  upon 
glass  plates,  and  then  washed  to  free  from  inert  salts.  In  1874 
it  was  discovered  that  the  emulsion  might  be  washed  previous 
to  use,  and  in  1871  Dr.  R.  L.  Maddox  published  a  notice 
of  a  gelatine  emulsion,  and  from  that,  in  1878,  Mr.  Charles 
Bennet  realised  the  capabilities  of  the  process  and  power  of 
increasing  the  sensitiveness  by  digestion  at  high  temperatures. 
Since  then  the  process  has  been  made  more  rapid,  the  ammonia 
process  becoming  known,  rapid  films  and  plates  being  of  every- 
day occurrence.  During  the  last  few  years  film  photography 
has  become  quite  a  standard  process.  Of  the  application  of 
photography  in  everyday  life  it  would  be  almost  impossible  to 
treat ;  the  various  mechanical  printing  methods,  the  use  of 
photography  for  supplying  pictures  for  illustrated  papers,  cata- 
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logues,  price  lists,  etc.,  are  too  well  known  to  need  any  descrip- 
tion. Its  uses  in  astronomy  for  making  charts  of  the  celestial 
bodies,  in  the  interests  of  justice  for  the  detection  of  criminals, 
for  the  purposes  of  experimental  warfare  and  as  an  assistant  in 
scientific  research,  for  sounding  the  depths  of  the  sea  and  for 
pathological  study  in  medicine,  seem  almost  unlimited. 

Photography  in  Natural  Colours.  The  methods  of  repro- 
ducing objects  in  the  colours  of  nature  may  practically  be  divided 
into  three  heads:  (l)  by  the  use  of  subchloride  of  silver;  (2) 
by  Lippmann's  process,  or  the  production  of  interference  waves  ; 
and  (3)  by  the  three-colour  sensation  process.  The  first  process 
is  that  which  was  experimentally  studied  by  Seebeck,  Becquerel, 
Niepce  de  St.  Victor,  Poitevin,  Kopp,  etc.,  and  practically  con- 
sists ot  exposing  subchloride  of  silver  to  the  coloured  rays, 
either  of  the  spectrum  or  beneath  a  coloured  glass  positive,  etc. 
The\disadvantage  of  this  process  is  that  there  are  no  very  satis- 
factory means  of  fixing  the  colours  which  are  thus  obtained,  and 
consequently  the  results  will  not  bear  a  prolonged  exposure  to 
light.  Some  of  the  most  successful  results  can  be  obtained  by 
using  commercial  gelatino-  or  coUodio-chloride  paper,  and  treat- 
ing it  as  suggested  by  Kopp.  The  paper  sliould  be  exposed  to 
diffused  light  whilst  immersed  in  the  following  solution  till  it 
turns  blue-green  : — 

Chloride  of  zinc       ...         ...         ...         ...         2  grs. 

Sulphuric  acid  ...         ...         ...         ...        2  drops. 

Water  5  ozs. 

The  paper  can  then  be  well  washed  and  dried  between  blotting 
paper  and  kept  in  the  dark.  It  will  keep  in  this  state  for  some 
time.     The  following  solution  should  be  prepared  : — 

Potassium  bichromate  (pure)        J  oz. 

Cupric  sulphate  (pure)        ^  ,, 

Water  3^  ozs. 

If  necessary  the  ingredients  should  be  dissolved  with  heat. 
Mercurous  nitrate,  ^  oz.,  should  also  be  dissolved  in  as  small  a  - 
quantity  of  water,  acidulated  with  nitric  acid,  as  possible ;  the 
two  solutions  mixed,  both  being  at  212°  F. ;  the  mixture  fil- 
tered, and  the  total  bulk  of  the  solution  brought  up  to  100  c.cm. 
The  blue-green  paper  is  bathed  in  this  for  a  minute,  well  drained, 
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and  then  immersed  in  a  3  per  cent,  solution  of  zinc  chloride  or 
nitrite  of  soda  till  it  turns  blue  again,  then  blotted  off  between 
blotting  paper,  and  exposed  whilst  damp  under  the  coloured 
object.  After  exposure  it  will  be  seen  that  the  green  and  yellow 
will  be  visible,  but  the  other  colours  require  developing,  and  for 
this  the  green  and  yellow  must  be  covered  with  a  varnish,  and 
then  the  paper  immersed  in  a  dilute  2  per  cent,  solution  of  sul- 
phuric acid.  In  order  to  fix  the  print  to  some  extent,  it  should  be 
immersed  in  the  mercury  bath,  then  into  the  chloride  of  zinc ; 


Fig.  loz. 

wash  and  dry  between  blotting  paper,  and  then  coat  with  a 
solution  of  gum  arabic  with  5  per  cent,  of  sulphuric  acid  added. 
The  explanation  of  the  theory  of  the  formation  of  these  colours 
is,  according  to  Zenker,  precisely  the  same  as  that  involved  in 
the  following  process  : — 2.  The  interference  method  of  Lippmann 
was  announced  by  him  in  February  1891.  This  is  founded  on 
the   theory   of  stationary  waves,   propounded   by  Zenker  and 


Fig.  103. 

Wiener.  Let  us  assume  abed,  fig.  103,  to  be  a  ray  of  light 
proceeding  in  the  direction  of  a  d,  and  the  small  dots  to  be  the 
particles  of  ether  vibrating  or  in  rapid  motion,  and  on  lis  reaching 
d  it  meets  with  some  reflecting  surface  which  sends  the  ray  back. 
We  shall  have  the  second  ray  proceeding  along  the  same  line  but 
in  the  opposite  phase,  and  at  b  and  c  the  pull  or  vibratory 
motion  of  the  ether  particle  will  be  equal  in  both  directions,  as 
shown  by  the  small  arrows  ;  so  that  at  these  points  there  will  be 
no  light,  whilst  in  the  loops  in  between  there  will  be  increased 
light.      Now   in  fig.   102  we  see  a  ray  of  light  proceeding   in 
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the  direction  A  B ;  and  the  arrows  represent  the  vibratory 
motion  of  the  particles  of  ether.  A  D  or  c  B  is  a  complete  wave 
length.  Now  by  referring  to  fig.  103  it  is  obvious  that  the  point  b 
is  exactly  half  a  wave-length  from  a  and  c,  and  c  exactly  half  a 
wave-length  from  b  and  d\  so  that  we  get  no  light  at  points 
which  are  exactly  half  a  wave-length  apart.  If  a  ray  of  light  thus 
treated  passed  through  a  film  of  sensitive  material,  it  is  obvious 
that  where  we  get  no  light  we  shall  have  no  chemical  action, 
and  consequently  no  deposit  of  silver ;  whilst  in  between  these 
places  we  shall  get  a  deposit ;  and  a  film  of  this  character,  after 
development,  will  only  reflect  that  light  which  has  a  wave-length 
just  double  the  distance  between  the  reflecting  particles  of  silver ; 
consequently  we  get  a  reproduction  of  the  colour  which  caused 
this  deposit.  Lippmann  used  first  of  all  Taupenot's  albumen 
process,  which  consists  practically  of  using  iodide  of  silver  sus- 
pended in  albumen  ;  later  he  used  bromide  of  silver  suspended 
in  albumen  ;  but  he  met  with  one  great  difficulty,  and  one  which 
every  practical  photographer  meets  with  in  ordinary  practice,  and, 
that  is  that  the  silver  salts  are  more  sensitive  to  the  blue  and 
violet  than  to  any  other  colour,  or,  to  put  it  more  popularly,  the 
photographic  plate  sees  the  blue  and  violet  as  the  brightest  part 
of  the  spectrum  ;  therefore  he  exposed  his  spectrum  in  sections, 
using  a  deep  orange-red  screen  and  giving  one  hour's  exposure 
to  get  the  red,  and  then  five  to  ten  minutes  for  green  with  a 
yellow  screen,  and  a  very  pale  yellow  screen  and  twenty  to  thirty 
seconds'  exposure  for  the  blue.  After  exposure  the  plates  were 
developed  with  pyrogallol,  and  fixed,  washed  and  dried.  Natu- 
rally, when  the  accounts  of  Lippmann's  experiments  were  pub- 
lished, and  the  results  confirmed,  many  attempted  to  do  the  same 
thing.  Kron6  of  Dresden  was  one  of  the  first,  and  he  used  albu- 
men plates,  but  instead  of  mercury  he  used  black  velvet.  M.  de 
St.  Florent,  in  1892,  exposed  an  ordinary  gelatino-bromide  plate 
with  an  orange  screen  under  a  coloured  transparency,  and  then, 
without  developing,  fixed  and  washed  it ;  and  it  was  said  this 
plate  whilst  damp  reproduced  the  colours.  In  1892  MM.  Auguste 
and  Louis  Lumifere  showed  at  a  meeting  of  the  Societe  des 
Sciences  Industrielles  of  Lyons  some  spectra  produced  by 
Lippmann's  method  which  were  superior  in  brilliancy.  These 
were  made  on  gelatino-bromide  plates.  In  1892  Valenta  pub- 
lished some  experiments  on  the  preparation  of  such  an  emulsion, 
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and  a  year  later  the  brothers  Lumiere  published  their  formula. 
Valenta's  process  is  as  follows : — 


A. 

B. 

Gelatine     

logm. 

Gelatine     20  gm. 

Water         

..     300  c. cm. 

Water        300  c.cm, 

Silver  nitrate     .. 

6gm. 

Potassium  bromide     5  gm. 

The  solutions  should  be  cooled  to  30°-35°  C,  and  then  solution  A 
gradually  added  to  solution  B,  with  constant  stirring,  and  a  faint 
opalescent  or  almost  transparent  liquid  is  obtained,  which  is 
immediately  poured  into  about  i  litre  of  90  per  cent,  alcohol,  and 
well  stirred  till  the  gelatine  emulsion  chngs  to  the  glass  rod.  It 
is  then  cut  up  into  small  pieces,  washed  in  running  water  for  a 
short  time,  and  made  up  to  the  original  bulk  (600  c.cm.)  with 
water,  melted  and  filtered,  for  which  purpose  Valenta  strongly 
recommends  fine  Italian  hemp,  well  washed  with  caustic  potash 
and  water  or  glass  wool.  After  filtration  the  emulsion  is  colour- 
sensitised  with  some  dye  and  coated.  Valenta  states  that,  after 
the  emulsion  has  set,  the  plates  should  be  soaked  in  dilute 
alcoliol,  and  rocked  till  the  small  air  bubbles,  which  adhere  very 
firmly  to  the  film,  are  no  longer  visible.  They  should  then 
be  washed  under  a  tap,  and  dried.  To  render  these  plates 
colour-sensitive  alcoholic  solution  of  cyanine  i-:  500  is  used,  and 
either  1-2  c.cm.  of  this  is  added  to  every  joo  c.cm.  of  emulsion 
before  coating,  or  the  plates  can  be  bathed  after  coating  in  a  bath 
of  1-5  c.cm.  of  above  solution  in  100  c.cm.  of  water.  Better 
results  are  obtained  by  mixing  cyanine  and  erythrosin  as  follows  : 
Cyanine  solution  (i  :  500)  4  c.cm.,  erythrosin  solution  (i  :  500) 
2  c.cm. ;  and  of  this  mixture  1-2  c.cm.  can  be  added  to  every 
100  c.cm.  of  emulsion.  Vogel's  azaline  may  be  used  in  the  same 
proportion.  The  silver  salts  of  eosine  have  been  very  successful 
in  reproducing  mixed  colours.  Valenta  gives  the  two  following 
chloro-brcrmide  emulsions  as  also  giving  good  results,  particularly 
with  the  less  refrangible  rays,  but  cannot  state  which  is  the 
better : — 

I. 


A. 

B. 

;r    200  c.cm. 

Water     

15  c.cm. 

:ine         ...       10  gm. 

Silver  nitrate ... 

1-5  gm. 
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C. 

Water  ... IS     c.cm. 

Potassium  bromide  ...         ...  ...         035  gm. 

Sodium  chloride      0-35     ,, 

A  is  divided  into  two  parts,  one  poured  into  B,  the  other  into 
C,  well  mixed,  and  then  B  added  to  C  at  35°-40°  C. 


II. 

A. 

Water            

.     300  C.cm. 

Gelatine        

10  gm. 

Silver  nitrate 

B. 

.        6    „ 

Water            

...                  ...                  >. 

,.     300       c.cm. 

Gelatine 

... 

20      gm. 

Potassium  bromide... 

2-4      „ 

Sodium  chloride 

1-5      .. 

Mixing  temperature,  35°  C. 

The  exposure  for  sunlight  for  the  bromide  plates  with  a  width  oi 
03  to  0-5  mm.  slit  is  one  minute,  but  with  a  wide  open  slit  and 
a  condensing  lens  ten  to  twenty  seconds.  For  developing 
Valenta  used — 

A. 

Pyrogallol      4gm. 

Water  400     „ 

Nitric  acid 6  drops. 

B. 

Potassium  bromide 10  gm. 

Water 400     „ 

Ammonium  sulphite  12     „ 

Ammonia  (sp.  gr.  o'9 1 )        14  c.cm. 

For  2-3  parts  of  B  are  mixed  with  I  part  of  A  and  12-14  parts 
water.  Valenta  has  also  used  the  following  modification  of 
Lumiere  s  developer : — 

A. 

Water  100  com. 

Pyrpgallql     I  gm, 
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B, 

Water  200  c.cm. 

Potassium  bromide 20  gm. 

.      Ammonia  (sp.  gr.  0-96  at  18°  C) 67  c.cm. 

For  use  mix 

Solution  A    ...         ...         ...         10  c.cm. 

„       B 20    „ 

Water  70    „ 

For  chloride  biomide  plates  these  developers  should  be  diluted 
to  double  the  volume.  For  fixing,  a  4  or  5  per  cent,  solution  of 
potassium  cyanide  is  the  best.  Valenta  points  out  that  under- 
exposed and  under-developed  photochromes  thus  prepared  can 
be  intensified  with  mercuric  chloride,  followed  by  amidol  and 
sulphite.  Lippmann  presented  to  the  Acad6mie  des  Sciences 
de  Paris  on  October  24th,  1892,  some  good  reproductions  of  the 
solar  spectrum  on  bichromated  albumen  and  gelatine  ;  these 
only  show  the  colours  when  wet.  The  albumen  must  first  be 
coagulated  with  mercuric  chloride  solution,  then  well  \^ashed 
before  treating  with  bichromate  of  potash.  Lippmann's  theory 
of  the  formation  of  these  colours  is  that  in  the  chromated  film 
series  of  maxima  and  minima  of  interference  are  formed.  The 
maxima  alone  make  the  film  insoluble,  and  in  treating  the  plates 
with  water  a-laminar  structure  is  formed  which  is  partly  saturated 
with  water  and  partly  dry.  The  index  of  refraction  of  the  laminae 
varies  periodically,  and  thus  gives  rise  to  the  interference  pheno- 
mena and  the  colours.  St.  Florent  is  stated  to  have  obtained 
photochromes  or  colour  photographs  by  treating  a  plate  coated 
with  a  thin  gelatine  film  with  a  solution  of — 

Water  ...  1,000  c.cm. 

Ferric  chloride         ...         10  gm. 

Citric  acid     ...         ...         5     u 

and  then  exposing  under  a  coloured  glass  transparency.  Valenta 
writes  upon  the  preparation  of  emulsions  for  Lippmann's  pro- 
cess :  "  The  drawback  to  plates  prepared  by  the  Lumiere  or 
Valenta  process  for  colour  photographs  is  that  the  means  taken 
to  secure  the  grain  being  sufficiently  fine  results  in  the  plates 
being  very  slow.  So  slow  is  this  emulsion  that  a  plate  exposed 
in  a  sensitometer  for  five  minutes  to  a  light  of  fifty-candle  power 
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scarcely  shows  the  first  number.  Valenta  finds,  however,  that 
the  addition  of  one  gramme  of  sodium  sulphite  to  300  c.cm.  of 
emulsion  with  subsequent  heating  at  38°  C.  results  in  five 
minutes  in  an  eftiulsion  showing  the  fourth  number  on. the 
sensitometer,  or  the  eighteenth  number  in  an  hour.  Krone  has 
formulated  the  following  conditions  or  rules,  which  must  be 
complied  with  for  the  successful  working  of  Lippmann's  process. 
(1)  It  is  essential  that  the  sensitive  film  be  homogeneous,  and 
that  a  reflecting  surface  be  in  contact  with  the  film,  the  rays  from 
which  reflecting  surface  must  interfere  with  the  direct  rays  and 
thus  produce  stagnant  or  stationary  waves  in  the  film.  (2)  If 
the  thickness  of  the  film  exceeds  a  certain  thickness,  the  colours 
are  not  obtained,  or  not  the  correct  colours.  Where  the  regular 
film  encloses  a  particle  of  dust  this  appears  particularly  notice- 
able.     (3)   The   faithful  reproduction   and   appearance   of   the 


colours  in  correct  position  is  not  absolute,  but  depends  upon  the 
folio  A  ing  without  exception  : — (a)  an  absolutely  accurate  con 
currence  in  the  film  of  the  finest  divided  silver  haloid  with  the 
colour  sensitiser  and  the  correct  amount  of  the  latter  ;  {b)  on  the 
temperature  in  drying  the  film  ;  (c)  on  the  duration  of  exposure  ; 
(d)  on  the  development.  It  may  thus  happen  that  with  less 
favourable  concurrence  of  the  above-mentioned  factors,  green 
may  appear  in  the  place  of  blue,  and  yellow  in  the  place  of  red. 
This  is  also  the  reason  why  many  appearances  of  anomalous 
colour-dispersion  appear,  and  that  many  colours  are  wanting, 
etc.  (4)  An  increased  or  diminished  dampness  of  the  results 
alters  the  colours.  (5)  The  altitude  of  the  sun  at  the  time  of  the 
exposure  has  considerable  influence  on  the  results,  as  shortly 
before  sunset  or  after  sunrise,  although  all  the  colours  may 
appear  vigorous  in  the  spectroscope,  yet  the  more  refrangible 
rays  show  much  less  actinic  power,  so  that  finally,  with  prolongec' 
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exposure — for  instance,  shortly  before  sunset — the  violet,  blue, 
and  ultra-violet  are  not  reproduced.  The  ultra-violet  first  dis- 
appears, then  the  blue,  the  place  of  the  latter  being  taken  up  by 
a  prolongation  of  the  green,  or  shows  a  steely-grey  colour.  (6) 
With  sufficiently  long  exposure  the,  to  the  eye  invisible,  infra-red 
(beyond  the  line  A)  appears  as  a  dark  purple,  the  ultra-violet 
(beyond  H)  sinking  into  yellowish  rose-red  lavender.  (7)  In  the 
ultra-violet  (beyond  H)  there  appears,  when  an  electric  arc  light 
is  used,  a  very  intense  Jight  maximum  which  is  separated  from 
the  H  group  by  a  group  of  colourless  carbon  lines,  this  maximum 
being  visually  recognised,  and  with  sufficient  exposure,  is  of  a 
deeper  and  more  intense  dark  blue  than  the  indigo  blue  of  the 
solar  spectrum.  (8)  The  actinic  in- 
tensity of  the  electric  arc  light,  at  a  "^'^ 
distance  of  36  cm.  from  the  slit  of  /  ■ 
the  spectroscope  to  the  positive  pole  /  \ 
of  the  carbons,  is  to  direct  sunlight 
(midday,  April,  clear  sky)  as  i  :  38  to 
I  :  40.  (9)  Only  by  using  Lippmann's 
mercury  mirror,  when  the  require- 
ments of  rule  3  are  complied  with,  is 
it  possible  to  obtain  the  photographic 
colour  results  corresponding  to  the 
visual  spectrum  and  the  colours  in 
their  correct  places.  Reflected  light 
acts  always  more,  strongly  than  direct 
light,  and  Krone  recommended  in  the 
first  place  the  use  of  a  metallic  mirror  in  order  to  avoid  the  for- 
mation of  two  spectrum  images  which  would  give  rise  to  the 
formation  of  mixed  colours  in  the  pictures.  Fig.  104  shows 
Lippmann's  arrangement  for  obtaining  a  spectrum.  L  is  an 
electric  arc  lamp,  the  rays  from  which  are  condensed  by  a  lens 
upon  F  which  is  an  opaque  screen  with  a  narrow  slit  in  it.  a  is 
a  convergent  lens  which  renders  the  rays  parallel  from  whence 
they  strike  the  prisms  P,  and  are  formed  into  an  image  by  o,  the 
lens  of  the  camera  c,  on  e,  the  dark  slide  of  particular  form.  To 
view  these  photographs  in  natural  colours  it  is  necessary  to 
cement  them  to  a  prism  of  small  angle  and  back  them  with  black 
velvet  or  black  varnish.  The  method  of  showing  them  by  artificial 
light  being  sketched  in  fig.   105,  in  which  A  is  the  lantern,  c  the 
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condensers,  sending  a  beam  of  parallel  light  on  to  the  picture 
whence  it  is  reflected  and  taken  up  by  a  projecting  lens  and 
thrown  on  the  screen. 

The  Three  Colour-sensation  process.  This  is  based  upon  the 
theory  of  colour  sensation  first  promulgated  by  Young,  Helm- 
holtz,  and  Clerk  Maxwell,  which  assumes  that,  although  we 
have  many  spectrum  tints,  yet  our  eyes  are  provided  with 
three  sets  of  nerve  fibrils,  one  conveying  the  sensation  of  red, 
another  of  blue,  and  another  of  green,  the  other  and  inter- 
mediate colours  being  excited  by  a  mixture  of  the  red,  green, 
and  blue  in  varying  proportions.  An  early  suggestion  was 
made  by  Collen,  in  1865,  and  practically  tried  by  L.  Ducos  du 
Hauron  and  Cros  ;  also  later  by  Ives,  Vogel,  Kurtz,  and  others. 
The  subject  may  well  be  divided  into  two  heads,  first,  the 
production  of  lantern  slides  or  transparencies,  and,  secondly,  , 
the  production  of  prints.  For  the  production  of  lantern  slides 
the  process  is  by  no  means  difficult.  We  require  three  nega- 
tives, a  representing  the  red  sensation,  b  the  green  sensation, 
and  c  the  blue  sensation.  For  the  red  sensation  a  red  sensitive 
orthochromatic  plate  should  be  used,  or  an  ordinary  plate  which 
has  been  sensitised  by  a  solution  of  cyanine,  one-third  of  a  grain 
in  an  ounce  of  absolute  alcohol ;  the  plate  should  be  flowed  over 
with  this,  dried  in  absolute  darkness,  then  immersed  in  distilled 
water  for  two  or  three  minutes,  and  again  dried  in  the  dark. 
For  the  coloured  screen  to  cut  off  the  blue  rays  a  piece  of 
orange-red  glass  should  be  used.  For  the  green  sensation  a 
commercial  isochromatic  plate  should  be  used,  and  two  thick- 
nesses of  chromium  green  glass.  For  the  blue  sensation  an 
ordinary  plate  with  two  thicknesses  of  cobalt  blue  glass  should 
be  used.  From  these  negatives,  lantern  slides  should  be  made 
in  the  ordinary  way,  and  projected  by  means  of  a  triple  lantern. 
The  tjansparency  representing  the  red  sensation  should  be  pro- 
jected through  the  glass  used  to  take  it,  that  of  the  green  sensa- 
tion through  one  thickness  of  the  green  glass,  and  that  of  the 
blue  sensation  through  one  thickness  of  the  blue-violet  glass. 
If  the  images  are  accurately  superimposed,  the  result  will  be  a 
reproduction  of  the  objects  in  their  colours.  Mr.  Ives'  photo- 
chromoscope,  or  kroraskop,  is  a  device  for  simultaneously  viewing 
the  three  positives,  each  illuminated  by  its  appropriate  colour. 
The  group   of  three   positives   is   called   a  chromogramme  or 
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kromogram.  For  the  production  of  prints  a  slightly  diiferent 
procedure  is  required.  Three  negatives  are  obtained  in  some- 
what similar  fashion,  but  in  this  case  we  use  red,  yellow,  and 
blue- as  the  three  printing  colours.  As  in  all  photomechanical 
printing  processes,  like  collotype,  which  we  will  take  as  an 
example,  it  is  the  shadows  which  print.  If  a  collotype  plate 
is  exposed  under  a  negative,  it  will  be  found  that,  after  wash- 
ing, only  the  shadows  or  those  portions  of  the  film  acted  upon 
by  light  will  take  the  ink,  the  high  lights  where  the  film  was 
protected  refusing  to  take  the  greasy  ink.  The  result  of  this 
is  that  we  use  that  negative  for  making  the  printing  plate,  in 
which  the  particular  colour  corresponding  to  the  ink  has  not 
acted:  for  instance,  the  collotype  plate  made  from  the  red 
negative,  or  the  negative  taken  through  the  red  screen,  is  inked 
with  blue  ink ;  the  plate  from  the  negative  taken  with  the  green 
screen  is  inked  with  red  ink ;  and  the  plate  from  the  negative 
taken  with  the  blue-violet  screen  is  inked  with  yellow.  The 
inks  used  vary  slightly  according  to  the  recommendations  of 
authorities,  but  cadmium  or  chromium  yellow,  carmine  or 
madder  lake,  and  prussian  or  ultramarine  blue  may  be  taken. 
The  yellow  is  printed  first,  then  the  red,  and  finally  the  blue. 
In  the  production  of  prints  by  the  aid  of  process  blocks,  one 
line  screens  only  are  used  for  each  block,  the  said  lines  crossing 
each  other  at  angles  of  30°.  Whilst  from  the  difficulties  of 
obtaining  perfect  printing  inks  corresponding  exactly  to  the 
spectroscopic  absorption  curves  required,  it  is  at  present  impos- 
sible to  obtain  an  absolutely  faithful  reproduction  of  every  tint. 
There  is  no  difficulty  in  making  lantern  slides  of  still  more 
faithful  accordance  with  the  original,  nor  is  the  work  beyond 
tlie  ordinary  scope  of  an  amateur.  There  are  many  interesting 
developments  of  the  three-colour  method,  among  which  may  be 
mentioned  the  following : — Cros,  Lumiere  Brothers,  and  others 
have  suggested  the  bleaching  out  of  the  pigments  or  colours  of 
a  compound  film,  each  colour  light  tending  especially  to  bleach 
out  tints  complementary  to  its  own,  and  on  this  Wiener  has 
based  a  theory  that  coloured  radiations  naturally  tend  to  produce 
their  own  colours,  and  he  has  applied  this  doctrine  to  an 
explanation  of  the  protective  colour  adaptation  of  animals.  By 
successively  printing  in  the  three  colours  on  the  same  sheet  by 
the  gum  aquatint  process  (see  Gum-bichromate),  Watzek  has 
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obtained  very  fine  results,  and  this  method  of  producing  photo- 
graphs in  colour  appears  one  of  the  most  promising  from  the 
<irtistic  point  of  view.  An  old  method  (Ducos  du  Hauron,  i868) 
has  recently  been  revived,  in  which  the  original  negative  is  taken 
under  a  screen  covered  with  transparent  lines  in  three  colours,  and 
a  monochrome  print  from  the  negative  is  viewed  in  connection 
with  a  similar  coloured  screen.-  M.  Louis  Ducos  du  Hauron 
has  recently  devised  a  two-colour  system  of  heliochromy,  the 
novelty  consisting  of  leaving  out  the  yellow  image  and  only 
superimposing  the  red  and  blue.  The  full  colour  effect  does  not 
show  in  bright  white  light,  a  yellowish  light  being  best,  although 
M.  Ducos  du  Hauron  contends  that  the  yellowish  illumination 
is  not  essential.  Many  interesting  modifications  of  the  three- 
colour  process  have  been  suggested  and  experimentally  carried 
out  during  the  past  few  years,  among  which  one  may  be 
mentioned  in  which  Professor  R.  W.  Wood  reproduces  the 
hetrochrome  in  diffraction  colours.  Three  diffraction  gratings 
are  so  spaced  that  the  deviation  of  the  red  of  one  corresponds  to 
that  of  the  green  of  the  second  and  the  blue  of  the  third.  A 
viewing  lens  can  now  be  so  placed  in  relation  to  these  gratings, 
that  to  the  eye  all  three  colours  overlap  and  produce  the  effect 
of  white.  Cutting  out  any  one  grating  is  now  like  cutting  out  the 
corresponding  colour  in  the  photochromoscope.  A  grating  re- 
production of  each  element  of  the  heliochromic  triplet  is  printed 
on  a  glass  plate  covered  with  bichromated  gelatine  and  developed 
in  hot  water,  and  the  three  grating  prints  being  superimposed 
and  suitably  viewed  the  effect  of  a  colour  print  becomes  visible. 

Photogravure.  A  general  term  equivalent  to  photo-engraving, 
but  most  usually  applied  to  the  intaglio  methods.  There  are 
several  methods  of  working,  but  the  most  popular,  and  the  easiest 
for  an  amateur,  is  that  known  as  Klic's.  The  apparatus  necessary 
for  this  is,  first,  a  dusting  box,  which  should  be  at  least  three 
times  the  area  on  all  sides  of  the  largest  plate  to  be  coated.  This 
is  provided  with  a  narrow  door  at  one  side.  The  box  should  be 
mounted  on  trunnions  or  side  pivots,  so  as  to  swing  freely.  Raw 
Syrian  asphalt,  finely  powdered,  or  a  mixture  of  asphalt  and  resin, 
is  also  required.  Finely  poUshed  copper  plates  and  perchloride  of 
iron  ;  this  latter  should  be  solid,  and  not  the  acid  solution  of  the 
chemist.    The  perchloride  is  dissolved  in  water  by  adding  one- 
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third  the  quantity  of  distilled  water  to  it  and  allowing  it  to  dissolve 
as  much  as  possible,  and  then  diluting  it  with  distilled  water  till 
it  marks  45°  Baume,  40°,  38°  35°,  and  27°  Baume.  These  five 
solutions  are  carefully  prepared  of  the  above  strength,  or,  in  the 
absence  of  a  hydrometer,  the  solutions  may  be  made  up  of  the 
percentage  strengths  which  correspond  to  the  above,  47,  41,  38, 
35,  and  27.  These  must  be  the  percentage  solutions,  and  can  be 
made  as  follows,  assuming  that  we  require  ip  ozs.  of  solution  : — 

1.  Perchloride  of  iron,  2,256  grs.  Dist.  water  to  make  10  ozs. 

2.  „  1,968  „  , 

3-  .1  1,824  I,  »           „           » 

4  ,.  1,680  ,,  „          „           „ 

5-  ,,  I1296  „  »          „          ,. 

We  require  a  transparency  of  the  negative  to  be  reproduced. 
This  transparency  should  be  made  on  an  ordinary  dry  plate, 
and  should  be  soft  and  delicate,  more  approaching  the  ordinary 
negative  than  lantern-slide  characters.-  From  this  transparency 
we  must  prepare  a  negative  in  carbon.  Either  transparency 
or  standard  brown  may  be  used.  The  negative  must  be 
thin,  and  quite  free  from  any  deposit  in  the  deepest  shadows. 
The  dusting  box  must  be  lined  with  varnished  paper,  and  the 
asphalt  sifted  through  fine  linen.  The  copper  plates  should 
be  obtained  already  bevelled  and  polished,  and  merely  require 
cleaning  with  weak  caustic  potash  solution  and  then  with 
ammonia,  and  washing,  whitening,  rinsing  and  drying.  The 
plates  are  now  ready  for  graining.  To  do  this  the  box,  con- 
taining from  one-half  to  a  pound  of  powder,  is  rather  slowly 
revolved  for  about  three  times,  and  then  brought  to  a  stand 
with  the  door  at  the  bottom.  It^is  allowed  to  rest  for  one 
minute,  and  then  the  copper  plate,  placed  on  a  larger  piece  of 
plate-glass,  is  placed  on  a  box  or  piece  of  wood  on  the  bottom  of 
the  box  inside,  the  door  closed,  and  the  dust  allowed  to  settle  for 
about  five  minutes,  and  then  taken  out  and  examined  to  see 
whether  enough  dust  or  grain  is  on  it.  How  much  grain  to  lay 
is  a  matter  of  experience.  A  dark  subject  requires  not  only  more 
grain,  but  a  coarser  grain,  than  a  lighter  subject.  For  ordinary 
subjects  the  best  way  is  to  allow  the  dust  to  settle  for  about  one 
minute,  and  then  to  leave  the  copper  plate  in  for  ten  minutes. 
jHaving  grained  the  plate,  the  next  thing  is  to  fix  the  grain.     This 
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is  done  by  heat,  and  the  best  heater  is  a  proper  copper  plate 
heater.  FaiUng  this,  an  ordinary  gas  stove  may  be  used,  or 
merely  a  sheet  of  iron  placed  over  a  gas  stove.  The  plate  is  now 
placed  on  the  hot  plate  till  the  grain  melts  and  adheres  firmly  to 
the  plate.  The  sign  of  the  grain  being  fixed  is  a  peculiar  bloom 
or  steely  colour,  which  appears,  when  looking  at  the  plate,  at  an 
angle  of  about  30°.  When  the  grain  is  iixed  the  plate  should  be 
allowed  to  spontaneously  cool ;  and  in  this  condition  the  grain 
will  not  rub  off,  and  the  plate  may  be  kept  some  time.  The 
carbon  negative  is  the  next  thing  to  be  prepared,  and  this  is 
printed  in  the  usual  way,  a  safe  edge  being  used.  As  we  wish 
the  margins  to  be  white,  it  is  necessary  to  use  some  protecting 
covering ;  and  the  simplest  method  is  to  cut  a  sheet  of  orange 
paper  the  full  size  of  the  negative.  Out  of  the  middle  of  this  cut 
a  piece  the  exact  size  of  the  desired  picture,  and  from  the  margin 
cut  another  eighth  of  an  inch  all  round  ;  and,  after  the  real 
exposure  has  been  given,  cover  the  exposed  portion  with  the 
central  cut-out  and  the  margin  with  the  edge.  This  is  best  done 
by  pasting  the  mask  and  margin  on  a  piece  of  glass  the  exact 
size  of  the  negative.  This  ensures  an  insoluble  strip  of  carbon 
tissue  all  round  the  picture.  The  carbon  negative  is  now  deve- 
loped on  the  copper  plate  in  the  usual  way,  and  when  developed 
and  fixed  is  rinsed  with  water,  then  with  a  mixture  of  equal 
parts  of  methylated  spirit  and  water,  and  finally  with  spirit 
alone  till  all  the  water  is  out  of  the  film.  The  plate,  both 
margins  and  back,  is  covered  with  black  varnish,  allowed  to  dry, 
and  it  is  ready  for  etching.  The  plate  is  now  placed  in  No.  i 
bath  of  perchloride,  and  left  for  one  minute  ;  then  into  No.  2, 
where  it  is  left  for  two  or  three  minutes ;  then  into  No.  3  for 
about  three  minutes ;  then^  into  No.  4  for  three  minutes  ;  and 
finally,  into  No.  5  till  the  highest  lights  on  the  copper  are  just 
darkened,  and  half  a  minute  longer.  The  plate  is  now  dropped 
into  a  S  per  cent,  solution  of  caustic  potash,  the  resist  or  carbon 
cleared  off,  and  then  the  varnish,  with  turpentine  and  benzole 
the  plate  well  washed  and  polished  with  whitening,  when  it  is 
eady  for  printing  from  in  the  copperplate  press.  Very  full- 
working  directions  are  to  be  found  in  Mr.  Denison's  "Treatise 
on  Photogravure,''  published  by  IlifPe  and  Son.  For  a  list  of  refer- 
ences to  collateral  subjects  in  this  Dictionary,  see  Photo- 
mechanical Printing  Processes. 
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Photo-Hyalography.    See  Hyalography. 

Photo-Lithography.  One  of  the  most  important  of  all 
photomechanical  methods,  in  which  a  print  is  obtained  from  a 
negative  and  transferred  to  lithographic  stone,  and  printed  from 
in  the  ordinary  way ;  there  are  also  direct  methods  on  the  stone, 
when  the  image  is  generally  obtained  by  a  method  corresponding 
to  the  first  stages  of  the  Fish  Glue  Process  {q.v.).  Transfer 
methods  depend  on  the  principles  explained  under  Collotype. 
The  transfer  may  be  made  from  a  collotype  surface  to  the  stone ; 
but  more  usually  the  equivalent  of  a  collotype  surface  is  made 
on  paper,  and  then  put  down  on  the  stone. 

Photo-mechanical  Printing  Processes.  Method  in  which 
printing  surfaces  are  produced  from  which  impressions  can  be 
taken  without  light  being  concerned  in  the  production  of  each 
copy.  See  Photogravure,  Fish  Glue  Process,  Galvano- 
GRAPHY,  Daguerreotype  (etching  of),  Obernetter's  Process, 

WOODBURY-TYPE,     ZINCOGRAPHY,    ASPHALT     PROCESS,      ChEMI- 

GRAPHY  Collotype,  Types  (originating  by  Photography),  Fili- 

GRANE,  LEIMTYPE,  LITHOGRAPHY  and  LiTHO-PHOTOGRAVURE. 

Photometer,  Photometry.  The  simplest  form  of  photometer 
is  an  upright  rod ;  the  two  lights  to  be  compared  being  so  ad- 
justed that  they  throw  shadows  of  equal  intensity  on  a  screen ; 
the  luminosity  of  the  two  being  now  in  inverse  relation  to  the 
square  of  the  distance. 

Photo-Micrography.  The  art  of  obtaining  photographic  en- 
largements of  microscopic  objects  by  the  aid  of  the  microscope. 
The  chief  advantage  of  photo-micrography  is  that  the  results 
obtained  are  free  from  much  of  the  personal  element  which  is 
always  present  with  hand-drawn  diagrams.  And  again,  although 
the  successful  results  are  often  extremely  difficult  and  tedious  to 
obtain,  yet  when  obtained  they  are  far  superior  to  anything  that 
can  be  done  by  hand.  Any  good  firm  microscope  stand  may  be 
employed,  and  the  draw-tube  should  be  lined  with  black  velvet 
or  cloth — not  the  usual  black  matt  varnish,  which  soon  wears  off. 
Several  lenses  will  be  required,  and  these  should  be  of  low  or 
narrow-angle,  and  usually  a  2-,  i-,  J-,  and  \-m.  will  be  found 
sufficient,  and  a  J-in.  wide-angle  also.  These  should  be  ob- 
tained from  those  makers  who  now  manufacture  lenses  specially 
for  photo-micrography.     A   large   bull's-eye    condenser  and   a 
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parabolic  reflector  are  also  required.  The  majority  of  beginners 
will  most  likely  confine  themselves  to  small  plates,  the  lantern 
size  3^  X  3 J  being  the  most  usual.  Special  forms  of  light 
cameras  are  now  made  for  this  size  for  use  with  the  eye-piece, 
and  from  practical  experience  the  beginner  is  recommended  to 
always  use  the  eye-piece  till  he  has  become  more  proficient. 
The  camera,  however,  must  have  a  sufficient  pull  of  bellows, 
about  12  or  14  inches.  For  focussing,  the  usual  ground  glass  is 
utterly  useless,  the  only  method  being  to  use  a  piece  of  patent 
plate  which  has  lines  drawn  upon  one  surface  with  a  diamond ; 
and  when  these  lines  and  the  image  are  both  in  focus  with  a 
compound  focusser,  the  correct  focus  is  obtained.     Or  another 


Fig.  106. 

method  consists  of  moving  the  head  from  side  to  side,  and  when 
the  image  moves  with  the  head  the  object  is  not  in  focus ;  when, 
however,  it  remains  stationary  the  focus  is  correct.  The  method 
of  attachment  of  the  microscope  to  the  camera  differs  much, — 
some  employ  loosely  fitting  black  velvet  sleeves ;  others  employ 
a  brass  connection,  into  which  the  microscope  tube  either  screws 
or  merely  slides.  In  some  cases,  especially  those  in  which 
yellow  predominates,  isochromatic  plates  will  be  found  the  best. 
In  others,  where  orange  or  orange-red  is  the  prevailing  colour, 
then  plates  specially  sensitised  for  these  rays  will  be  found  most 
effectual.  If  the  illuminant  used  is  gas  or  lamp  light,  then  the 
exposure  may  be  considerably  shortened  by  always  using  iso- 
chromatic plates  as  these  plates  are  much  more  sensitive  to  such 
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light  than  ordinary  plates.  The  rapidity  of  the  plate  is  not  a 
subject  of  much  consequence,  as  equally  good  results  have  been 
obtained  by  eminent  workers  on  both  slow  and  rapid  makes.  A 
convenient  photomicrographic  device  for  low  powers,  and  also 
available  for  sketching,  is  that  of  Edinger,  recently  described  in 
The  Amateur  Photographer.  The  sketch  (fig.  io6)  shows  the 
device  as  used  with  the  camera.  The  flame  of  the  lamp  is,  of 
course,  screened  by  an  opaque  outer  chimney,  having  an  aper- 
ture corresponding  to  the  condensing  lens  in  the  horizontal  tube  ; 
a  reflector  at  the  other  end  of  the  tube  throws  the  light  down  on 
the  object,  which  is  on  an  independent  stage,  and  the  micro- 
scopic objective  is  mounted  in  the  camera.  When  an  image  is 
to  be  projected  on  the  base-board  for  sketching,  the  lower  arm 
carries  the  objective. 

■  Stereoscopic  Photo-Micrography.  There  is  an  old  and  very 
satisfactory  method  by  placing  the  slide  or  object  in  a  tilting 
frame  attached  to  the  stage  of  the  microscope.  The  frame  with 
the  object  being  tilted  to  one  side  to  the  proper  angle,  a  photo- 
graph is  taken  ;  the  frame  is  then  tilted  to  an  equal  amount  in  the 
opposite  direction,  and  another  photograph  is  taken.  Prints 
from  the  negatives  are  then  mounted  in  the  usual  way,  to  form  ai 
stereoscopic  slide. 

Photo-Sculpture.    See  Sculpture,  Photographic. 

Photo-tint  Process.  A  collotype  method  worked  by  Messrs. 
B.  J.  Edwards  &  Co.  in  the  mid-seventies.  An  example  is  given 
as  the  frontispiece  to  Tissandier's  "History  and  Handbook  of 
Photography,"  translated  by  J.  Thomson,  London,  1876. 
Sampson  Low  &  Co. 

Phototype.  A  mechanical  printing  process  in  which  a  gelatine 
film  itself  is  used  to  print  from.     (See  Collotype.) 

Phototype  Blocks.    See  Fish  Glue  Process  and  Chemi- 

GRAPHY. 

Pigeon  Post.  An  ingenious  application  of  micro-photography, 
carried  out  by  M.  Dagron,  when  Paris  was  besieged  by  the 
Germans.  Messages  to  those  outside  were  set  up  in  type  and 
reduced  by  photography  so  considerably,  that  a  bundle  of  films 
weighing  15  grs.,  and  forming  the  load  for  a  pigeon,  contained 
over  80,000  words.  On  the  safe  arrival  of  a  pigeon  at  its  desti- 
nation, the  messages  were  transcribed  and  forwarded.     Those 

S°3 


Bigmeut  Process 


Pinhole  Photbgrapky 


interested  in  learning  full  particulars  as  to  this  remarkable 
application  of  photography  should  refer  to  Chapter  VI.  of 
Tissandier's  "History  and  Handbook  of  Photography,"  trans- 
lated by  J.  Thomson,  London,  1876.     Sampson  Low  &  Co. 

Pigment  Process.  See  Carbon  Process,  Artigue's  Pro- 
cess, Mariotype,  Gum-Bichromate,  and  Ozotype. 

Pinhole  Photography.  Of  late  years  the  possibility  of  taking 
passable  negatives  without  the  use  of  an  ordinary  camera  and 
lens  has  become  an  established  fact.  For  this  purpose  any 
rectangular  box  which  is  absolutely- light- tight  will  do.  In  one 
end  insert  a  very  thin  plate  of  metal  in  which  a  rhinute  hole  has 
been  made  with  the  point  of  a  needle,  and  at  the  other  end 
place  the  sensitive  plate,  keeping  it  in  its  place  by  means  of 
a  clip  or  other  simple  arrangement.  A  prolonged  exposure  is 
required,  about  twenty  or  thirty  times  the  ordinary  one  for  any 
given  subject.  No  focussing  is  required,  as  the  image  is  always 
fairly  sharp,  no  matter  what  distance  the  plate  is  from  the  hole. 
The  larger  the  plate  the  wider  the  angle,  and  the  greater  the  dis- 
tance the  larger  the  image.  Mr.  Alfred  Watkins  has  calculated 
out  a  table  as  a  guide  to  the  best  results,  and  suggests  that,  as 
ordinary  sewing  needles  are  made  to  standard  sizes,  they  should 
be  used  to  punch  the  holes  in  the  metal  plate  or  card. 


No.  of  Needle. 

Diameter. 

Distance  to  Plate. 

Ratio. 

Calculate  as 

I 

^V  inch 

32  inches 

700 

•       ^770 

2 

A     1' 

28      „ 

1 

.^64 

3 

liV     II 

23      1, 

Tshs 

//60 

4 

^ff     n 

20      „ 

lljF 

//56 

S 

•3T      >I 

15       „ 

im 

//46 

6 

A  „ 

13      II 

siiT 

//44 

7 

■3V        F) 

10      „ 

shs 

//39 

8 

A    ,, 

8     1, 

115(1 

/l3S 

9 

Tt      II 

6     ,1 

^¥ 

/I29 

10 

TS      II 

S     II 

"ifir 

and  multiply  by  100. 
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Pinholes       Pizzigtelli's  Printlng-out  Piatinoiype  VHom 

Pinholes.  Minute  transparent  spots  making  tlieir  appear- 
ance on  the  plate  in  the  fixing  bath.  They  are  chiefly  due  to  air 
bubbles,  or  particles  of  dust  adhering  to  the  film  whilst  in  the 
developer,  and  thus  preventing  the  action  of  the  developer  on 
the  film  at  these  spots.  To  obviate  these  the  film  should  be 
brushed  with  a  soft  camel's-hair  brush  whilst  in  the  developer, 
but  where  pinholes  are  in  existence  recourse  must  be  had  to 
retouching  or  painting  them  out  with  some  non-actinic  colour. 

Pins.  Convenient  steel  pins  with  glass  heads  can  now  be 
obtained  from  most  photographic  dealers  ;  these  being  very 
useful  in  fastening  up  prepared  paper  or  prints  to  dry.  The 
steel  portion  of  these  pins,  as  indeed  all  pins  use'd  in  photo- 
graphic work,  may  be  usefully  coated  with  thin  sensitive  bitumen 
varnish  (see  Clips  and  Asphalt  Processes).  Ordinary  pins 
may  be  coated  in  large  batches  by  dipping  and  collecting  on  a 
strainer;  after  which  they  may  be  exposed  to  light  for  a  few 
days. ' 

Pizzighelli's  Printing-ont  Platinotype  Process.  Rives  or 
Saxe  paper  may  be  used,  either  glossy  or  with  matt  surface. 
The  following  solutions  are  required : — 

No.  I  Solution,  Gum  Arabic. 

Gum  arable  (finest  white  lumps)  ...         ...     770  grs. 

Distilled  water         27  drms. 

No.  2  Solution,  Arrowroot. 

Arrowroot      ...         ...         ...         30  grs. 

Distilled  water         ...       27  drms. 

Mix  the  arrowroot  into  a  paste  with  a  little  water,  add  to  the 
remainder  of  distilled  water  whilst  boiling,  and  keep  the  tempera- 
ture up  for  five  or  ten  minutes.  No.  i  solution  gives  the  best 
effects. 

No.  3  Solution,  Ammonia  Ferric  Oxalate. 

Ferric  oxalate  308  grs. 

Oxalic  acid 8     „ 

Ammonium  oxalate  288  or  308     ,, 

Distilled  water         27  drms. 
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No.  4  Solution,  Sodium  Ferric  Oxalate. 

Ferric  oxalate  ...         308  grs. 

Oxalic  acid 8     „ 

Sodium  oxalate        ...         ...         ...     230  to  290     „ 

Distilled  water         27  drms. 

The  exact  amount  of  sodium  or  ammonium  oxalate  to  use  is 
found  by  the  formation  of  a  brilliant  emerald  green  colour^ 
turning  slightly  darker  as  more  of  the  salt  is  added.  The  addi- 
tion of  the  salt  must  be  stopped  at  this  stage.  After  shaking 
slightly,  filter  the  solutions,  and  preserve  from  actinic  light. 

No.  5,  Sensitising  Liquid. 
Solution  of  chloro-platinite  of  potash  ( i  in  6)    408  mins. 

No.  I 

,.    3 

Or  No.  6. 

Solution  of  chloro-platinite  of  potash  ( I  in  6) 
No.  4 


391 

ti 

374 

" 

241 

mins. 

391 

H 

374 

tl 

24  grs. 

24 

)r 

31 

M 

3 

tt 

52 

tt 

480  mins. 

Or  No.  7. 

Chloro-platinite  of  potash      

Sodium  oxalate  

Ferric  oxalate  ... 
Oxalic  acid 

Gum  arable       

Distilled  water,  to  make         

The  mixtures  are  well  stirred,  filtered  through  muslin,  and 
kept  from  actinic  light.  No.  5  gives  bluish  black.  No.  6  brownish 
black  tones.  The  coating,  drying,  and  storing  of  the  paper  are 
precisely  the  same  as  for  the  original  process  patented  by 
Willis.  Chlorate  of  potash  may  be  added  in  the  same  way,  to 
increase  contrast.  About  90  minims  of  sensitising  liquid  are 
required  for  a  sheet  10  by  8.  The  printing  may  be  carried  on 
until  the  im?ige  has  appeared  in  all  its  parts,  and  should  be  no 
darker  when  printed  than  required.  When  finished,  the  print  is 
washed  in  acidified  water,  as  recommended  for  the  old  process, 
and  finished  in  the  ordinary  way.  A  second  method  of  printing 
is  to  print  till  the  general  details  are  out,  but  all  the  half-tones 
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are  wanting.  The  print  is  then  taken  from  the  frame  and  put  on 
one  side,  when  the  action  set  up  by  the  light  continues,  and  in 
from  a  half  to  two  hours  the  print  is  finished,  and  can  be  treated 
as  above  in  acidified  water,  or  the  incomplete  picture  may  be 
developed  upon  a  cold  dilute  solution  of  carbonate  of  soda  of  the 
following  strength  : — 

Carbonate  of  soda      ...         ...     38  grs.     or      2  grms. 

Distilled  water  27  drms.  ,,   150  c.cm. 

Immerse  the  print  in  this,  till  sufficiently  developed.  A  third 
method  of  printing  is  to  expose  till  only  the  principal  details  are 
visible,  and  develop,  as  in  the  old  process,  upon  a  hot  solution  of 
potassium  oxalate. 

Plates,  Sizes  of.    See  Sizes,  Photographic. 

Platino-l)roinide.   A  somewhat  misleading  term  occasionally 
applied  to  developed  silver  prints. 

Platinotype.  The  basis  on  which  this  process  is  founded  is 
the  reduction  of  ferric  oxalate  by  the  action  of  light  into  ferrous 
oxalate,  and  the  reduction  of  a  platinum  salt  by  the  ferrous 
oxalate,  when  wetted  with  a  suitable  agent.  The  following 
are  concise  directions  for  the  process: — Paper  of  good  strong 
quality,  even  in  texture  and  white  in  colour,  should  be  chosen, 
and  may  be  sized  in  one  of  the  following  baths ; — Soak 
150  grs.  of  Nelson's  X  opaque  gelatine  in  30  ozs.  of  water 
for  half  an  hour,  and  heat  in  a  water  bath  at  a  temperature 
of  140°  F.  to  dissolve  it.  Add  45  grs.  of  powdered  alum  and 
7  ozs.  methylated  spirit,  filter  through  muslin,  and  put  in  large 
flat  dish.  Thoroughly  immerse  the  paper  bodily  in  this  solution, 
taking  care  to  break  all  adherent  bubbles ;  the  paper  should  be 
allowed  to  soak  for  three  minutes,  and  then  hung  up  by  clips  to 
dry.  The  drying  should  be  as  rapid  as  possible,  and  a  second 
bath  for  the  same  time  should  be  given,  and  the  paper  hung  up 
by  the  opposite  corners.  A  sizing  of  gelatine  tends  to  a  bluish 
black  tone ;  arrowroot  and  starch  to  a  brownish  tinge.  If  arrow- 
root or  starch  be  used,  th^  following  bath  may  be  prepared : — 
Rub  1 50  grs.  of  arrowroot  or  pure  starch  powder  into  a  cream 
with  a  little  water,  and  then  pour  gradually  and  with  constant 
stirring  into  30  ozs.  of  boiling  water,  and  boil  for  ten  minutes ; 
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then  add  7  ozs.  methylated  spirit,  and  allow  to  cool.  The  fol- 
lowing are  Pizzighelli  and  Hiibl's  formulae  for  sensitising  the 
paper : — 

Solution  of  Ferric  Oxalate 

Ferric  oxalate           ...         ...         ...         ...  1 20  grs. 

Distilled  water         i  oz. 

Oxalic  acid    . . .         ...         ...         ...         ...  8  grs. 

No  actinic  light  must  be  allowed  to  gain  access  to  this  solution, 
or  the  ferric  will  be  reduced  to  ferrous  salt. 

Solution  for  Increasing  Contrast. 
Solution  of  ferric  oxalate    ...         ...         ...         i  oz. 

Chlorate  of  potash 2  grs. 

The  same  care  must  be  exercised  in  the  keeping  of  this  as  of  the 
former  solution. 

Solution  of  Chloro-Platinite  of  Potassium. 
Chloro-platinite  of  potassium        ...         ...       80  grs. 

Distilled  water         I  oz. 

Sensitising  Solutions. 
No.  I. 
Sol.  chloro-plat.  of  potassium        ...         ...      24  drms. 

„    ferric  oxalate ...         ...       22      „ 

Distilled  water         4      ,, 

A  normal  solution,  working  well  and  giving  deep  blacks. 

No.  2. 

Sol.  chloro-plat.  potass.      ...         ...         ...  24  drms. 

„    ferric  oxalate 18      „ 

Sol.  chlorate  potash  (contrast  sol.)  ...         4      ,, 

Distilled  water         ...         ...  4      „ 

This  gives  brilliant  prints. 

No.  3.  ■ 

Sol.  chloro-plat.  potass ...       24  drms. 

„    pot.  chlor.  (contrast  sol.)        4     „ 

Distilled  vv-ater         ...         4      „ 
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This  is  a  solution  for  weak  negatives.  Chloro-piatinite  of  potash 
when  obtained  commercially  should  be  tested  as  follows : — 
(i)  I  drm.  of  the  salt  should  be  soluble  in  6  drms.  of  distilled 
water.  (2)  The  solution  should  not  be  acid.  This  solution 
will  keep  unaltered  by  light  for  an  almost  indefinite  period. 
Very  feeble  light  must  be  used  for  coating  the  paper.  To  keep 
the  paper  flat  whilst  coating,  the  edges  should  be  turned  under- 
neath a  plate  of  glass  placed  upon  a  table ;  for  larger  pieces  the 
paper  can  be  easily  clipped  to  glass  plate  by  wooden  clips,  or  it 
can  be  pinned  at  the  corners  by  drawing  pins.  For  coating  a 
sheet  of  paper  8  by  10  ins.,  30  minims  of  sensitiser  are  required, 
which  should  be  poured  into  the  middle  of  paper  and  spread 
over  the  surface  with  a  uniform  circular  motion,  by  means  of  a 
pad  composed  of  a  tuft  of  cotton-wool  enclosed  in  a  piece  of  fine 
washed  muslin.  The  rubbing  should  be  continued  gently  for  at 
least  three  or  four  minutes.  As  soon  as  coated,  the  sheet  should 
be  hung  up  by  two  corners  to  dry,  and  as  soon  as  the  surface 
moisture  has  disappeared,  the  paper  should  be  carefully  and 
quickly  dried  over  a  gas  burner,  or  before  a  stove  or  fire.  The 
whole  success  of  the  process  lies  in  this  stage — the  drying  of  the 
paper;  the  paper  must  be  absolutely  dry.  This  point  is  known 
from  the  change  in  colour  from  lemon  to  an  orange  colour,  and 
by  the  crackle  of  the  paper.  Care  should  be  taken  not  to  scorch 
the  paper,  or  fog  will  be  the  result.  Between  the  coating  and 
drying  about  five  minutes  must  be  allowed  to  elapse  in  summer 
and  eight  or  nine  minutes  in  winter.  The  exposure  required  for 
the  paper  is  about  one-third  of  that  required  for  a  silver  print  from 
the  same  negative.  Absolute  dryness,  both  in  the  keeping  before, 
during,  and  after  exposure  is  a  sine  qua  non;  the  slightest  trace 
of  moisture  tends  to  render  the  paper  useless.  It  should  be 
stored  in  tubes  in  which  chloride  of  calcium  (anhydrous)  is 
kept  to  absorb  the  moisture.  The  image  on  the  paper  is  but 
faintly  visible. 
(  The  Old  Hot-hath  Development. 

Oxalate  of  potash 130  grs. 

Distilled  water         i  oz. 

This  solution  may  be  kept  as  a  stock  solution,  and  when 
required  for  use  must  be  heated  to  a  temperature  of  170°  to 
180°  F.      Development  is   effected   by  passing  the   print  face 
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downwards  over  the  surface  of  the  solution,  and  allowing  it  to 
remain  for  two  or  three  seconds ;  the  developed  print  should 
be  passed  at  once  into  a  bath  of  hydrochloric  acid  i  oz.,  water 
600ZS.,  and  allowed  to  remain  for  ten  minutes ;  it  should  be  then 
passed  into  another  bath  for  the  same  period,  and  lastly  into  a 
third ;  it  can  be  then  washed,  dried,  and  mounted  in  the  usual 
way.  The  developing  solution  may  be  used  over  and  over  again. 
For  over-exposed  prints  solution  at  100°  F.  can  be  used;  for 
under-exposed  over  180°  F.  may  be  used  with  advantage. 

Warm  Tones  with  Platinum  Prints.  The  Platinotype  Com- 
pany issue  a  paper  which  gives  a  sepia  tinge,  which  perhaps 
owes  its  colour  to  mercuric  and  cupric  chlorides.  The  addition 
of  a  few  drops  of  solution  of  these  chlorides  to  the  developer 
materially  alters  the  colour  of  the  image.  Warmer  tones  may 
be  obtained  by  the  following  process.  The  following  solutions 
are  required : — 

Solution  No.  i. 

Oxalate  of  potash 463  grs. 

Oxalic  acid 15    „ 

Distilled  water         ., 27  drms. 

Dissolve  and  add 

Solution  No.  2         3  drms. 

Shake  thoroughly,  and  leave;  if  crystals  form  they  are  of  no 
consequence. 

Solution  No.  2. 
'  A. 

Chloride  of  calcium,  crystal  ...         ...     147  grs. 

Distilled  water         ...         2  ozs. 

Dissolve. 

B. 

Sulphate  of  copper,  crystal  249  grs. 

Distilled  water         ...         ...         10  drms. 

Dissolve.  Mix  A  and  B,  filter,  and  label  "Cupric  Chloride  Solu- 
tion, No.  2."  Put  solution  No.  I  into  an  iron  enamelled  dish, 
and  heat  to  180°  F.,  then  develop  and  treat  the  prints  as  usual. 

The  Cold  Development  Process.  To  sensitise  the  paper  (pre- 
viously sized  as  already  directed),  dissolve  70  grains  of  chloro- 
platinite  of  potassium  in  i  oz.  of  water,  and  immediately  before 
use  mix  this  with  l|  ozs.  of  ferric  oxalate  solution  in  which  therq 
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has  been  dissolved  5  grains  of  oxalate  of  lead :  the  operation  of 
sensitising  being  conducted  as'  described  above.  This  gives  a 
soft  printing  paper  suited  for  vigorous  negatives.  To  obtain 
a  paper  suited  for  soft  negatives,  add  a  10  per  cent,  solution  of 
sodium  chloro-platinite  to  the  sensitising  solution,  from  3  to  10 
drops  to  the  ounce,  according  to  the  degree  of  vigour  wished  for. 
Cold  Bath  Development.  Dissolve  2  ozs.  of  potassium  oxalate 
and  \  oz.  of  potassium  phosphate  in  a  pint  of  hot  water,  and  allow 
this  to  cool.  Float  the  exposed  paper  face  downwards  on  this  solu- 
tion, or  immerse  entirely.  When  the  image  is  sufficiently  vigorous 
the  sheet  is  treated  as  in  the  case  of  the  hot  bath  method. 

Considerable  control  over  results  may  be  obtained  by  the  use 
of  glycerine  in  the  following  manner.  Three  solutions  should  be 
prepared : — 

No.  I. 

Solution  of  oxalate  of  potash  ...         ...     2  parts. 

Pure  glycerine 2     ,, 

No.  2. 
Solution  of  oxalate  of  potash  ...         ...     i  part. 

Pure  glycerine 4  parts. 

No.  3. 
Pure  glycerine.  * 

The  print  should  be  pinned  to  a  board  and  a  small  pool  of  the  pure 
glycerine  poured  on  to  the  print  and  evenly  distributed  all  over 
it  by  means  of  a  soft  pad  of  linen.  If  there  are  any  portions  of 
the  print  which  have  a  tendency  to  appear  too  white,  or  wanting 
in  detail,  a  broad  mop  or  flat  brush  charged  with  solution  No.  2 
should  be  applied  to  those  places,  and  then  gradually  over  the 
whole  of  the  print,  except  in  the  very  deepest  shadows,  which 
should  be  left  untouched.  As  soon  as  the  image  begins  to 
develop,  the  brush  should  be  charged  with  No.  I  solution,  and 
passed  rapidly  and  evenly  over  the  whole  print;  the  print  will 
gradually  gain  in  intensity,  and  by  careful  use  of  solutions 
No.  I  and  3  with  brushes,  it  will  be  possible  to  hold  back  one 
portion  and  coax  another  out.  As  with  most  other  processes, 
success  is  not  always  attained  at  first,  and  it  may  happen  that 
our  finished  prints  are  too  dark  or  too  light.  In  the  former  case 
there  is  not  much  to  be  done,  as  platinum  is  one  of  those  intract- 
able metals  not  easily  amenable   to  reagents;   strong  chlorine 
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water  will  reduce  the  image  slightly.  Platinotype  prints  can  be 
far  more  easily  intensified,  and  several  processes  have  been 
suggested  for  this  purpose,  by  means  of  which  also  various 
modifications  of  tone  are  possible.  DoUond  suggests  what  is 
practically  a  gold  toning  process  which  he  describes  as  follows. 
The  solutions  required  are  : — 

I.  Gold  chloride  '5  gr- 

Distilled  water        ...         ...     7 J  drachms. 

Neutralised  with  chalk,  filtered,  and  one  drop  of  strong  hydro- 
chloric acid  added. 


2.  Glycerine. 

3.  Sodium  sulphite 

Water  to       

Metol  

4.  Potassium  carbonate 
Water  to       ...         ..; 


I  oz. 
10  „ 
50  gr. 

I  oz. 
10  „ 


The  following  is  the  method  of  application  : — ^The  platinotype 
print  developed,  cleared  and  dried  in  the  usual  way,  is  soaked 
for  two  or  three  minutes  in  water,  then  laid  upon  a  flat  surface, 
preferably  a  sheet  of  opal  glass,  and  blotted  to  remove  the  excess 
of  water.  Next  glycerine  is  gently  spread  over  the  whole  surface 
of  the  print  with  a  soft  brush  or  the  finger-tip.  When  evenly 
coated,  a  few  minims  of  the  gold  solution  are  dropped  on  and 
rapidly  mixed  with  the  glycerine  with  a  soft  camel-hair  brush. 
Very  soon  the  print  will  begin  to  gain  in  strength  and  assume  the 
blue-black  colour.  During  the  whole  time  the  toning  is  proceed- 
ing, the  surface  of  the  print  should  be  brushed  lightly  and 
quickly,  in  order  to  insure  even  action  and  to  constantly  bring 
fresh  gold  chloride  into  contact  with  the  platinum  image ;  also 
there  seems  to  be  less  tendency  for  a  deposit  to  be  formed  on 
the  high  lights  if  the  solution  is  kept  in  motion.  The  high  lights 
should  be  watched,  and  as  long  as  they  remain  clear  the  action 
may  be  allowed  to  continue.  When  the  desired  effect  is 
obtained  or  when  any  coloration  is  seen  in  the  high  lights,  the 
print  should  be  quickly  rinsed  to  remove  the  adhering  glycerine 
and  gold.  After  this  a  mixture  of  equal  parts  of  metol  and 
potash  solutions  is  sponged  over  both  front  and  back  of  the  print. 
Washing  for  half  an  hour  completes  the  operation.     Prints  may 
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be  kept  after  development  for  some  weeks,  or  even  months, 
before  toning,  but  very  old  prints  will  not  readily  tone.  If  the 
weather  is  cold,  the  water  and  dishes  used  will  probably  require 
to  be  slightly  warmed  or  the  action  will  be  very  slow.  Prints 
are  best  toned  in  good  daylight,  as  it  is  easier  to  see  that  the 
gold  is  kept  evenly  distributed  over  the  print,  and  daylight  also 
assists  the  action  and  renders  the  process  more  rapid  than  when 
performed  by  gaslight.  The  general  effect  of  the  toning  action 
is  to  slightly  increase  the  contrasts  in  the  print,  as  proportion- 
ately more  gold  is  deposited  where  there  is  a  large  quantity  of 
platinum  present  than  where  there  is  a  small  quantity.  The 
best  results  are  obtained  when  the  actual  increase  in  intensity 
required  is  small  only.  The  method  of  treatment  I  have 
described  will,  I  think,  be  found  to  have  fotjr  distinct  uses:  (i) 
To  strengthen  under-exposed  prints  ;  (2)  To  convert  a  rusty  or 
brownish  colour  in  a  print  into  a  pure  black ;  (3)  To  produce 
blue-black  in  the  place  of  black  prints  when  this  modification 
of  colour  is  considered  desirable ;  (4)  To  enable  brighter  prints 
to  be  obtained  from  flat  negatives  than  is  usually  possible  by 
the  ordinary  method.  A  method  of  intensifying  platinotype  with 
silver  has  also  been  suggested.  For  this  either  an  acid  pyro  or 
acid  hydroquinone  developer  could  be  used,  tp  which  a  few  drops 
of  a  10  per  cent,  solution  of  silver  nitrate  had  been  added.  The 
solutions  required  are, 

I.  Pyrogallol     

Citric  acid 

Distilled  water        


2 

grs 

20 

I, 

I 

oz. 

2 

grs 

20 

f| 

I 

OZ. 

2.  Hydroquinone 

Citric  acid 

Distilled  water 

3.  Silver  nitrate  48  grs. 

Distilled  water 

The  prints  after  clearing  must  be  thoroughly  freed  from  acid 
and  placed  in  a  clean  dish.  Ten  drops  of  No.  3  should  be  added 
to  one  oz.  of  either  I  or  2,  and  the  solution,  which  turns  white 
and  cloudy,  immediately  applied  to  the  print  and  the  dish  rocked. 
As  soon  as  the  desired  degree  of  intensification  is  reached  the 


Platinotype 

print  should  be  thoroughly  washed  and  then  fixed  in  hypo,  and 
well  washed  to  free  it  from  any  soluble  silver  salt.  The 
intensified  print  can  afterwards  be  toned  with  gold  or  platinum 
to  obtain  different  tones.  Platinotypes  may  also  be  toned  with 
uranium  by  the  following  process  suggested  by  Hiibl : — 

A. 

Uranium  nitrate       48  grs. 

Glacial  acetic  acid ;         48   „ 

Water  i  oz. 

B. 
Potassium  ferridcyanide  (ferri cyanide)    ...      48  grs. 
Water  i  oz. 

C. 

Ammonium  sulphocyanide ...     240  grs. 

Water  ...         i  oz. 

For  use,  add  to  1,000  parts  of  water  10  parts  of  the  above  solu- 
tions one  after  the  other.  The  well-washed  platinum  print 
should  be  placed  in  a  dish  and  covered  with  the  solution,  and  the 
dish  rocked  till  the  desired  tone  is  attained.  The  toning  bath 
should  then  be  poured  away,  the  prints  washed  in  frequently 
changed  water.  The  process  of  toning  is  complete  in  about  five 
minutes,  and  with  concentrated  baths  takes  place  so  quickly  that 
it  is  impossible  to  avoid  failure.  In  place  of  the  sulphocyanide, 
sodium  sulphite  may  be  used,  but  as  this  acts  more  energetically 
the  bath  must  be  more  dilute.  For  this  should  be  used  5  parts 
of  A  and  B  and  5  parts  of  a  10  per  cent,  solution  of  sodium 
sulphite  to  100  parts  of  water.  Grape  sugar  acts  very  slowly 
and  tliiosinamin  very  quickly.  Platinotypes  may  be  toned  in  a 
similar  manner  to  the  above,  with  ferridcyanide  of  iron,  and  blue 
tones  be  obtained  which  are  suitable  for  moonlight  and  night 
scenes.  With  this  process  sodium  sulphite  is  less  suitable.  The 
following  solutions  should  be  used  : 

A. 
Ammonium  iron  alum        . .  ...         ...       48  grs 

Hydrochloric  acid 48    ,, 

Water  10  oz. 
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B. 
Potassium  ferridcyanide     ...     lo  per  cent,  solution. 

C. 

Ammonium  sulpliocyanide         50  per  cent,  solution. 

For  the  toning  bath,  to  1,000  parts  of  water  add  first  5  parts  of 
A,  then  2  parts  of  B,  and  5  parts  of  C.  The  solution  should  be 
of  a  red  colour,  and  is  used  similar  to  the  above-mentioned 
uranium  bath.  The  above  physical  uranium  and  iron  toning  is 
very  easily  carried  out,  and  the  desired  tones  may  be  obtained. 
In  preparing  the  pictures,  however,  it  must  be  remeinbered  that 
these  baths  have  an  intensifying  action.  The  prints  before 
toning  should  have  soft  delicate  half-tones,  pure  whites,  and 
not  too  deep  shadows ;  in  no  case  should  they  be  too  brilliant, 
otherwise  after  toning  they  will  be  hard.  Soft,  harmonious,  and 
soinewhat  thin  negatives  on  soft-printing  platinotype  paper  are 
the  most  suitable.  If  the  toning  process  is  a  failure,  or  the 
desired  tone  is  not  obtained,  the  prints  mqy  be  restored  to  their 
original  condition  by  treatment  with  dilute  ammonia.  Any 
slight  yellow  stain  may  then  be  removed  by  dilute  hydrochloric 
acid.  The  ferrocyanide  compounds  of  iron  and  uranium  with- 
stand the  action  of  acids,  but  are  removed  by  alkalies ;  therefore 
the  toning  bath  must  be  faintly  acid,  and  the  washing  of  the 
toned  prints  must  not  be  done  by  ordinary  water  containing  lime 
or  alkalies.  It  is  in  any  case  advisable  to  add  a  few  drops  of 
acetic  acid  to  the  washing  waters  to  prevent  the  removal  of  the 
toning.  Platinotypes  may  be  generally  tinted  with  solution  of 
aloes,  catechu,  infusion  of  coffee  or  other  dark-coloured  organic 
liquids ;  and  as  the  true  platinum  image  is  remarkably  per- 
manent even  against  hypochlorous  acid,  these,  or  platinotypes 
which  have  become  yellow  by  age,  may  be  bleached  and 
restored  by  the  process  described  under  Bleaching  Prints 
OR  Engravings. 

Mr.  Silberer  combines  platinotype  with  gum-bichromate  by  first 
making  a  platinotype  in  the  ordinary  way,  and  then  coating  with 
a  gum-bichromate  mixture,  and  again  printing  for  special  effects, 
see  Gum-Bichromate. 

Palladiotype. 

This  is  a  process  due  to  Mr.  AUeyne  Reynolds.  No  distinct 
formulae  are  given,  but  the  operations  are  thus  described : — 


Platinum  Platinum  Toning 

"  ist.  Coating  the  paper.  This  may  be  done  with  either 
uranic  chloride,  ferric  oxalate,  or  sodic  ferric  oxalate,  or  a 
mixture  of  any  or  all  of  these. 

"  2nd.  Exposure. 

"3rd.  Development.  Half  a  drachm  of  a  15-grain  solution  of 
sodio-chloride  of  palladium  is  diluted  with  about  I  oz.  of  water, 
and  the  print  floated  thereon  face  downwards.  It  is  better  to 
add  a  trace  of  hydrochloric  acid  to  the  developer. 

"  4th.  Fixing  as  in  platinotype. 

The  result  will  be  a  print  like  a  platinum  print,  only  of  a 
pleasant  warm  tone,  which  may  be  rendered  colder  by  adding 
a  trace  of  platinum  to  the  developer.  For  particulars  of  the 
printing-out  platinum  method,  see  Pizzighelli's  Printing-out 
Process. 

Platinum  (Ger.,  Platin ;  Fr.,  Platine ;  Ital.,  Platino). 
Pt  =  1967.  Synonym  :  Platina.  This  metal  occurs  usually  in 
the  free  state,  the  chief  source  of  supply  being  Mexico,  Brazil, 
and  Siberia.  It  is  a  silvery  white  metal,  having  specific  gravity 
21 '5.  When  in  an  extremely  fine  state  of  division,  it  is  black, 
and  is  one  of  the  most  permanent  and  immutable  of  all  metals. 
It  is  tolerably  hard,  very  difficult  of  fusion,  not  dissolved  by 
hydrochloric,  nitric,  or  sulphuric  acid,  and  only  slightly  acted 
upon  by  some  alkaline  substances. 

Platinum  Perchloride.  Synonyms  :  Tetrachloride  of 
Platinum,  Platinum  Chloride,  Platinic  Chloride,  Muriate  of 
Platina,  Chloroplatinic  Acid.  This  salt  is  prepared  by  dis- 
solving metallic  platinum  in  aqua  regia.  It  occurs  in  small 
brownish-red  masses  extremely  deliquescent,  forming  a  deep 
orange  or  brownish-orange  solution.  Very  soluble  in  alcohol 
and  water.  It  is  used  for  preparing  chloroplatinite  of  potash, 
and  has  been  used  for  toning  prints  and  collodion  positives. 
This  salt  readily  combines  with  the  chlorides  of  potassium, 
sodium,  and  ammonium  to  form  double  salts — e.g.,  PtCl42KCl. 

Platinum  Toning.  Either  with  the  desire  for  greater 
variation  in  the  tones,  or  for  possible  greater  permanence  of  the 
image,  platinum  has  been  applied  to  the  toning  of  silver  images, 
and  whilst  rich  brown  blacks  and  cool  sepias  are  obtained  it 
does  not  seem  possible  to  obtain  pure  blacks  as  when  using 
platinotype   paper.      There   are   several   conditions   which   are 
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essential  for  successful  work.  The  prints,  whether  on  gelatino- 
chloride,  plain  salted,  or  smooth  or  rough  surface  paper,  need 
not  be  printed  any  deeper  than  usual.  The  platinum  salt  em- 
ployed should  be  the  chloro-platinite,  the  ordinary  perchloride 
being  comparatively  useless  for  this  purpose.  The  print  must 
be  absolutely  freed  from  soluble  silver  salts  before  toning,  the 
toning  bath  must  be  acid,  and  the  paper  must  be  free  from 
all  acid  and  soluble  platinum  salts  before  fixing,  or  else  the 
whites  become  yellowed.  To  free  the  print  from  silver  nitrate 
the  best  thing  to  do  is  to  allow  it  to  soak  for  five  minutes  in  a 
solution  of  salt  and  water  2  ozs.  to  the  pint,  and  then  wash  so 
as  to  free  it  from  excess  of  salt,  and  then  place  in  the  toning- 
Jjath.  Numerous  formulae  have  been  suggested  for  tliis,  but 
the  most  suitable  are  either  that  of  Stieglitz,  which  is — • 

A.  Oxalate  of  potash 256  grs. 

Acid  phosphate  of  potash ...     128    ,, 

Distilled  water         ...         ...         5  ozs. 

B.  Chloroplatinite  of  potash    ...         60  grs. 

Distilled  water         2  ozs. 

For  use  take  of 

Solution  A 3  parts. 

Solution  B ,       I      „ 

Distilled  water        2      ,, 

This  can  be  brushed  over  the  well-washed  print.  A  far 
simpler  bath  is  obtained  by  using  the  chloro-platinite  with  an 
acid  or  acid  salt,  and  provided  nitric  or  hydrochloric  acid  is 
not  used  there  is  not  much  difference  to  be  detected.  If  a 
faintly  acid  and  somewhat  weak  bath  be  used,  such  as  is 
obtained  by  using  a  saturated  solution  of  cream  of  tartar,  warm 
sepia  tones  are  obtained,  whereas,  by  using  stronger  acids,  such 
as  phosphoric  or  citric  and  a  greater  concentration  of  bath, 
deeper  tones  are  obtained. 

No.  I  for  Sepia  Tones. 

Acid  tartrate  of  potash  (cream  of  tartar)  ...  60  grs, 

Potassium  chloroplatinite I    „ 

Distilled  water  ...        6  ozs. 


Hayertype  Poisons 

No.  2  for  Blacker  Tones. 

Citric  acid       ...         ...         ...         ...         ...       60  grs. 

Potassium  chloroplatinite     ...         2    „ 

Distilled  water  2  ozs. 

Not  much  guide  as  to  the  final  tone  of  the  print  is  to  be  obtained 
by  examining  them  by  transmitted  light.  After  toning  the  prints 
should  be  well  washed,  and  then  passed  into  solution  of  carbonate 
of  soda,  about  i  oz.  to  the  pint,  and  thence  into  the  fixing  bath. 

Playertype.  A  process  for  direct  copying  which  appears  to 
depend  on  some  unrecognised  principle.  A  sheet  of  sensitive 
development  paper  is  laid  face  downwards  on  a  print — as  an 
engraving  in  a  book — pressed  in  contact,  and  the  back  of  the 
paper  is  exposed  to  liglit,  when,  if  the  exposure  was  correct, 
a  developable  image  is  obtained.  (See  The  Amateur 
Photographer,  Nov.  13th,  1896,  p.  398.) 

Plumlbago  Process.    See  Powder  Process. 

Pneumatic  Holder.  A  convenient  apparatus  for  holding 
plates  for  the  purpose  of  coating,  used  chiefly  in  the  old  col- 
lodion days,  the  pressure  of  the  atmosphere  keeping  the  plate 
in  its  position  on  the  holder. 

Poisons.  Some  of  the  chemicals  used  in  photographic  pro- 
cesses are  poisonous  when  taken  internally  or  when  absorbed 
through  the  skin.  Aqueous  hydrofluoric  acid  when  applied  to 
the  skin,  even  in  a  dilute  state,  causes  painful  ulcers,  and  i  in  80 
can  also  cause  irritation  and  tenderness.  Bichromate  of  potash 
and  cyanide  of  potash,  when  applied  to  cuts,  wounds,  and 
abrasions,  are  absorbed,  and  may  cause  much  mischief,  and 
even  fatal  results.  The  subjoined  table  is  not  given  to  encourage 
hasty  and  often  ill-judged  treatment,  but  it  may  give  useful  hints 
when  medical  aid  is  not  obtainable.  A  special  caution  may  be 
needed  against  giving  strong  acids  or  alkalies  as  antidotes ; 
indeed,  unprofessional  treatment  should  seldom  go  beyond 
emollients,  and  such  an  emetic  as  mustard  and  hot  water. 
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Polypose 

Polypose.  A:  term  applied  to  combination  or  trick  photo- 
graphs, in  which  a  person  is  shown  in  several  positions  on  the 
same  plate.  There  are  special  and  complex  devices  for  making 
polypose  photographs,  notably  that  of  M.  Bracq ;  but  the  follow- 
ing method  will  answer  in  most  cases.  Cut  a  circle  of  thin  black 
cardboard  to  fit  in  the  hood  of  the  portrait  lens,  and  double  back 
a  portion  of  the  circle  so  as  to  leave  between  one-fourth  and 
one-third  of  the  lens  exposed,  the  doubled  edge  being  vertical. 
A  position  can  now  be  found  for  this  stop  in  the  hood  where  it 
will  shade  about  one-third  of  the  field,  as  shown  by  the  focussing 
screen,  and  an  ideal  adjustment  for  it  would  be  a  position  in 
which  two  exposures — the  hood  being  turned  half  round  for  the 
second — will  give  an  evenly  illuminated  representation  of  a 
scene  before  the  camera.  Two  such  exposures  are  made  to  pro- 
duce a  (Rouble,  the  sitter  being  in  each  case  in  that  portion  of 


Fig.  107. 


the  scene  which  is  brightly  represented  on  the  focussing  screen. 
When  a  finer  line  of  demarcation  is  required,  the  screen  or  stop 
may  be  inside  the  camera,  at  a  distance  from  the  plate  to  be 
found  by  experiment,  the  essential  condition  being  that  there 
shall  be  .a  vignetted  overlapping  of  the  background  in  each  case, 
and  that  the  background  shall  not  be  in  any  way  shifted  between 
the  two  exposures.  If  one  of  the  subjects  is  to  appear  as  a  ghost 
— a  person's  own  ghost  appearing  to  him — the  instructions  given 
under  Spirit  Photographv  will  serve  as  a  sufficient  guide  for 
the  ghostly  part.  Another  kind  of  Polypose  involves  the  prin- 
ciple of  the  kaleidoscope,  and  several,  or  many,  aspects  of  the 
same  person  may  be  obtained  at  one  pose  and  on  the  same  plate 
— a  matter  of  possible  value  to  a  sculptor  requiring  photographic 
assistance  in  his  work.  As  regards  this  matter,  an  article  in  the 
Photogram  gives  the  accompanying  diagram,  and  says : — "  With 
two  mirrors  of  large  size,  the  number  of  effects  obtainable  is 
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very  great.  By  placing  them  face  to  face  and  the  sitter  between, 
reflection  and  re-reflection  can  be  so  arranged  that  the  sitter  in 
each  of  the  mirrors  appears  as  a  series  of  copies  of  himself 
arranged  in  a  row,  side  by  side.  Placing  the  mirrors  so  that 
their  edges  meet  at  an  angle  of  75°  (see  fig.  94),  and  letting  the 
sitter  face  the  angle,  five  different  views  of  the  same  subject  are 
obtained,  all  giving  essentially  diiferent  views  of  the  face.  In 
some  of  the  American  cities  this  class  of  picture  has  been  made 
a  specialty  by  one  or  two  photographers,  with  the  result  that 
considerable  business  has  been  done  for  a  while.  This  method 
has  very  distinct  advantages  as  a  style  of  portraiture,  and  gives 
great  scope  for  ability  in  posing  and  lighting,  so  that  we  wonder 
it  has  never  been  taken  up  by  a  first-class  photographer  and 
developed  to  the  full  extent  of  which  it  is  capable.  It  will  be 
seen  from  the  diagram'  that  the  camera  is  arranged  to  point 
between  two  plain  backgrounds  on  stretchers,  or  plain  screens, 
to  prevent  any  part  of  the  room  near  the  camera  coming  into 
reflection." 

Porcelain  Pictures.    See  Enamels  and  Opalotypes. 

Portrait  Lens.    See  Lens. 

Portraiture.  Tl*e  portrayal. of  the  features  of  those  with 
whom  they  are  in  daily  contact  may  be  said  to  be  the  summit  of 
ambition  of  many  amateurs,  and,  as  a  rule,  it  is  their  weakest 
point,  and  naturally  the  stronghold  of  the  professional.  So 
many  happy  possessors  of  a  camera  consider  that  all  they  have 
to  do  is  to  stick  their  sitter  down  somewhere  near  a  strong 
light,  tell  this  much-to-be-pitied  individual,  after  he  or  she  has 
become  thoroughly  worn  out  and  tired  of  the  whole  thing  from 
frequent  changes  of  position  and  camera,  this  being  wrong,  and 
then  something  else  requiring  readjustment,  to  look  pleasant — 
fancy  looking  pleasant  when  you  wish  the  whole  thing  elsewhere  ! 
— and  then,  after  the  usual  operations,  a  first-class  pleasing 
memento  is  expected  to  be  the  result.  They  expect  in  a  few 
trials  to  reach  the  same  standard  that  it  has  taken  the  professional 
years  of  apprenticeship,  hard  work,  and  study  to  learn  ;  and 
should  their  results  be  any  but  first-class  and  pleasing,  the 
blame  is  thrown  on  the  lens,  camera,  light,  sitter,  the  bad 
plates,  anywhere  but  on  the  right  shoulders.  Portraiture  needs 
a  keen  appreciation  of  the  value  of  light  and  shade,  a  good 
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knowledge  of  what  the  lens  will  do,  and  considerable  artistic 
skill  and  ability.  It  is  impossible  to  give  complete  directions  for 
the  successful  working  of  this  branch  of  photography,  but  some 
hints  may  possibly  be  gained  from  the  following  notes.  One  of 
the  most  important  of  all  accessories  for  home  portraiture  is  the 
background.  Nothing  is  so  painful  as  to  see  a  fine  head  spoilt 
by  some  not  always  artistic  wall  paper,  which  is  generally  so 
sharply  focussed  that  one  may  count  every  petal  on  some  impos- 
sible flower,  or  see  joins  and  irregularities  in  the  said  paper.  If 
we  want  to  turn  out  artistic  work,  wall  papers  must  be  avoided 
as  a  rule  ;  rarely  do  the  patterns  lend  themselves  for  use  as  back- 
grounds, and  even  when  they  do  they  should  be  thrown  out  of 
focus  so  as  to  become  mere  suggestions  rather  than  concrete 
shapes.  There  are  of  course  portable  backgrounds  to  be  obtained 
commercially,  of  perfect  quality,  and  at  such  a  price  as  to  bring 
them  within  the  reach  of  all.  But  many  of  us  have  a  great 
hankering  after  home-made  contrivances,  and  the  few  hints  we 
may  give  may  be  of  service  to  those  handy  with  carpenter's 
tools.  The  first  background  we  ever  used  was  the  so-called  felt 
paper  or  wide  brown  paper,  as  used  under  carpets';  this  may  be 
obtained  from  almost  any  house  furnishers,  about  six  feet  wide 
and  any  length.  Having  obtained  the  papfer,  the  next  question 
is  how  to  mount  it.  For  this  purpose  procure  an  ordinary 
blind  roller  of  the  requisite  length,  and  fold  down  six  inches  of 
the  paper  at  one  end,  and,  having  some  thin  glue  ready,  coat 
the  turned  down  portion  of  the  paper  with  the  glue,  place  the 
roller  under  the  fold,  and  dab  quickly  into  contact  with  a  cloth. 
It  is  obvious  that  we  mean  the  underneath  side  of  the  turned 
down  strip  is  to  be  glued,  the  turning  down  being  merely  a 
device  to  obtain  the  paper  straight  on  the  roller,  otherwise  we 
may  get  some  nasty  bulges  in  the  background.  When  the 
glue  is  dry,  a  sufficient  length  of  the  paper  may  be  cut  off, 
and  a  lath  glued  into  it  in  the  same  way  as  the  roller.  About 
eight  feet  will  be  found  a  convenient  length,  and  we  have  thus  a 
background  six  feet  by  eight  feet  of  one  uniform  tint.  This  will 
serve  its  purpose  well,  and  may  be  rolled  up  and  stowed  away  in 
some  convenient  corner  when  done  with.  A  more  durable  back- 
ground may  be  made  of  the  materials  used  for  blinds,  and  with 
this  we  can  obtain  two  or  three  backgrounds  without  much 
expense.     Thus  we  may  choose  a  pale  buff,  which  will  give  us 
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a  pale  tint  suitable  for  dark  people  ;  and  by  choosing  also  a  deep 
green  or  deep  red,  we  can  obtain  a  dark  background  for  fair  hair, 
white  or  light  dresses,  and  children.  There  are  one  or  two 
points  in  connection  with  the  background  which  it  will  be  as  well 
to  mention  before  proceeding  [any  farther.  The  first  is,  when 
mounting  cloth  backgrounds,  it  is  advisable  to  nail  them  to  the 
roller,  exactly  like  a  bhnd,  and  an  important  point  in  this,  as  in 
the  paper  backgrounds,  is  to  get  them  to  hang  straight ;  this  can 
best  be  done  by  commencing  to  nail  in  the  centre,  working  out 
to  the  edges,  and  giving  tlie  cloth  at  each  nail  a  gentle  stretch  ; 
we  then  get  no  bulges  or  wrinkles.  The  second  point  refers  to 
the  choice  of  colour.  It  is  well  known  that  the  illumination  in 
most  rooms  is  poor,  and  it  is  also  a  well-recognised  fact  "  that 
coloured  substances  undergo  changes  of  tint  when  they  are  seen 
under  a  very  bright  or  very  feeble  illumination  " :  hence  it  is 
advisable  to  choose  rather  a  lighter  tint  of  any  colour  than  we 
actually  desire,  as  in  the  poorly  lit  room  the  tint  will  actually 
appear  darker  than  it  really  is.  The  next  question  to  consider  is 
how  to  support  the  background,  and  this  requires  practically  a 
frame  or  stand,  which  can  easily  be  made  from  deal  by  a  car- 
penter, or  even  by  the  amateur  himself.  The  frame  should  take 
the  form  of  an  inverted  V,  thus  ^,  and  one  of  these  at  each  end 
will  be  quite  sufficient  to  support  any  background  it  may  be 
desirable  to  use.  Personally  we  use  two  iron  rods,  which  were 
originally  used  as  curtain  suspenders,  we  fancy  ;  these  are  bound 
together  near  one  end,  so  as  to  leave  two  little  cross-pieces  about 
six  inches  in  length,  which,  crossing  over,  form  a  fork,  in  which 
the  ends  of  the  roller  rest ;  these  at  each  end  serve  to  support 
the  background.  The  lower  ends  of  the  iron  rods  are  inserted 
in  holes  bored  in  pieces  of  deal  six  inches  square  and  two  inches 
thick ;  this  prevents  the  rods  slipping,  and  enables  one  to  shift 
the  background.  (See  also  article  under  Background.)  In 
portraiture  in  rooms  not  specially  built  for  that  purpose  the  great 
difficulty  to  contend  with  is  want  of  light,  and  power  to  control 
what  light  there  is.  The  light  streaming  in  from  a  narrow  window 
which  has  not  always  an  uninterrupted  view  of  the  sky  gives  a 
somewhat  bright  illumination  to  one  side  of  a  sitter's  face,  and  the 
other  is  in  somewhat  dark  shadow,  and  as  the  shadow  side  of  the 
face  is  illuminated  by  light  reflected  from  surrounding  objects, 
such  as  dark-coloured  furniture,  or  frequently  somewhat  yellowish 
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paper,  etc.,  the  sensitive  salt  of  silver  in  our  dry  plate  has  a  ten- 
dency to  exaggerate  this  shadow,  and  without  an  inordinately 
long  exposure  we  get  "  soot  and  whitewash  "  results,  or,  in  other 
words,  one  side  of  the  face  bare  glass  without  any  detail,  and  the 
other  side  v^ry  dense ;  so  that  to  obtain  the  detail  in  the  latter  in 
the  print  we  over-expose  the  former,  and  the  print  is  too  harsh. 
To  modify  this  state  of  things  must  be  our  great  endeavour,  and 
we  shall  see  how  to  do  this  in  lighting,  or  rather  placing  of  sitter, 
and  also  by  the  use  of  reflectors.     Now  reflectors  may  be  of  two 
kinds,  which  we  may  call  the  small  and  intense,  such  as  a  mirror, 
and   the  large  and  dififused,  like  a  sheet.     The  latter  will  be 
found  of  far  greater  service  that  the  former,  and  to  be  of  service 
must  be  of  large  size  and  properly  placed — of  sufficiently  large 
size  to  be  placed  not  only  on  some"  support,  but  also  to  be  spread 
out  on  the  floor.     A  convenient  support  for  this  reflector  is  the 
domestic  clothes-horse.     We  may  as  well  digress  here  a  moment 
and  give  one  hint  to  all  would-be  home  portraitists,  and  that  is 
make  friends  with  the  ruling  spirit  of  the  house,  whether  wife, 
mother,  or  sister,  as  to  turn  out  decent  work  means  some  upset- 
ting of  the  room  and  utilisation  of  household  property ;  so  first 
of  all  get  on  the  right  side  of  the  powers  that  be,  and  secondly 
always  clear  up  after  you — put  things  back,  as  far  as  lies  in  your 
power,  in  the  position  you  found  them.     Ladies  will  always  look 
with  disfavour  on  any  one  who  turns  the  place  upside  down,  and 
even  when  "  you  men  "  put  curtains,  chairs,  etc.,  to  rights,  the 
gentle  hand  must  give  the  final  arranging  artistic  touch.    Curtains 
are  sure  to  drape  the  window,  so  these  must  be  pulled  right 
back,  and  pinned  or  held  back  by  a  chair,  etc. ;  blinds,  Venetian 
or  otherwise,  must  be  pulled  right  up ;  and  finally  windows  must 
be  clean — a  dirty  window  will  stop  out  50  per  cent,  of  the  light 
sometimes.     If  the  windows  are  of  the  French  fashion — that  is, 
opening  out  or  in  like  a  door — open  them  wide,  if  not  too  cold. 
Finally,  when  necessary,  use  a  reflector  outside  the  window  ;  we 
all  know  how  snow  on  the  ground  lights  up  the  room,  so  use  a 
reflector,  and  use  a  big  one.    We  daren't  suggest  putting  a  sheet 
out,  because  this  might  get  us  into  serious  trouble  with  the  ladies, 
but  "  we  are  free  to  confess  "  that  we  do  it,  though  under  protest 
from  somebody.     When  it  comes  to  full  length,  we  get  another 
question  to  consider,  that  of  suitable  accessories,  and  when  con- 
sidering the  subject  of  posing,  we  shall  note  a  point  or  two  which 
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may  be  useful,  as  very  fine  results  may  be  obtained  from  taking 
a  portrait  of  anybody  engaged  at  work,  or  seated  by  the  fire,  or 
reading,  writing,  etc.,  and  in  such  cases  the  picture  would  be  in- 
complete without  the  actual  and  necessary  furniture  in  the  room, 
and  in  this  case,  too,  we  may  admit  the  otherwise  inadmissible 
wall  paper.  Without  going  to  any  outlay,  a  capital  background, 
especially  for  children,  is  the  screen  to  be  found  in  so  many 
houses,  and  the  same  may  also  serve  for  the  support  of  a  ready- 
made  background  which  may  be  found  in  every  house — namely, 
a  blanket ;  or  the  screen  may  be  used  to  support  the  reflector. 
We  may  use  either  a  portrait  lens  or,  as  these  when  of  good 
quality  are  costly,  we  may  get  what  is  perhaps  the  next  best 
lens  for  portraiture,  and  that  is  the  single  lens  of  fairly  long 
focus,  working  at  rather  a  larger  aperture  than  usual — viz., 
fjS.  There  is  sufficient  spherical  aberration  present  with  such 
an  aperture,  as  a  rule,  as  to  have  no  baneful  influence  and  yet 
give  us  roundness  and  softness.  Personally,  we  have  rigged  up 
a  compromise,  and  that  is  as  follows.  We  managed  to  get  hold 
of  some  unmounted  single  or  meniscus  landscape  lenses,  and  we 
use  these  in  a  mount  specially  made  for  us,  and  we  are  thus  able 
by  a  little  calculation  to  obtain  any  focal  length  and  any  ratio 
aperture  we  want.  The  lenses  are  of  22,  18,  16,  13,  10,  and  8  in. 
focus  respectively.  We  had  a  tube  of  brass  made  with  a  cell  to 
fit  in  each  end  ;  into  these  cells  we  can  slip  any  one  of  the  above 
lenses,  and  a  ring  of  brass  keeps  the  lens  in  its  place.  The  tube 
is  2j  ins.  long,  and  the  cells  screw  in  till  there  is  only  two  inches 
between  the  inner  surfaces  of  the  lenses.  The  diaphragm  slot 
is  just  midway.  Now,  according  to  the  well-known  rule,  multiply 
the  foci  of  the  two  combinations  together,  and  divide  by  the  sum 
obtained  by  adding  them  together  and  subtracting  the  distance 
of  separation,  it  is  quite  possible  to  reckon  out  any  focus  we  like. 
Let  us  take,  for  instance,  the  22  and  i8-in.  lenses — 22  x  18-7- 
[(22  +  18)  — 2]=396-;-38=ioJ  focal  length.  Now,  the  full  aper- 
ture of  our  lens  is  if  ;  therefore  we  get  a  focal  length  of  10^  ins. 
and  a  ratio  aperture  oif/S-s,,  at  which  there  is  sufficient  outstand- 
ing spherical  aberration  to  give  us  softness.  Or  we  may  use  the 
18  and  i6-in.  lenses,  and  then  we  get  18  x  16  -h  [(18  +  16)— 2] 
=  288  -r-  32  =  9,  and  the  aperture  will  then  be  /J4'8,  and  we 
must,  or  may,  stop  down  with  advantage  ;  or,  if  we  take  the  two 
extremes,  we  get  22  X  8  -r-  [(22  +  8)  -  2]  =  176  -h  28  =  6-3,  and 
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we  get  an  aperture _/73'9,  which  requires  a  good  deal  of  stopping 
down.  This  arrangement  is  not  optically  and  scientifically  per- 
fect, but,  at  any  rate,  it  will  just  do  what  we  want  it  to,  and  we 
have  a  very  convenient  and  efficient  combination  lens  with  which 
we  can  obtain  any  focal  length,  and  consequently  any  sized 
image,  so  that  we  can  actually  work  our  lens  at  any  aperture  we 
like  without  having  to  get  too  near  the  sitter,  and  thus  decrease 
the  ratio  aperture.  The  next  point  to  consider  is  the  camera  and 
tripod.  This  may  be  the  ordinary  one  we  are  always  in  the  habit 
of  using ;  but  if  we  want  to  avoid  any  outcry  we  had  better  shoe 
the  tripod  points  with  bits  of  cork  to  prevent  damage  to  carpets, 
etc.  A  swing-back  is  extremely  convenient  here.  No  other  point 
in  the  camera  or  its  appurtenances  requires  notice. 

The  next  important  consideration  is  the  plate.  This  is  always 
a  burning  question,  and  our  advice  is  to  use  as  sensitive  a  plate 
as  you  can  get  hold  of — isochromatic,  orthochromatic,  or  colour- 
sensitive,  in  preference,  because  there  is  less  work  for  retouching. 
Freckles  and  sallow  skins  and  yellowish  lighting  have,  therefore, 
less  influence.  We  prefer  personally  a  bromo-iodide  plate,  and 
always  give  as  long  an  exposure  as  we  possibly  can  without 
allowing  the  sitter  to  obviously  move,  and  for  this  reason  keep 
our  eye  on  the  sitter,  and  have  the  lens  cap  ready  to  clap 
on  the  instant  we  note  a  tremor.  The  developer  we  use  is 
eikonogen  with  hydroquinone,  but  at  present  we  have  only  con- 
sidered the  necessary  appliances,  and  consequently  the  develop- 
ment takes  a  later  place.  Every  amateur  who  wants  to  start 
portraiture  will  generally  place  his  sitter  as  close  as  possible 
to  the  window,  and  is  astonished  to  find  on  developing  his 
plate  that  he  has  obtained  a  wonderful  and  fearful  hybrid,  with 
one  side  of  the  face  black  and  the  other  white.  To  such  a 
novice  we  propound  the  startling  theory  that  the  farther  he 
puts  his  sitter  away  from  the  window  the  softer  and  more 
harmonious  the  lighting  and  the  better  the  results  obtained. 
If  he  does  not  believe  .this,  let  him  set  to  work  to  prove  it 
optically  and  practically  on  himself,  for  which  purpose  all  that 
is  necessary  is  a  decent-sized  hand-glass  or  mirror,  a  chair, 
and  the  would-be  operator.  Now  let  him  seat  himself  in  the 
chair  close  to  the  window  and  hold  the  glass  so  that  he  can 
see  his  face  plainly,  and  yet  so  that  the  glass  shall  not  cast  the 
reflection  of  the  light  on  to  the  face,  and  he  will  find  that  one 
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side  of  his  face  is  brightly  illuminated,  but  the  other  has  a  heavy 
black  nose  shadow,  and  the  one  ear  is  hardly  to  be  seen.  Now 
let  the  chair  be  moved  back  from  the  window  about  five  or  six 
feet,  and  the  same  operation  be  gone  through,  when  it  will  be 
seen  that  there  is  less  contrast  between  the  light  and  shade,  and 
we  know  we  can  further  reduce  this  contrast  by  the  use  of 
reflectors.  More  is  to  be  learnt  by  thus  figuring  about  and 
admiring  yourself  and  features  in  various  attitudes  and  positions 
as  regards  the  window,  than  any  amount  of  reading  how  to  do 
it ;  but  still,  for  the  instruction  of  those  who  like  everything 
illustrated,  the  following  diagram  (fig.  io8)  will  be  of  assistance. 
A  and  B  are  two  windows ;  b  should  be  blocked  out  entirely 
by  blinds,  or  curtains,  etc.  The  softest  and  most  harmonious 
lighting  may  be  got  by  placing  the  sitter  about  s,  and  the  camera 
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placed  about  c  or  h,  according  to  whether  profile  or  full  face  be 
required.  For  full  lengths  the  camera  will  have  to  be  placed 
about  E.  Now  for  a  few  general  hints  on  lighting,  etc.  Never 
put  your  sitter  at  r  in  the  above  diagram,  or  directly  opposite 
the  window  and  the  camera  in  the  window  recess.  Full- 
front  lighting  makes  any  face  look  like  a  plain,  flat  piece ;  - 
there  is  no  relief,  no  roimdness,  no  shadow.  Another  important 
point  is  the  character  of  the  face,  and  the  way  this  can  be 
altered  by  varying  the  position  of  the  camera  and  lens.  Let  us 
take,  for  instancej  a  long,  thin,  cadaverous  face,  with  abnormally 
long  upper  lip,  and  sharply-defined  septum  of  the  nose,  with 
rather  receding  nostrils.  Now  let  us  place  the  lens  level  with 
the  nose,  and  what  do  we  see  ?  Why,  the  lip  and  nostril 
natural,  it  is  true,  but  too  long  and  too  prominent.  Placing  the 
lens  so  as  to  slightly  look  down  on  the  nose  and  lip  reduces 
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these  to  pleasing  proportions,  whilst  if  we  place  the  lens  level 
with  the  breast,  so  as  to  look  up  to  the  nose  and  lip,  the 
abnormal  length  is  intensified.  We  might  go  on  multiplying 
instances  in  this  fashion,  but  must  leave  the  operator  to  find 
these  things  out  for  himself.  Some  people,  especially  those 
who  do  much  head  work  or  who  have  experienced  great  troubles 
or  worry,  have  very  marked  furrows  or  furrow  at  the  root  of  the 
nose  between  the  eyebrows,  and  on  either  side  a  protuberance 
more  or  less  marked,  which  give  great  character  to  the  face,  and 
which  the  possessors  are  sometimes  very  proud  of.  The  face 
should  be  so  lighted  that  these,  or  at  least  one,  is  distinctly 
visibly,  and  a  very  good  position  is  the  profile  just  showing  a 
little  of  the  further  eye.  Another  important  point  to  be  con- 
sidered is  the  presence  of  scars,  moles,  and  other  marks  ;  when 
these  are  present,  it  is  of  course  absolutely  necessary  to  take 
the  other  side  of  the  face,  unless,  in  the  case  of  a  fair  sitter, 
when  sometimes  a  small  mole  or  beauty  spot  is  very  effective, 
giving  piquancy  to  the  face.  All  professional  photographers  and 
all  authorities  upon  portraiture  state  that  one  side  of  the  human 
face  is  better  or  more  perfect  than  the  other.  Thus  H.  P.  Robin- 
son, the  best  known  authority,  in  his  excellent  little  book,  "  The 
Studio,  and  What  to  Do  in  It,"  p.  50,  says,  "  The  first  thing  to 
decide  when  you  see  your  sitter  should  be,  '  Which  side  of  his 
face  will  make  the  best  picture  ? '  This  consideration  seldom 
gives  an  experienced  operator  any  trouble.  To  one  who  is  in 
the  habit  of  observing,  the  sides  of  every  face  differ  so  much  and 
in  such*  a  definite  manner,  that  a  glance  is  all  that  is  necessary 
to  settle  the  question  ;  but  the  young  photographer  will  want  to 
know  how  to  select  and  have  some  rule  for  the  selection.  If 
you  will  look  critically  at  a  full  face  (or  the  photograph  of  a  full 
face  would  be  better,  as  it  would  enable  you  to  measure),  you 
will  find  that  the  eyes  are  not  level— one  is  higher  than  the 
other.  This  is  almost  invariable,  and  is  one  of  the  peculiar 
instances  in  which  nature  insists  on  variety,  even  where  uniformity 
would  seem  to  be  proper.  ...  I  keep  an  illustrated  catalogue  of 
all  the  portraits  I  take,  and  on  looking  through  several  volumes 
...  I  found  that  about  four  out  of  five  of  the  portraits  were 
taken  looking  to  the  right,  showing  that  I  had  in  these  instances 
chosen  the  left  side  as  the  best."  An  important  point,  and  one 
often  neglected  by  the  amateur  operator,  is  the  direction  of  the 
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eyes.     It  is  no  uncommon  thing  to  see  a  rather  fine  large  head, 
with  good  gradation  and  modelling,  facing  a  point  slightly  to  one 
side  of  the  camera,  probably  about  six  inches  from  the  lens, 
whereas  the  eyes  are  directed  to  a  point  at  least  three  times  that 
distance  from  the  camera.     In  other  cases  the  eyes  are  elevated 
too  much.     A  very  good  plan  is  to  place  a  decent-sized  mirror 
in  front  of  the  sitters,  and  allow  them  to  look  at  themselves  in 
that,  when,  as   a   rule  with   sitters  of  mature   age  and  sound 
judgment,  it  is  by  no  means  a  difficult  operation  for  them  to  so 
command  the  facial  muscles  as  to  put  on  a  pleasing  look  when 
they  can  see  themselves.     The  old  formula  of  "  Wet  your  lips 
and  look  pleasant,  please"  has  almost  disappeared,  simultaneously 
with  the  habit  of  the  operator  turning  his  back  on  the  sitter. 
There  is  a  tale,   the  veracity  of  which,  however,   we  will  not 
vouch  for,  that  a  tintype  worker  used  to  draw  on  the  once  white- 
washed wall  of  his  studio,  and  tell  his  visitors  to  "look  at  that 
and  look  pleasant,''  possibly  a  difficult  matter.     We  have  per- 
sonally, however,  worked  in  a  studio  where  it  was  customary  to 
tell  sitters  to  look  at  a  little  gaudily-painted  box,  and  at  the 
same  moment  as  the  lens  shutter  was  raised,  a  little  Jack-in-the- 
box  sprung  up  and  "  put  his  thumb  unto  his  nose  and  stretched 
his -fingers  out."     The  effect  of  this  on  the  sitters  was  marvellous; 
in  some  a  genuine  home-made  Cheshire  grin  appeared,  in  others 
the  jaw  dropped  in  surprise,  in  juveniles  the  eyes  extended  ;  so 
finally  poor  Jack  was  relegated  to  the  shelf,  as  these  results  were 
by  no  means  artistic.     It  is  far  better  to  use  merely  a  looking- 
glass  ;  some  writers  use  a  picture,  others  have  recommended  a 
clock,  etc.     Whatever  is  used,  however,  let  it  be  a  fair  size,  and 
tell  your  sitter  not  to  be  afraid,  but  to  blink  his  or  her  eyes  as 
usual,  and  not  to  fix  them  in  a  steady  glare,  as  though  trying  to 
freeze  somebody.     Above  all  things,  let  your  sitters  be  natural. 
If  a  lady,  give  her  a  piece  of  needlework,  and  tell  her  to  work  at 
it,  then  drop  it  in  her  lap,  and  look  up  as  though  going  to  speak. 
For  young  ladies  a  doll,  animate  or  inanimate,  may  be  of  use  ;  in 
the  former  case,  however,  it  is  preferable  to  have  one  that  will 
sleep — some  won't,  or  at  least  we  have  come  to  that  conclusion. 
For  a  gentleman,  give  him  a  stick,  cigarette,  cigar,  or  pipe,  or  let 
him  stand  by  a  table  on  which  lie  hat,  gloves,  and  stick,  and  tell 
him  to  begin  to  pick  them  up.     For  smaller  boys,  a  top  or  game 
may  be  utilised.     Who  does  not  know  Rejlander's  picture,  "  The 
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Game  of  Chess "  ?  Here  there  is  an  excellent  chance  for  a 
group  ;  two  persons  playing  chess,  one  leaning  back  looking 
rather  pleased,  the  other  leaning  over  the  board  "with  bent 
brow  and  eye  intent,"  whilst  behind  a  third  may  stand  smiling 
at  the  triumphant  player.  Call  this  "A  Poser 'or  "In  a  Fix," 
what  you  please,  only  whatever  you  do  carry  the  thing  out 
properly.  Place  the  chess  men  in  a  difficult  position — not  as 
we  saw  them  a  week  or  two  back  in  a  picture,  a  chess  board 
without  a  single  piece  lost ;  not  that  we  mean  to  infer  dilHcult 
situations  do  not  occur  then,  but  they  are  more  likely  to  at  the 
end  of  a  game.  -Then  again,  for  a  group  of  four,  what  is  better 
than  a  scientific  rubber  of  whist  ?  Here,  too,  put  your  accessories 
in  ;  the  markers,  the  second  pack,  the  played  cards  in  the  middle 
of  the  table,  the  tricks  won,  etc.  We  may  possibly  make  the 
title  tell  the  tale  ;  for  instance,  "  The  call  for  trumps."  Or  again, 
let  one  party  be  scoring,  the  other  counting  the  tricks — "  Two 
by  tricks  and  honours  easy  " ;  or  a  more  difficult  subject  still, 
"  Trumped  my  ace,  by  gad,  sir  ! "  Surely  this  recalls  the  choleric, 
stout  old  gentleman,  rising  in  hot  haste,  his  hand  flung  down,  the 
chair  upset  behind  him,  whilst  the  luckless  wight  who  has  been 
unfortunate  enough  to  "trump  my  ace,"  stares  in  shivering 
astonishment  at  his  wrathful  partner  and  triumphant  opponents, 
one  of  whom  leans  back  enjoying  the  joke  with  a  rude  guffaw, 
the  other  calmly  smiling  at  the  wretched  culprit.  We  might  go 
on  giving  our  readers  hints  without  end,  but  must  content  our- 
selves by  impressing  on  them  the  importance  of  having  every- 
thing in  harmony.  Give  your  sitters  something  to  do  or  hold 
that  they  are  in  the  habit  of  using,  and  they'll  immediately  fall 
into  natural  attitudes ;  but  give  a  man  a  violin  or  something  he 
knows  nothing  about,  and  he  will  immediately  look  as  though  it 
was  some  strange  thing,  and  nothing  you  can  do  will  prevent  it. 
We  have  considered  briefly  the  single  figure,  and  noted  a  possible 
chance  of  a  group  indoors.  We  have  now  to  consider  some 
general  principles  to  be  observed  in  outdoor  portraiture.  There 
is  one  background  which  is  very  common  and  is  by  no  means 
artistic,  that  is  a  trellis  work,  sometimes  partially  covered  with 
ivy,  jessamine,  or  Virginia  creeper,  which  is  too  often  sufficiently 
thrown  out  of  focus  to  make  the  interstices  of  the  trellis  round, 
patchy  spots,  which  attract  the  eye  before  the  figure  or  face. 
Ivy,  Virginia  creeper,  or  any  other  plant  or  a  shrub  may  form  a 
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very  pretty  artistic  background,  but  it)  should  never  be  as 
sharply  focussed  as  the  sitter,  nor  sufficiently  fuzzy  to  lose  its 
outline  and  character.  Never  take  your  subject  standing  against 
a  wall,  the  top  of  which  just  comes  across  the  back  of  his  neck ; 
this  gives  one  an  idea  of  the  guillotine  or  block,  which  is  not 
pleasant.  Always  look  carefully,  too,  to  see  that  there  is  no 
obtrusive  branch  or  flower  which  apparently  grows  out  of  his 
neck  or  the  top  of  his  head.  We  have  a  most  curious  example 
of  amateur  portraiture  in  which  the  sitter,  a  lady,  wears  a  hat 
trimmed  with  some  flowers,  and  from  the  position  she  is  placed 
in  it  looks  for  all  the  world  as  though  she  was  supporting  a 
whole  rose-tree  on  her  head.  A  sitter  should  never  be  placed 
in  the  sun,  nor  under  a  tree  through  the  branches  or  leaves  of 
which  the  sun  shines  on  him  in  patches,  or  the  resulting  prints 
will  give  one  the  idea  of  a  piebald  sitter.  Very  good  results 
can  frequently  be  obtained  by  placing  the  sitter  in  the  angle 
of  a  wall  facing  the  porth  or  north-west;  but  it  is  far  prefer- 
able to  use  a  lawn  studio,  such  as  sold  by  various  firms.  We 
have  used  one  made  on  the  same  principle  for  some  time  with 
the  best  results.  With  such  a  studio  one  can  command  the 
lighting,  and  obtain  results  otherwise  impossible,  and  the  cost 
is  but  small.  Outdoor  work  gives  us  very  good  chances  for 
happy  groupings,  and  we  shall  note  one  or  two  possibilities, 
leaving  our  readers  to  carry  out  more  fully  the  ideas  we  sketch. 
Tennis  parties  are  capital  opportunities,  not  only  for  flirting,  but 
also  for  group  work.  Thus  we  may  have  two  gentlemen,  one  in 
the  act  of  tossing,  the  other  watching  him ;  and  two  young 
ladies  standing  together  having  a  confidential  chat,  and  "Tossing 
for  Partners  "  will  tell  the  story.  In  the  background  we  can 
place  a  group  of  onlookers,  and  perhaps  a  couple  quietly 
walking  down  a  path  or  across  the  grass  for  a  quiet  tete-d-tete. 
Afternoon  tea  out  of  doors,  again,  affords  us  another  capital 
subject — the  tea-table,  the  presiding  divinity  and  her  attendant 
satellite,  then  two  or  three  pairs  scattered  about,  but  near.  Here 
one  must  apply  to  a  great  extent  the  well-known  rules  of  com- 
position, which  are  easily  mastered.  Whatever  you  do,  carry 
out  the  idea  well.  Do  not  crowd  everybody  together ;  give  some 
tea-cups,  others  plates,  etc.,  and  fill  cups  and  plates ;  and  don't 
let  all  your  sitters  look  straight  at  the  camera ;  let  them  chat  to 
one  another.     Again,  in  outdoor  work  thereare  plenty  of  chances 
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of  making  a  pretty  picture  with  children,  either  singly  or  in 
groups  at  play,  or  at  the  swing,  etc.,  and  far  greater  success  can 
be  usually  obtained,  as  the  light  is  more  even  and  stronger,  and 
therefore  a  somewhat  slow  shutter  may  be  used.  The  fortunate 
possessor  of  a  flight  of  stone  steps  leading  from  the  house  to  a 
drive  has  a  capital  chance  of  artistic  composition,  especially  if 
riding  hacks  can  also  be  had  to  order.  Thus  we  may  plant  a 
gentleman  half-way  up  the  steps,  looking  into  the  hall  of  the 
house  through  the  open  door,  or  impatiently  at  his  watch,  and 
make  a  groom  lead  a  pair  of  hacks  up  and  dovi'n ;  and  a  title 
such  as  "  Impatient "  or  "  How  much  Longer  am  I  to  Wait  ?  " 
tells  the  tale.  A  very  pretty  little  study  can  be  made  from  a 
cavalier  arranging  the  riding  habit  of  some  fair  dame,  whilst  a 
groom  holds  the  horse.  Then,  again,  we  have  the  forlorn  maiden 
watching  her  lover  riding  way,  or  anxiously  looking  for  him. 
There  are  hundreds  of  such  subjects  to  be  found,  with  a  little 
care  in  posing  so  as  to  conceal  the  art,  and  probably  one  or  two 
failures  may  be  met  with  ere  success  and  a  picture  crowns  the 
efforts.  To  the  fortunate  visitor  to  farmland  there  are  subjects 
innumerable  ready  to  hand  ;  they  only  want  seeing,  that  is  all ; 
such  subjects  as  feeding  calves,  poultry,  etc.  Then  again  many 
a  homely  yokel  with  his  work-a-day  smock  will  make  an  excellent 
subject,  but  too  often  the  operators  seem  blinded  by  familiarity 
or  false  pride,  never  thinking  that  in  such  homely  and  true-to- 
nature  pictures  there  is  "the  one  touch  of  nature"  that  "makes 
the  whole  world  kin.'' 

Artificial  light  for  portrait  work  tmay  be  classed  into  several 
divisions,  such  as  electric  light,  magnesium  ribbon,  magnesium 
flash,  oil  lamps,  and  gas.  Electric  light  is  the  most  convenient 
if  the  necessary  installation  is  ready  to  hand.  Magnesium  ribbon 
requires  more  attention,  though  this  has  to  a  great  extent  been 
replaced  by  the  flash-light.  (See  Flash  Light.)  We  need  not 
again  enter  into  the  question  of  posing,  but  merely  give  a  few 
hints  as  to  lighting.  Our  plan  is  to  pose  and  focus  the  sitter,  and 
place  on  one  side  of  the  sitter,  which  should  be  the  shadow  side, 
a  lamp  about  one  yard  off  and  slightly  to  the  front,  just  so  as  not 
to  show  on  the  focussing  screen.  We  then  use  a  pair  of  house- 
hold steps,  mount  these,  and  have  some  helper  to  remove  the 
cap  of  the  lens  at  the  moment  we  light  twelve  inches  of  magnesium 
ribbon,  which  is  waved  about.     The  steps  are  placed  slightly  to 
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one  side  of  the  camera ;  the  burning  ribbon  is  moved  about  so 
as  to  equaUse  the  illumination,  and  the  two  final  inches  are 
brought  so  as  to  illuminate  the  shadow  side  of  face.  The  dis- 
advantage of  burning  magnesium  in  the  room  is  that  the  oxide 
or  magnesia  formed  flies  about  and  settles  on  everything,  and  if 
two  or  three  exposures  have  to  be  made  one  after  the  other,  the 
negatives  obtained  subsequent  to  the  first  are  foggy  and  hazy. 
A  large  white  reflector  should  be  used  with  magnesium,  the  same 
as  with  ordinary  daylight.  There  is  one  point  which  it  is  advis- 
able to  note,  and  that  is  that  magnesium'  ribbon,  and  not  wire, 
should  be  used,  and,  secondly,  that  magnesium  ribbon  which  has 
been  kept  for  some  time  is  frequently  oxidised  on  the  surface. 
This  should  always  be  removed  by  drawing  the  ribbon  once  or 
twice  through  emery  paper,  or  else  between  the  nails.  If  much 
oxidised,  the  ribbon  will  splutter,  and  we  have  known  it  to  be 
quite  extinguished. 

The  Platinotype  Company's  Oxy-Magnesium  Lamp  for 
Portraiture. 

This  is  a  device  for  burning  magnesium  wire  in  a  closed.bottle 
of  oxygen,  whereby  the  intensity  of  the  light  is  enormously  in- 
creased. It  consists  of  a  strong  white  glass  bottle  of  about  three 
pints  capacity  and  provided  with  a  tubulus  near  the  bottom. 
Attached  to  the  stopper  is  a  clip  for  holding  a  length  of  mag- 
nesium wire  and  the  terminals  of  an  electrical  arrangement  for 
kindling  the  wire.  This  arrangement  prevents  the  escape  of 
any  trace  of  magnesia  smoke.  An  illustration  of  the  lamp  will 
be  found  in  The  Amateur  Photographer  for  December  ist, 
1899,  p.  434- 

Few  of  our  readers  will  believe  in  the  use  of  an  oil  lamp, 
but  there  is  one  method  which  has  given  us  fairly  good  results 
for  profile  and  three-quarter-face  portraits,  and  which  may  also 
be  used  for  full  face  with  a  little  ingenuity  and  contrivance. 
Still,  this  is  only  to  be  done  by  the  possessors  of  an  optical 
(or  magic)  lantern.  The  lamp  is  lighted  and  the  circle  of  light 
directed  on  to  the  sitter,  and  so  adjusted  that  no  heavy  black 
shadow  appears  on  one  side  of  the  face,  and  also  so  that  no 
black  shadow  appears  on  the  background.  An  ordinary  lamp 
should  be  used  to  light  up  the  shadow  side  of  the  face,  and 
in  all  artificial-light  work  the  room  should  be  as  well  lit  up  as 
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possible,  so  as  to  avoid  great  staring  pupils  to  the  eyes ;  and  when 
this  is  not  feasible  without  giving  false  lighting,  the  sitter  should 
be  made  to  look  at  a  lighted  lamp.  The  exposure  required  with 
such  an  arrangement  is  about  twenty  to  thirty  seconds,  but  if  the 
limelight  is  to  be  had,  ten  seconds  will  be  plenty.  An  important 
point  when  working  with  artificial  light  is  to  use  as  rapid  a  plate 
as  possible,  and  it  should  be  colour-sensitive,  isochromatic  or 
orthochromatic.  To  the  more  ambitious  person  home  portraiture 
opens  up  an  enormously  wide  field  for  practical  experiments, 
which,  if  successful,  lead  to  fine  pictorial  results.  We  shall, 
therefore,  give  a  few  hints  which  may  suggest  some  subjects  to 
the  more  advanced  worker  who  is  not  afraid  of  combination 
printing,  and  the  little  trouble  it  entails.  We  shall  take,  first  of 
all,  a  comparatively  easy  subject.  This  is  a  sitter  seated  by  a 
window  writing  or  reading ;  through  the  window  is  seen  a  fine 
landscape.  Now,  if  we  give  suificiently  long  exposure  for  the 
figure  to  obtain  detail  in  the  deeper  shadows,  we  shall  enormously 
over-expose  for  the  landscape,  so  much  so  as  to  make  it  ex- 
tiremely  difficult  to  develop  the  plate  so  as  to  obtain  detail  in  the, 
landscape.  The  best  plan  to  obtain  such  an  effect  is  to  make 
two  exposures ;  thus  we  may  suggest  fifteen  to  twenty  seconds 
exposure  for  the  figure,  the  lighting  of  which  will  be  the  so-called 
Rembrandt  style,  whereas  probably  one  to  two  seconds  would 
be  sufficient  for  the  landscape.  We  should  give  the  longer  ex- 
posure to  the  figure  first,  and  then,  without  changing  the  position 
of  camera,  or  allowing  the  sitter  to  move,  we  should  insert  another 
dark-slide,  and  give  a  short  exposure  for  the  landscape.  On 
development  we  shall  obtain  two  negatives,  one  well  exposed  for 
the  portrait  and  over-exposed  for  the  landscape,  the  other  correctly 
exposed  for  the  landscape  and  a  mere  ghost  of  a  figure.  By 
double  or  combination  printing  we  can  obtain  a  very  good  picture. 
Another  subject  which  would  give  the  best  results  by  flash-light 
would  be  a  group  round  a  fire,  which  may  be  treated  in  the  same 
way,  and  if  a  good  negative  of  the  fire  itself  is  required,  it  is 
advisable  to  throw  nitre  or  powdered  sulphur  on  to  it  to  make  a 
rather  more  actinic  blaze.  Another  class  of  subject  which  is  by 
no  means  difficult,  though  one  which  perhaps  ought  not  to  be 
included  in  picture-making,  is  the  production  of  ghost  pictures, 
which  are  by  no  means  difficult  to  make.  The  usual  method  of 
making  the  ghost  wear  white  cerecloths  is  entirely  unnecessary. 
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Thus  a  subject  for  a  picture  might  very  well  be  made  by  those 
possessed  of  the  requisite  accessories — an  old  hall,  some  antique 
clothes,  etc.  We  will  call  our  picture  "  The  Ancestral  Ghost " ; 
the  scene,  a  long  passage  or  corridor  dimly  lighted,  preferably 
by  a  grated  window  high  up  ;  a  friend,  either  lady  or  gentleman, 
dressed  in  habiliments  of  the  last  century.  Now,  if  we  have  such 
a  corridor,  we  can  easily  make  the  picture.  A  magic  lantern 
placed  outside  the  window,  which  may  be  real  or  temporary,  may 
be  used  to  project  a  beam  of  light  on  to  the  floor,  in  the  path  of 
which  the  lady  or  gentleman  should  stand  for  about  one  or  two 
seconds  ;  the  cap  should  be  placed  6n  the  lens,  and  then  the 
subject  allowed  to  walk  away,  and  a  fairly  long  exposure  given 
to  the  corridor.  If  this  plate  be  successfully  exposed  and 
developed  we  shall  have  a  somewhat  thin  negative  of  the  corridor 
or  room,  with  a  ghostlike  figure  in  the  beam  of  light,  and  by 
printing  deeply  on  ordinary  albumenised  paper,  tinted  blue  or 
green,  we  shall  have  a  very  fair  picture  of  a  moonlight  visitor  in 
the  shape  of  "the  ancestral  ghost."  (See  also  Polypose  and 
Spirit  Photography.)  The  main  point  for  which  all  our  notes 
have  been  contending,  and  which  we  must  not  lose  sight  of  in 
development,  is  reduction  of  contrast  and  the  production  of 
soft,  harmonious  negatives.  The  developer,  therefore,  should 
be  chosen  with  this  end  in  view,  and  either  a  pyro  developer 
with  a  small  proportion  of  pyro  used,  or  else  amidol  or  metol, 
directions  for  the  use  of  which  will  be  found  under  the  various 
headings. 

We  have  now  reached  the  last  stage  of  our  hints  on  photo- 
graphy at  home,  and  include  a  few  hints  on  the  faking  of 
negatives  and  choice  of  printing  processes.  A  rough  proof 
should  be  taken  from  the  negative  as  soon  as  perfectly  dry,  and 
the  proof  toned  and  fixed  ;  we  are  now  in  a  position  to  find 
faults  and  defects.  If  the  shadow  side  of  the  face  is  too  dark, 
it  will  be  found  advisable  to  coat  the  back  of  the  negative  with 
pale  yellow  matt  varnish,  or  even  to  work  on  the  film  side  with  - 
a  little  retouching  medium  and  powdered  graphite,  manipulating 
with  a  stump.  Pinholes  may  be  easily  stopped  out  and,  if 
necessary,  a  little  black  speck  on  the  film,  which  gives  a  white 
spot  on  the  print,  can  be  easily  eradicated  by  carefully  manipula- 
ing  a  needle  inserted  in  a  penholder.  Of  actual  retouching,  we 
do  not  intend  to  speak,  further  than  to  strongly  recommend  any 
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one  desirous  of  entering  this  by  no  means  difficult  branch  ot 
practical  work  to  study  No.  5  of  the  Amateur  Photographer 
handbooks,  and  then  practise  what  is  there  taught.  It  has  been 
said  that  a  successful  retoucher  must  be  an  artist  and  an 
anatomist.  Possibly  this  is  true,  but  any  one  with  a  little 
practice  can  learn  sufficient  retouching  to  be  able  to  soften  down 
glaring  freckles  and  other  defects,  natural  or  appertaining  to  the 
process.  Negatives  should  be  varnished  before  proceeding  to 
actual  printing,  and  although  this  is  too  frequently  a  bugbear  to 
the  amateur,  it  is,  like  everything  else,  merely  a  question  of 
practice.  The  choice  of  printing  process  is  always  a  difficult 
one.  Many  sitters  who  are  ignorant  of  photography  prefer  the 
ordinary  albumen  print,  merely  because  they  have  never  seen 
any  other  process.  For  small  work,  such  as  cartes-de-vtnte, 
gelatino-chloride  paper,  white  will  give  good  results,  but  for 
larger  work,  such  as  cabinets,  whole-plates,  etc.,  a  matt-surface 
paper  is  far  superior.  To  this  category  belong  matt-surface 
chloride  papers,  rough  bromide  paper,  printing-out  platinotype, 
the  ordinary  platinotype,  and  mezzotype.  In  choosing  a  process 
we  must  look  at  the  character  of  the  negative.  Thus  for  a  flat, 
thin  negative  a  gelatino-chloride  paper  should  be  used,  as  this 
tends  to  increase  of  contrast ;  for  a  plucky  negative  with  decided 
contrasts  this  paper  should  be  avoided,  and  a  rapid  bromide  paper 
or  platinotype,  used.  Vignetting  is  by  no  means  difficult,  and,  in 
some  cases,  is  of  advantage  for  cutting  off  unnecessary  details  in 
the  backgrounds,  etc. ;  but  it  should  be  well  done  to  be  effective. 
Then,  again,  the  character  of  the  vignette  should  be  chosen  in 
accordance  with  the  style  and  character  of  the  picture.  Thus, 
a  sitter  in  a  white  dress  against  a  dark  background  should 
be  vignetted,  not  with  the  margins  white,  which  would  detract 
from  the  high  lights  of  the  picture,  but  the  edges  should 
shade  off  darker,  which  is  obviously  done  by  shading  the 
centre  from  the  action  of  light  and  allowing  the  edges  to 
blacken  and  bronze  in  the  sun.  A  sitter  in  a  dark  dress 
against  a  light  background  may  be  vignetted  in  the  usual 
way.  Instruction  for  making  "  doubles '' — that  is,  two  repre- 
sentations of  the  same  person  on  one  plate — will  be  found 
under  the  heading  Polypose  ;  and  under  the  same  heading  are 
some  hints  as  to  multiple  portraits  based  on  the  principle  of  the 
kaleidoscope. 
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Positive  Potassium  Carbonate 

Positive.  A  reproduction  of  any  object  in  which  the  lights 
and  shades  are  represented  as  seen  in  nature,  whether  on  glass 
or  paper.  A  positive  for  viewing  by  transmitted  light  is  some- 
times called  a  diapositive,  and  one  for  viewing  by  reflected  light 
— like  an  ordinary  print  on  paper — is  sometimes  distinguished 
by  the  term  kata-positive.     It  is  the  opposite  to  negative. 

Postage-Stamp  Photographs,  Camera  for.    See  Multi-, 
PLYING  Camera. 

Potassium  Bichromate  (Ger.,  Kaliumdichromat ;  Fr., 
Bichromate  de  potasse,  Chromate  rouge  de  potassium;  Ital., 
Bichromatadipotassd).  'S^x-fii  =  7.()^.  Synonyms :  Potassium 
Bichromate,  Red  Chromate  of  Potash,  Acid  Chromate  of  Potash. 
Is  prepared  on  a  large  scale  from  chrome  iron  ore.  It  is  met  with 
commercially  as  fine  orange-red  crystals,  which  give  a  very  deep- 
coloured  solution.  Solubility ,  7'4  per  cent,  in  cold,  9-4  per  cent, 
in  hot  water ;  insoluble  in  alcohol.  It  is  of  great  importance 
commercially,  the  fact  of  its  being  decomposed  by  light  when  in 
contact  with  organic  matter  being  taken  advantage  of.  It  is  used 
for  dyeing,  and  also  for  tanning  hides,  the  action  in  this  case 
being  analogous  to  that  in  the  carbon  process.  It  is  used,  photo- 
graphically, for  nearly  every  photo-mechanical  printing  process. 
It  is  also  used  in  solution  as  a  colour  screen  for  orthochromatic 
work. 

Potassium  Bromide  (Ger.,  Bromkahum,  Kaliumbromid  ;  Fr., 
Bromure  de  potassium, ;  lisX.,  Bromuro  di potasio).  KBr=iig, 
Prepared  in  white  cubical  crystals  by  acting  on  bromide  of  iron 
with  carbonate  of  potash,  or  by  the  action  of  the  metalloid  itself 
on  caustic  potash,  and  subsequent  purification  and  crystallisa- 
tion. Solubility :  58  per  cent,  in  cold,  102  per  cent,  in  hot  water ; 
0-13  per  cent,  in  cold,  7  per  cent,  in  boiling  alcohol ;  0-2  per  cent, 
in  ether,  o'o5  alcohol  and  ether ;  25  per  cent,  in  glycerine. 

Potassium  Carhouate  (Ger.,  Kaliumcarbonat,  Kbhlensdures 
Kali,  Potasche ;  Fr.,  Carbonate  de  potasse ;  ftal..  Carbonate  di 
potassd).  KsCOs.sHsO  =  192.  Synonyms :  Pearlash,  Subcarbon- 
ate  of  Potash,  Salt  of  Tartar,  Salt  of  Wormwood,  Potash.  It 
contains  nearly  always  about  16  per  cent,  of  water  of  crystallisa- 
tion, and  is  prepared  by  lixiviation,  and  subsequent  purification, 
of  the  ashes  of  wood  and  vegetable  matters.     Solubility :  100  in 
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Potassium  Chloroplatinite  Potassium  Cyanide 

75  of  water;  insoluble  in  alcohol  and  ether.  It  is  extremely 
deliquescent — that  is,  absorbing  moisture  from  the  air — and 
becomes  a  pasty  mass.  It  is  used  for  developing,  and  for  the 
preparation  of  the  other  salts  of  potash.  It  should  not  be  con- 
founded with  the  bicarbonate  or  acid  carbonate  of  potash 
(KHCO3),  which  is  a  much  less  active  salt. 

Potassium  CMoroplatinite  (Ger.,  KaliumplatinchlorUr,  Pla- 
Unkaliumchloriir ;  Fr.,  CMoroplatinite  de  potassium;  Ital, 
Cloroplatinito  di  potassw).  KjPtCl^  =  3186.  This  is  prepared 
by  heating  50  parts  of  bichloride  of  platinum  dissolved  in  100 
parts  of  water  to  100°  C,  and  passing  through  it  a  stream  of 
washed  sulphurous  anhydride,  SO2,  till  the  solution  turns  deep 
red,  and  gives  no  precipitate  with  ammonium  chloride.  The 
solution  is  then  allowed  to  cool,  and  25  parts  of  potassium 
chloride  in  50  parts  of  water  added,  and  the  solution  allowed  to 
crystallise,  and  the  crystals  washed.  It  occurs  in  ruby  red 
deliquescent  crystals,  very  soluble  in  water,  insoluble  in  alcohol. 
It  is  used  in  platinotype  printing  and  for  toning  prints.  A 
convenient  method  of  preparing  this  salt  for  the  platinotype 
process  is  that  given  by  Hoffman  : — Take  of  platinum  in  scraps 
5  parts,  dissolve  in  aqua  regia,  and  evaporate  carefully  till 
the  solution  is  syrupy ;  add  5  parts  of  potassium  chloride  dis- 
solved in  a  little  distilled  water ;  then  evaporate  down  till  it 
forms  a  mass.  Dissolve  the  mass  in  sufficient  water  to  make  100 
parts.  To  the  100  parts  of  this  solution  add  10  parts  of  dry 
ferrous  oxalate,  and  heat  in  a  capsule  for  about  two  minutes  at 
158°  F.,  and  allow  to  cool  and  filter.  Double  decomposition 
takes  place,  and  a  mixture  of  ferric  oxalate  and  chloroplatinite 
is  formed. 

Potassium  Cyanide  (Ger.,  Cyankalium,  Kaliumcyanid ;  Fr., 
Cyanure  de  potassium  ;  Itai.,  Cianuro  di potassio.  KCNorKCy 
=  65.  Synonyms:  Cyanide  of  Potash,  "  Cyanide."  Obtained  by 
fusing  ferrocyanide  of  potassium  with  carbonate  of  potash.  The 
resulting  fluid  mass  is  poured  out  on  slabs,  and  then  broken  up 
into  the  irregular  masses  met  with  in  commerce.  Solubility, 
I  in  I  of  cold,  122  per  cent,  in  hot  water;  i-2  per  cent,  in  abso- 
lute alcohol ;  more  soluble  in  dilute  alcohol.  It  is  used  for 
reducing  the  density  of  negatives,  and  for  fixing  in  the  wet 
process.     It  is  extremely  poisonous  when  taken  internally,  and 
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Potassium  Ferricyanide  Potassium  Iodide 

also  when  absorbed  through  the  skin,  or  by  any  cut  or  abrasion. 
The  addition  of  an  acid  immediately  causes  the  evolution  of- 
hydrocyanic  or  prussic  acid,  which  is  extremely  poisonous,  and 
when  inhaled,  even  in  small  quantities,  produces  vertigo  and 
headache. 

Potassium  Ferricyanide  (Ger„  Rothes  Blutlaugensalz, 
Kaliwmeisencyanid ;  7T.,Ferricyanurede  potassium,  Cyanoferride 
de  potassium,  Prussiate  rouge  de  potassium  ;  Ital.,  Cianuro  rosso 
di  potassio  e  di  ferro,  Prussiato  rosso  di  potassio.  K3Fe(CN)6 
=  567.  Synonyms  :  Ferridcyanide  of  Potash,  Red  Prussiate  of 
Potash.  Made  by  the  action  of  chlorine  gas  on  ferrocyanide  of 
potash.  Solubility :  36  per  cent,  in  cold,  77 '6  per  cent,  in  hot 
water ;  insoluble  in  absolute  alcohol ;  more  soluble  in  dilute 
alcohol.  It  is  met  with  as  deep  red  crystals,  that  become 
covered  with  a  yellowish  powder,  which  should  be  removed  by 
rinsing  with  water  before  use.  It  is  used  for  reducing,  and  in 
some  printing  processes,  also  for  toning  bromide  prints. 

Potassium  Ferrocyanide  (Ger.,  Gelbes  Blutlaugensalz, 
Kaliumeisencyaniir ;  Fr.,  Ferrocyanure  de  potassium,  Prussiate 
iaune,  Cyanoferrure  de  potassium, ;  Ital.,  Cianuro  giallo  di  potassio 
e  di  ferro,  Prussiato  giallo  di  potassio).  K,Fe(CN)6,  3H2O  =  426. 
Synon3mi :  Yellow  Prussiate  of  Potash.  Is  prepared  by  heating 
nitrogenous  matter,  such  as  hoofs,  horns,  hide  clippings,  etc.,  with 
pearlash  and  iron  filings  in  an  iron  pot.  The  resulting  mass  is 
dissolved  in  water  and  evaporated,  and  the  large  yellow  plates  or 
crystals  of  the  salt  obtained.  Solubility :  26  per  cent,  in  cold,  50 
per  cent,  in  hot  water ;  insoluble  in  alcohol.  The  salt  is  non- 
poisonous  of  itself;  but  as  a  deadly  poison  can  be  easily  formed 
from  it,  care  should  be  exercised  in  its  use.  It  has  been  recom- 
mended as  an  addition  to  developers,  and  is  said  to  give  pluck 
and  brilliancy  to  the  negatives. 

Potassium  Iodide  (Ger.,  lodkalium,  Kaliumiodid ;  Fr.,  lodure 
de  potassium ;  Ital.,  loduro  di  potassio).  KI  =  166.  Prepared 
by  dissolving  iodine  in  hot  solution  of  caustic  potash,  evaporating 
and  fusing  the  crystalline  mass  with  charcoal,  and  subsequent 
lixiviation.  Solubility:  138  per  cent,  in  cold,  220  per  cent,  in 
hot  water;  i'5  per  cent,  in  alcohol,  o•\^  per  cent,  in  ether; 
0-8  per  cent,   in  alcohol  and  ether;  40  per   cent,  in  glycerine. 
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Fotaasium  Metabisulphite  Potassium  Oxalate 

It  is  used  for  iodising  collodion,  in  emulsion  making  and  as  an 
ingredient  of  some  intensifiers. 

Potassium  IVLetabisulphite  ("Ger.,  Kaliummetabisulfit ;  Fr., 
Metabisulfite  de  potassium,  Bisulfite  or  SuKte  acide  de  potasse  ; 
Ital.,  Metabisolfito  di  potassd).  K2S2O5  =  222.  Prepared  by 
saturating  solution  of  potassium  carbonate  with  sulphurous  acid 
gas  and  precipitating  the  metabisulphite  with  alcohol.  Solubility : 
1 :  3  of  water,  insoluble  in  alcohol.  It  is  used  as  a  preservative  of 
pyrogallol,  but  on  keeping  becomes  very  acid  and  necessitates 
therefore  the  use  of  larger  quantities  of  alkali.  It  may  also  be 
used  as  an  addition  to  the  fixing  bath  to  make  the  same  acid 
and  prevent  it  staining. 

Potassium  Nitrate  (Ger.,  Salpetersaures  Kali,  Kaliumnitrat, 
Salpeter,  Kalisalpeter;  Fr.,  Azotate  de  potasse,  Nitrate  de  potasse, 
Salpetre  sel de  nitre;  Ital.,  Azotato  di  potassd).  KNO3  =  loi. 
Synonyms :  Nitre,  Saltpetre.  Occurs  naturally  in  many  parts  of 
India,  contaminated  with  nitrate  of  calcium.  It  is  also  made 
artificially  by  the  process  of  nitrification.  It  can  also  be  made  by 
adding  chloride  of  potash  to  nitrate  of  sodium  in  solution.  Solu- 
bility :  30  per  cent,  in  cold,  335  per  cent,  in  hot  water  ;  insoluble 
in  cold  alcohol,  2  per  cent,  in  boiling  alcohol.  It  is  used  for 
making  nitric  acid,  pyroxyline  and  for  magnesium  flashlight 
powders. 

Potassium  Nitrite  (Ger.,  Salpetrigsaures Kali,  Kaliumnitrit ; 
¥1.,  Azotite  de  potassium;  Ital.,  Azotito  di  potassio).  KN02=85. 
■  Can  be  made  by  heating  nitrate  of  potassium,  when  oxygen  is 
given  off  and  the  nitrite  left.  It  is  an  extremely  deliquescent 
salt,  and  of  but  little  use  photographically,  it  being  recommended 
for  preparing  the  paper  for  Actinometers  {q.v.),  and  for  preventing 
commercial  sensitised  paper  from  yellowing. 

Potassium  Oxalate  (Ger.,  Oxahdures  Kali,  Kaliumoxalat;  Fr., 
Oxalate  neutre  de  potassium;  Ital.,  Ossalato  neutro  di  potassd). 
K2C2O4  =  164.  Synonym  :  Neutral  Oxalate  of  Potash.  Pre- 
pared by  neutralising  oxalic  acid  with  carbonate  of  potash  or 
caustic  potash.  Solubility :  i  in  3  of  water ;  insoluble  in  alcohol 
or  ether.  It  is  used  for  the  production  of  ferrous  oxalate,  and  as 
a  developer  in  the  platinotype  process.  A  convenient  method  of 
making  it  is  as  follows : — Dissolve  13  ozs.  of  carbonate  of  potash 
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Potassium  Permanganate  Powder  Process 

in  30  ozs.  of  water,  and  add  gradually  about  9  ozs.  of  oxalic  acid, 
till,  after  boiling,  the  solution  is  neutral  to  test  paper.  Filter  and 
make  the  resulting  solution  measure  64  ozs.,  when  a  solution  of 
oxalate  of  potash  will  be  obtained  i  in  4.  This  salt  should  not 
.  be  confounded  with  the  binoxalate  or  acid  oxalate  of  potash  known 
commercially  as  salt  of  sorrel,  from  which  it  may  be  prepared  by 
heating  200  parts  of  acid  oxalate  in  1000  parts  of  water,  and  add- 
ing carbonate  or  bicarbonate  of  potassium,  till  a  faint  alkaline 
reaction  is  given,  and  then  adding  a  few  grains  of  oxalic  acid  or 
the  acid  salt. 

Potassium  Permanganate  (Ger.,  Ubermangansaures  Kali, 
Kaliumhypermanganat ;  Fr.,  Permanganate  de  potasse ;  Ital., 
Permanganato  di  potassd).  KMnOj.  Prepared  by  fusing  to- 
gether hydrate  and  chlorate  of  potash  and  black  oxide  of 
manganese,  boiling  the  product  thus  obtained  with  water,  and 
purifying  and  crystallising  the  product.  Solubility :  6-3  per  cent, 
in  cold,  very  soluble  in  hot  water;  decomposed  by  alcohol.  It 
is  used  for  intensifying  negatives,  as  a  test  for  hypo,  and  as  an 
intensifier  for  carbon  prints. 

Potassium  Sulphide  CGer.,  Schwefelkalium,  ICaliumsulfid 
Schwefelleber ;  Fr.,  Foie  de  soufre,  Trisulfure  de  potassium; 
Ital.,  Pentasulfuro  di  potassio).  Synonyms  :  Liver  of  Sulphur, 
Sulphurated  Potash,  Potassium  Trisulphide.  Made  by  heating 
together  sulphur  and  carbonate  of  potash,  the  resulting  mass 
being  poured  out  on  slabs  and  broken  up.  It  is  of  variable 
composition.  Solubility :  partially  soluble  in  water,  and  three- 
quarters  of  it  by  weight  soluble  in  alcohol.  It  is  used  for  the 
reduction  of  residues. 

Powder  Process.  A  process  much  used  on  the  Continent 
for  the  production  of  prints  on  paper,  and  in  England  for  trans- 
parencies on  glass.  The  process  is  not  by  any  means  difficult, 
and  as  the  results  are  extremely  pleasing  and  can  be  obtained 
in  any  colour,  the  process  is  well  worth  the  attention  of  amateurs. 
An  organic  tacky  body,  sensitised  with  bichromate  of  potash 
or  ammonia,  is  allowed  to  dry  as  much  as  possible,  and  exposed 
to  light,  when  it  is  found  that  the  tackiness  of  the  organic  body 
disappears  in  exact  proportion  to  the  action  of  light,  and  any 
fine  powder  dusted  on  will  adhere  to  the  tacky  portions  unacted 
upon  by  light.    It  is  obvious,  therefore,  that  by  this  means  an 
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Preservative  Case 


Pretsch  Process 


image  can  be  obtained  in  any  colour,  and  almost  any  material,  a 
reversed  positive  being  used  to  produce  a  positive.  It  has  been 
lately  recommended  in  The  Amateur  Photographer  for  the  pro- 
duction of  lantern  slides,  and  from  experiments  made  by  the  author 
seems  very  suitable  for  the  purpose.  The  following  formulae  are_ 
recommended  for  the  preparation  of  the  organic  tacky  body  : — 


Obernetter's  Formula. 

Dextrine        

White  sugar 

Ammonium  bichromate 

Glycerine       

Distilled  wrater 

Woodbury's  Formula. 

Gum  arable 

Glucose         

Glycerine 

Potassium  bichromate 

Distilled  water 


60  grs. 
75    ., 
30    „ 

2  to  8  mins. 

3  ozs. 

60  grs. 

45    „ 
10  mins. 
30  grs. 
2  ozs. 


Mix  by  gently  heating,  filter,  and  preserve  in  a  stoppered  bottle. 
A  plate  is  coated  vdth  either  of  the  above  solutions,  and  dried  at 
a  gentle  heat,  and  then  exposed  under  a  positive,  reversed  as 
regards  left  and  right,  for  three  or  five  minutes  to  sunlight,  or 
ten  or  fifteen  minutes  to  diffused  light;  on  removal  from  the 
printing-frame  a  faint  image  is  seen.  The  plate  is  then  exposed 
to  the  air  for  a  few  minutes  to  allow  it  to  absorb  moisture,  and 
fine  plumbago,  as  used  by  electrotypers,  is  applied  with  a  flat 
brush,  when  it  adheres  to  those  portions  protected  from  light, 
and  the  lights  and  shades  are  represented  more  or  less  by  a 
coating  of  graphite.  When  the  image  is  fully  developed,  and 
there  is  no  further  adherence  of  the  graphite,  the  superfluous 
powder  is  dusted  off,  the  film  is  coated  with  collodion,  and  then 
well  washed  to  remove  the  unacted-upon  gum  and  bichromate  ; 
the  film  may  be  detached  from  the  plate,  and  used  for  enamels, 
ivory,  opal,  or  any  textile  fabric.  (For  the  application  of  this 
method  to  etching  on  glass,  see  Hyalography.) 

Preservative  Case  (for  paper,  etc.).    See  Calcium  Tube. 

Pretsch  Process.    See  Galvanography. 
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Primuline  Printing 

Prlmnline  (Ger.,  Primulin;  Fr.,  Primulin;  Ital.,  Primulind). 
A  complex  organic  dye  obtained  by  the  action  of  sulphur  and 
fuming  sulphuric  acid  on  paratoluidin.  It  has  the  property  of 
dyeing  cotton  without  any  mordant,  and  is  used  in  the  Diazotype 
process. 

Primtiline  Process.    See  Diazotype  Printing. 

Principal  Axis  is  the  straight  line  which  joins  the  centres  of 
curvature  of  the  spherical  surfaces  of  a  lens,  or  if  one  surface  is 
plane,  the  principal  axis  passes  through  the  centre  of  curvature 
of  the  spherical  surface,  and  perpendicular  to  the  plane  surface. 
A  straight  line  passing  through  the  optical  centre,  and  making 
an  angle  with  the  principal  axis,  is  termed  a  Secondary  axis. 
The  centres  of  curvature  are  the  points  from  which  the  arcs 
of  the  circles  forming  the  spherical  surfaces  of  the  lenses  are 
calculated — that  is,  the  centres  of  curvature  are  the  centres 
of  circles,  of  which  circles  the  spherical  surfaces  of  the  lens 
are  segments. 

Printing.  This  term  is  applied  to  any  method  by  means 
of  which  a  positive  is  obtained  from  a  negative,  so  that  a 
picture  is  obtained  in  which  to  some  extent  at  least  the  gradations 
of  light  and  shade  are  represented  as  seen  in  nature.  More 
usually,  however,  this  term  includes  the  production  of  pictures 
upon  any  flexible  support,  such  as  paper ;  and  as  the  other 
branches  of  printing,  such  as  bromide  paper,  opals,  and  lantern 
slides  by  means  of  which  prints  are  obtained  by  development, 
are  treated  of  elsewhere,  it  is  the  author's  intention  to  confine 
this  article  entirely  to  what  is  termed  sensitised  or  albumenised 
paper  printing.  If  the  operator  desires  to  sensitise  his  own  paper, 
instructions  will  be  found  elsewhere,  and  it  is  supposed  that  he 
has  his  paper  ready  for  cutting  to  the  desired  size.  The  author 
would  impress  upon  his  readers  the  necessity  for  cutting  the  paper, 
not  to  the  exact  size  of  the  finished  print,  but  rather  larger.  He 
recommends  the  use  of  an  old  negative  glass  for  cutting  it  to 
shape,  as  this  allows  of  some  margin,  and  does  not  require 
such  nice  adjustment  as  when  the  paper  is  cut  to  the  exact  size. 
Having  the  paper  ready  cut,  the  next  operation  is  to  place  it  in 
the  printing-frame.  This  should  be  done  in  weak  daylight,  and 
the  film  side  of  the  negative  should  be  placed  next  to  the  paper, 
and  one  or  two  thicknesses  of  blotting  paper  placed  on  the  back 
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Printing 

of  the  paper,  the  hinged  back  being  put  into  position,  and  the 
springs   fastened   down.      The   next   question  which   naturally 
arises  is  that  of  light :  what  light  is  the  best  to  print  in  ?    On 
this  point  there  can  be  no  doubt;    except  during  the  months 
of  November,  December,  January,  and  February,  and  in  the  case 
of  very  dense  negatives,  sunshine  should  never  be  used:     Some 
authorities  recommend   printing  in   the   sun   with  a  screen  of 
tissue  paper  over  the  negative,  but  even  in  this  case  the  author 
thinks  better  effects  are  obtained  by  printing  in  the  shade.     Select, 
if  possible,  a  window-sill  or  other  open  space,  which  has  a  free, 
uninterrupted  view  of  the  sky,  and  place  the  printing-frame  out 
and  leave  for  a  short  time ;  then  withdraw  into  a  subdued  light,  and, 
unfastening  one  of  the  springs,  turn  back  the  half  of  the  back  and 
examine  the  paper.     Some  may  think  the  caution  of  examining 
the  print  in  subdued  light  unnecessary ;  but  it  is  not.     By  examin- 
ing the  paper  in  a  strong  light  the  purity  of'the  whites  is  degraded, 
and  a  decided  tinge  given  to  them.     For  printing  from  weak  thin 
negatives  a  screen  of  tissue  paper  is  an  advantage,  or  the  back  of 
the  negative  may  be  coated  with  matt  varnish  or  ordinary  negative 
varnish,  tinted  with  gamboge,  aurantia,  or  some  other  yellow 
dye.     For  very  dense  negatives,  as  stated  above,  printing  in  the 
sun  is  allowable.     When  a  negative  is  very  dense  at  one  end  and 
not  at  the  other,  the  printing-frame  may  be  placed  in  a  deep 
lidless  box  resting  up  against  one  side,  with  the  denser  end 
uppermost ;  by  this  means  the  printing  may  to  some  extent  be 
equalised.     The  next  question  is  how  dark  or  to  what   depth 
the   printing  should  be  carried.      On   this   point  considerable 
difference  of  opinion  exists,  it  being  to  some  extent  dependent 
upon  what  toning  bath  is  used,  as  some  baths  bleach  more  than 
others;  but  as  a  rule,  for  general  guidance,  printing  should  be 
carried  on  till  the  whites  of  the  pictures  are  well  coloured  and 
the  shadows  beginning  to  block  up.     Prints  should  not  be  kept  too 
long  before  being  toned,  as  some  further  chemical  change  takes 
place,  and  discoloration  of  the  paper  ensues,  and  it  is  then  almost 
impossible  to  tone  satisfactorily,  if  at  all,  by  any  of  the  ordinary  > 
baths.     There  is  one  process  in  photographic  printing  in  which 
at  least  considerable  artistic  skill  is  required — viz.,  combination 
printing,  by  means   of  which  at  least  we  may  to  some  extent 
utilise  the  material  already  found,  and,  employing  some  of  the 
licence  of  artists  of  the  brush  and  palette,  produce  effects  which 
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are  not  strictly  true,  but  are  yet  more  artistic.  Thus,  in  the  case 
of  a  low-lying  horizon,  the  uniform  tint  of  the  sky  is  extremely 
unnatural  and  really  untruthful,  as  we  never  hardly  find  in  nature 
a  sky  so  barren  of  clouds  or  colours  as  to  present  one  uniform 
unbroken  tint,  as  given  by  the  agency  of  the  camera  and  dry  plate. 
In  such  a  case  the  sky  may  be  graduated  in  tint  from  pure  white 
at  the  horizon  to  a  deeper  tint  in  the  zenith,  or  we  may  have 
recourse  to  a  second  negative,  and  print  in  some  fine  masses  of 
clouds.  The  author  has  in  his  possession  a  print  of  a  bit  of  an 
Essex  marsh,  as  flat  and  as  uninteresting  in  itself  as  it  is  possible 
for  anything  to  be,  but  the  whole  has  been  converted  by  means 
of  a  cloud  negative  into  one  of  the  finest  pictures  it  is  possible 
to  produce,  the  clouds  giving  one  the  impression  of  a  dull,  windy 
day  in  autumn,  in  which  the  cattle  huddle  together  and  turn 
their  backs  to  the  gale,  and  man  instinctively  buttons  up  his 
coat  and  bends  his  head  to  the  wind.  It  is,  I  think,  as  clever 
and  suggestive  in  its  way  as  any  of  the  grand  compositions  of 
J.  W.  M.  Turner,  perhaps  the  only  true  artist  who  could  depict 
wind  and  clouds.  Again,  by  use  of  a  second  negative  a  figure  may 
be  introduced  into  an  otherwise  uninteresting  stretch  of  country, 
giving  life  and  beauty  to  the  whole,  and  raising  the  composi- 
tion at  once  above  the  mediocre  photograph.  To  effect  such 
composition  requires  true  artistic  skill  and  considerable  clever 
manipulation  in  a  photographic  sense.  The  usual  method  of 
making  such  an  effect  is  to  print  the  subject,  such  as  a  stretch  of 
land,  first,  and  to  utilise  this  print  as  a  mask.  For  this  purpose 
the  outlines  must  be  carefully  cut  out  with  a  pair  of  scissors,  and 
after  a  second  print  has  been  taken,  to  place  the  first  and  cut-out 
mask  over  the  second  print,  and  place  on  top  of  it  the  cloud 
or  second  negative,  and  again  expose  to  light  till  the  second 
negative  has  printed  in  sufficiently  deep.  Another  method  is  to 
paint  over  the  first  print  with  gamboge  or  some  other  non- 
actinic  paint,  and  print  again  under  the  second  negative  when 
dry.  This  method,  however,  is  not  so  satisfactory.  For  tinting 
the  skies  a  piece  of  sheet  tin  or  stout  cardboard  should  be  used, 
and  one  end  bent  up  to  about  an  angle  of  45  degs.  This  can  be 
placed  over  the  print,  and  the  whole  exposed  to  daylight,  the 
metal  or  cardboard  being  moved  up  or  down,  so  as  to  graduate 
the  tinting.  It  is  only  by  practice  that  success  in  this  branch  of 
printing  can  be  obtained,  the  chief  difficulty  being  to  so  blend 
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the  print  from  the  two  negatives  as  to  show  not  the  slightest 
trace  of  the  use  of  two  negatives.  (For  special  information  as 
to  printing  process,  the  reader  must  refer  to  such  articles  as 
Bromide  Paper,  Artigue's  Process,  Carbon  Process,  Cyano- 
TYPE,  Gum-Bichromate,  Pizziishelli  Process,  Platinotype, 
Mariotype,  Collotype,  Photogravure,  Ozotype,  Automatic 
Printing,  Aux  deux  Crayons,  etc.,  etc.) 

Printing  Surfaces  and  Blocks.  See  references  under 
Photomechanical  Printing  Processes. 

Printing  Types.    See  Types. 

Prism,  Reversing,  In  using  the  reflecting  prism  for  the 
purpose  of  obtaining  those  reversed  negatives  which  are 
required  in  several  of  the  photomechanical  processes,  care  should 
be  taken  not  to  allow  too  wide  angled  a  cone  of  rays  to  enter  the 
prism,  otherwise  a  disturbing  reflection  from  the  exit  face  of 
the  prism  will  step  in.  Many  fail  in  the  use  of  the  prism  by 
attempting  to  include  too  wide  an  angle.  See  Reversed 
Negatives. 

Process  Blocks.  See  Chemigraphy,  Fish  Glue  Process, 
Galvanography,  Zincography,  Types,  Woodburytype,  Leim- 
type,  Filigrane. 

"  Psychic  "  Photography.    See  "  Spirit  "  Photography. 

Psychography.    See  Retinal  Impression. 

Pyrocatechin  Developer.  See  Development  and  De- 
velopers. 

Pyrogallic  Acid  (Ger.,  Pyrogallussdure ;  Fr.,  Acide  Pyro- 
gallique).  CeHjOj  =  126.  Is  not  actually  an  acid,  its  proper 
chemical  name  being  pyrogallol;  it  is  prepared  by  sublimation 
from  gallic  acid.  In  the  presence  of  alkalies  in  solution  it  absorbs 
oxygen  from  the  air,  turning  black,  a  carbonate  and  acetate  of 
the  alkali  used  being  formed.  It  is  a  powerful  deoxidiser  and 
reducing  agent,  and  is  more  extensively  used  than  any  other  agent 
for  developing.  As  pyro  is  very  easily  oxidised  it  is  extremely 
difficult  to, preserve  in  solution,  many  substances  being  recom- 
mended for  that  purpose ;  the  following  are  some  of  them,  whicSi 
are  enumerated  in  the  order  of  their  value  for  that  purpose : — 
A  mixture  of  glycerine  and  alcohol,  '  metabisulphite  of  potash, 
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sulphite  of  soda,  citric  acid.  Solubility :  i  in  2  of  water,  the 
resulting  solution  measuring  2j ;  g  in  10  of  alcohol ;  it  is  also 
soluble  in  glycerine  and  ether. 

Pyroxyline  (Ger.,  Pyroxylin,  Collodiumwolle,  Scheissbaum- 
•wolle ;  Fr.,  Pyroxyle;  Ital.,  Cotone  Fulminanie,  Pirossilind).  A 
substance  of  variable  composition  obtained  by  acting  upon 
cellulose  CjHioOj,  with  a  mixture  of  nitric  and  sulphuric  acids, 
and  in  this  process  one  or  more  atoms  of  hydrogen  are  replaced 
by  NOj.  The  following  directions  for  preparing  it  are  taken 
from  Hardwich's  "  Photographic  Chemistry,"  but  the  author 
would  advise  anybody  who  requires  small  quantities  to  buy  it 
ready  made,  rather  than  prepare  it  for  his  own  use,  as  the 
operation  is  not  very  easy,  and  the  acids  are  dangerous  to 
handle : — 

Sulphuric  acid  (sp.  gr.,  1-854  at  60°  F.)    ...     18  fluid  ozs. 
Nitric  acid  (sp.  gr.,  1-457  at  60°  F!)          ...       6    ,,       „ 
Distilled  water         4f  ,,       ,, 

Pour  the  water  into  a  dish,  add  the  nitric  acid,  and  lastly  the 
sulphuric  acid.  The  mixture  must  be  well  stirred,  and  the 
temperature,  which  is  raised  by  the  addition  of  the  sulphuric 
acid,  should  be  allowed  to  sink  to  150°  F.,  at  which  heat  the 
mixture  must  be  kept  by  means  of  a  water  bath.  The  wool  must 
be  first  put  in  a  strong  solution  of  carbonate  of  soda  or  potash 
to  free  it  from  its  natural  oil,  and  then  washed  in  plain  water 
till  the  washings  show  not  the  slightest  trace  of  alkalinity  or 
the  salt  used,  and  dried.  The  prepared  wool  should  be  then 
weighed  out  into  balls  of  about  thirty  grains  each,  and  immersed 
one  by  one  into  the  mixture  of  acids,  and  well  stirred  up,  care 
being  taken  that  each  little  ball  is  thoroughly  saturated  with 
acid ;  they  should  be  left  for  ten  minutes,  and  then  taken  out 
and  washed  in  running  water  for  twenty-four  hours,  or  till  they 
show  no  acid  reaction  with  litmus ;  they  can  be  then  dried 
in  the  sun,  or  on  a  water  bath.  The  resulting  production  should 
be  entirely  soluble  in  a  mixture  of  equal  parts  of  alcohol  and 
ether,  and  also  inflammable.  The  nitric  acid  alone  acts  upon 
the  cotton,  the  sulphuric  causing  this  action  to  be  much  more 
rapid.  This  action  of  the  sulphuric  acid  is  said  to  be  catalytic. 
A  special  kind  of  pyroxyline,  called  celloidin,  has  been  introduced 
by  Dr.   Schering,   of  much  greater  purity  than  the   other,  and 
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which  yields  a  much  finer  collodion.  This  is  said  to  be  prepared 
by  immersing  ordinary  pyroxyline  in  pure  nitric  acid  for  ten 
minutes,  washing  and  drying.  Pyroxyline  is  insoluble  in  water, 
almost  insoluble  in  alcohol,  and  ether,  but  readily  soluble  in  a 
mixture  of  the  two,  and  in  glacial  acetic  acid.  It  is  used  for 
preparing  collodion.    (See  Cellulose  and  Celluloid.) 

Sacks.  Although  ihany  convenient  forms  are  sqld  by  dealers, 
one  of  the  most  convenient  kinds  (that  designed  by  Mr,  G.  F. 
Williams)  can  be  easily  made  by  the  amateur.  A  sketch  of  this 
rack  is  given  under  the  heading  Emulsion. 

Radiography.  When  the  intermittent  discharge  from  an 
ordinary  induction  coil — which  discharge  it  must  be  remembered 
has  a  prevailing  direction,  the  impulse  on  breaking  contact  being 
much  more  powerful  than  that  on  making  contact — is  passed 
through  a  highly  exhausted  vacuum  tube,  radiations  are  given 
off  from  the  cathode  (negative  pole),  and  appear  to  be  reflected 
from  the  anode  (positive  pole) ;  these  when  they  escape  from  the 
tube  are  found  to  be  not  only  capable  of  aflfecting  the  gelatino- 
bromide  film,  but  they  also  are  able  to  penetrate  many  sub- 
stances opaque  to  ordinary  light.  Such  radiations,  as  long  as 
they  are  within  the  vacuum  tube,  are  generally  called  Cathode 
rays  ;  and  Hertz,  who  investigated  this  subject  shortly  before 
his  death,  which  took  place  on  January  ist,  1894,  came  to  the 
conclusion  that  cathode  rays  are  fundamentally  different  in  their 
nature  from  light  rays,  but  that  cathode  rays  differ  among 
themselves  much  as  the  various  degrees  or  wave  lengths  of 
light  differ  among  themselves.  About  the  beginning  of  1896 
Professor  Rontgen  realised  that  such  radiations  as  actually 
escape  from  the  vacuum  tube,  and  which  he  prefers  to  rather 
call  X  rays  than  cathode  rays,  may  be  used  in  obtaining 
outline  photographs  of  many  objects  invisible  to  the  eye;  and 
the  "  new  photography,"  thus  inaugurated,  was  one  of  the  most 
popular  of  all  scientific  recreations  during  1896.  Metals  and 
mineral  substances  are  generally  very  opaque  to  the  X  radia- 
tions, while  vegetable  substances,  water  and  the  softer  animal 
tissues,  are  fairly  transparent  even  when  coloured  black  with 
carbon.  Hence  it  is  that  if  a  sensitive  plate  be  wrapped  up  in 
ordinary  black  paper  (film  upwards),  and  the  hand  is  laid  over 
the  package,  an  image  of  the  bones  of  the  hand  can  be  obtained 
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on  the  plate  by  exposure  to  the  radiations  from  the  vacuum 
tube.  Similarly  the  shadow  of  an  impacted  needle  can  be  cast 
on  the  plate.  To  detect  the  presence  of  a  substance  opaque  to 
the  X  rays  (or  maybe  a  certain  rank  or  degree  of  the  cathode 
rays)  it  is  not  essential  to  use  a  photographic  plate,  as  many 
substances  fluoresce  or  phosphoresce  (see  note  on  fluorescence 
and  phosphorescence  under  heading  Luminous  Paint)  ;  and  if 
the  shadow  of  a  substance  opaque  to  the  rays  is  received  on 
such  a  surface,  it  can  be  recognised  as  a  dark  area  on  a  gene- 
rally illuminated  ground.  An  abstract  of  all  that  has  been 
written  regarding  Radiography  would  fill  many  pages  of  this 
Dictionary,  but  we  may  give  the  following  particulars  as  to  the 
nature  of  the  outfit  required  for  ordinary  work.  An  induction 
coil,  giving  a  spark  of  about  4  in.,  and  five  pint  cells  of  Bunsen's 
battery  to  work  it,  will  cost,  if  of  the  best  quality,  from  ;^i8  to 
£20,  and  a  suitable  vacuum  tube  will  cost  from  £1  to  ^i  los. 
A  fluorescent  screen,  consisting  of  paper  covered  with  tungstate 
of  calcium,  or  platino-cyanide  of  barium  (or  potassium),  may 
cost  from  ;^l  to  £2  ;  and  sensitive  sheets  of  negative  paper  can 
be  obtained,  each  in  a  separate  black  envelope  ;  a  very  con- 
venient arrangement  when  it  is  wished  to  radiograph  for  surgical 
purposes.  Several  sheets  may  be  exposed  at  one  time,  the 
sensitive  material  being  remarkably  transparent  to  the  exciting 
radiations.  Radiographic  work  has  now  become  rather  a 
branch  of  the  electrician's  work  than  of  photographic  practice. 
Consequently  for  further  details  we  must  refer  our  readers  to 
special  handbooks.  The  following  may  be  mentioned  :  "  Prac- 
tical Radiography,"  by  A.  W.  Isenthal  and  H.  Snovvden  Ward, 
third  ed.,  1901  :  London,  Dawbarn  &  Ward;  "Technique  et 
Applications  des  Rayon  X,"  par  G.  H.  Niewenglowski,  Paris, 
1898:  H.  Desforges. 

Rapid  Rectilinear.    See  Lens. 

Rapidity  of  Lenses.  The  rapidity  of  a  lens  depends  upon 
the  relation  the  working  aperture  bears  to  the  focus.  It  is  an 
almost  universally  misunderstood  question.  Because  a  lens- 
maker  calls  any  one  lens  rapid,  it  is  generally  supposed 
that  such  a  lens  is  the  quickest  and  most  suitable  for  in- 
stantaneous or  general  work,  whereas  what  is  termed  a  wide- 
angle  may  be  equally  as  rapid  with  the  same  size  diaphragm, 
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which  gives  the  same  working  aperture.  The  following  rule  is 
a  standard  on  this  point:  "Depth  of  focus  and  definition  are 
opposed  to  rapidity.  Whatever  increases  the  rapidity  of  a  lens 
reduces  the  power  of  definition,  and  conversely  any  gain  in 
definition  and  depth,  granting  the  lens  to  be  well  made  in  other 
respects,  must  be  made  at  the  expense  of  rapidity,"  Definition 
and  depth  are  thus  opposed  to  rapidity.  As  rapidity  is  increased 
with  larger  aperture,  definition  and  depth  are  lost,  till  a  point  is 
reached  at  which  the  extent  of  such  loss  prevents  the  further 
increase  of  rapidity.  Supposing  a  lens  is  being  used  which 
works  at  //8,  and  it  is  desired  to  substitute  a  lens  working  at 
7722,  and  the  exposure  for  a  given  subject  is  known  with  the 
former,  the  increase  of  exposure  is  found  by  squaring  and  com- 
paring these  numbers  ://8  X  8  =  64, //22  X  22  =  484.  There- 
fore the  exposure  will  be  as  64  to  484,  or  i  to  7-5.  In  this  way 
the  necessary  increase  in  exposure  for  any  size  aperture  may  be 
found. 

f      f      f       f  f        f  f       f        f 

i?      62      8^       11-33    i6=      22^        322      452      642 

16      36      64      127      256     484     1,024  2,025  4.096 

Or  reducing  these,  and  reckoning  the  exposure  necessary  with 
_/74  as  unity,  the  exposures  will  be — i,  2-25,  4,  7-9,  16,  30'25,  64, 
i26'5,  256.    (See  Exposure,  Diaphragms,  and  Lens.) 

Rayometer.  A  kind  of  actinometer  (generally  a  screen  of 
aluminium  of  graduated  thickness)  used  in  testing  sensitiveness 
to  X  rays.     (See  Radiography.) 

Keanmur.    See  Thermometer. 

Red  Fog.    See  Fog. 

Redevelopment.  A  process  usually  confined  to  the  wet 
collodion.  It  is  actually  intensification  of  the  image.  It  has 
been  suggested,  however,  for  dry  plates  and  bromide  papers, 
and  is  useful  in  the  former  case  to  intensify  under-developed 
negatives,  aiid  in  the  latter  to  obtain  warmer  tones.  The  negative 
to  be  intensified  is  washed  thoroughly  free  from  hypo,  and 
bleached  in  a  solution  of  cupric  or  mercuric  chloride,  well 
washed,  and  then  redeveloped  with  hydroquinone  or  ferrous 
oxalate.     To  make  a  solution  of  cupric  chloride : — 
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Solution  I. 

Chloride  of  calcium  (crystalline) 147  grs. 

Distilled  water         2  ozs. 

Solution  II. 

Sulphate  of  copper 249  grs. 

Distilled  water         10  drms. 

Dissolve  each  separately,  mix,  and  filter.  For  obtaining  warm 
tones  with  bromide  paper,  the  finished  print  is  bleached  as 
above,  and  then  redeveloped  with  hydroquinone  or  dilute  ferrous 
citrate  developer.  To  obtain  a  regular  tone  it  has  been  recom- 
mended to  bleach  Alpha  paper  with-  mercuric  chloride,  and 
redevelop  with  ferrous  oxalate. 

Reduction  (in  Size).  An  exceedingly  useful  operation  in 
the  preparation  of  lantern  slides  or  prints  from  larger  sized 
negatives.  One  or  two  methods  may' be  adopted,  both  of  which 
are  satisfactory — one  for  daylight,  the  other  for  artificial  light; 
and  the  arrangements  suggested  for  enlarging  with  some  modi- 
fications will  do.  The  negative  to  be  reduced  in  size  should  be 
placed  in  the  same  position  (see  Enlargement),  but  in  this  case 
the  lens  is  turned  towards  the  negative,  and  focussed  on  the 
ground-glass  screen  in  the  usual  way.  The  distance  between 
the  negative  and  the  lens  may  be  found  by  referring  to  the  table 
given  under  Enlargement,  or  the  same  rules  there  given  may 
be  used  for  finding  the  distances,  only  they  must  be  reversed — 
that  is,  whereas  in  enlargements  the  greater  distance  is  between 
lens  and  sensitive  surface,  in  the  case  of  reduction  the  greater 
distance  must  be  between  the  lens  and  negative.  (See  Pigeon 
Post  and  Micro-Photography.) 

Reduction  of  Density.  When  a  negative  or  print  has  been 
over-developed  or  over-printed,  the  following  processes  may  be 
adopted  for  reducing  them : — 

Reduction  of  Negatives.  Howard  Farmef's  Reducer.  This 
was  suggested  by  Howard  Farmer  in  1883.  Make  a  10  per 
cent,  solution  of  ferridcyanide  of  potassium,  immerse  the 
negative  which  should  preferably  have  been  dried  in  a  1:8 
solution  of  hypo,  and  then  add  a  few  drops  of  the  ferridcyanide 
reducer,  and  carefully  watch  the  action,  taking  the  negative  from 
the  solution  before  quite  reduced  to  the  desired  degree.     The 
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more  ferridcyanide  added,  the  stronger  and  quicker  the  action ; 
when  only  a  little  ferridcyanide  is  used,  the  action  proceeds 
slowly  and  the  gradation  does  not  suffer,  with  larger  quantities 
the  shadows  can  be  eaten  away  and  the  contrasts  increased. 

Beliiski's  Reducer.  This  is  the  most  convenient  as  it  is  one 
solution,  will  keep  in  the  dark  indefinitely,  can  be  used  over  and 
over  again,  and  when  inactive  and  exhausted  the  colour  changes. 

Potassium  ferric  oxalate     ...         ...         ...       22  grs. 

Sodium  sulphite'     ...         18    „ 

Water  i  oz. 

When  dissolved  add — 

Oxalic  acid 3  grs. 

and  shake  till  the  blood-red  solution  turns  green ;  decant  from 
any  undissolved  acid,  then  add — 

Sodium  hyposulphite  120  grs. 

Dissolved  in 

Water  ...         i  oz. 

This  can  be  applied  immediately  aftef  fixing  or  to  a  previously 
dried  negative,  and  causes  no  stain. 
Eau  de  Javelle.     The  method  of  using  this  is  as  follows  : — 

Solution  I. 
Chrome  alum  ...         ...         ...         ...       20  grs. 

Distilled  water  ...         ...         ...         ...         I  oz. 

Solution  II. 
Eau  de  Javelle  or  Labarraque's  Solution. 

The  Reducer. 
Solution  I J  oz. 

„     n i  „ 

Water  5    „ 

This  mixture  is  first  of  a  thick  green  colour,  and  then  turns  to  a 
clear  yellow.  If  the  negative  has  been  dried,  soak  in  water  till 
wet,  then  cover  with  the  reducer,  and,  when  sufficiently  reduced, 
wash  and  refix  in  hypo.  It  is  well  adapted  for  local  reduction 
as  a  little  of  Solution  II.  may  be  applied  on  the  tip  of  the  finger, 
Cupric  Chloride.     Spiller  suggested  the  use  of— 

55^ 


Reflected  Light 

A. 

Alum  ..,         I20  parts. 

Copper  sulphate ...     120    ,, 

Common  salt  240    „ 

Water  1200    ,, 

B. 
Saturated  solution  of  common  salt. 
Before  use  mix  in  equal  parts  and  immerse  in  the  solution  till 
sufficiently  reduced,  then  wash  well. 

Cyanide  Reducers.  Several  formulae  have  been  suggested  for 
these,  but  their  action  is  not  to  be  depended  upon. 

Lainer's  Iodide  Reducer.  Lainer  has  suggested  the  follow- 
ing :— 

Potassium  iodide     ...         ...         ...         ...       10    grains. 

Sodium  hyposulphite  250       ,, 

Water  2^  ozs. 

in  which  the  negative  is  laid.     Reduction  takes  place  gradually 
and  evenly. 

The  Persulphate  Reducer.  The  reducer  which  is  most  even 
in  its  action  on  all  parts  of  the  negative  is  the  persulphate  of 
aiflmonium  reducer;  indeed,  this  reducer  rather  attacks  the 
dense  than  the  light  portions  of  the  negative,  consequently  it 
does  not  brighten  the  negative  by  unduly  attacking  the  lighter 
gradations.  For  use  one  part  of  the  persulphate  of  ammomium 
may  be  dissolved  in  from  twenty  to  fifty  parts  of  water.  Imme- 
diate and  thorough  washing  is  required  on  removal  of  the  negative 
from  the  persulphate  bath,  otherwise  the  action  may  continue. 

The  persulphate  reducer  is  not  suitable  for  reducing  an 
ordinary  over-exposed  negative ;  the  Howard  Farmer's  reducer 
being  more  specially  useful  in  such  a  case,  but  the  persulphate  is 
of  great  value  in  the  treatment  of  dense  under-exposed  negatives. 
To  Reduce  Prints:  Bromide  prints  may  be  reduced  in  exactly 
the  same  way  as  negatives.  Albumenised  Paper  Prints  may  be 
reduced  by  dipping  into  cupric  chloride,  or  by  using  the  chloride 
of  lime  or  platinum  toning  baths.  To  Reduce  Ferro-Prussiate 
Prints,  dip  into  a  weak  bath  of  liq.  ammonia,  and  then  into 
weak  hydrochloric  acid. 

Reflected  Light  is  the  light  obtained  by  reflection  from  any 
mirror  or  white  surface.     It  is  extremely  useful  in  portraiture  for 

553 


Eeflection  of  Light 


Refraction  of  Light 


lighting  up  the  shadowed  side  of  a  sitter's  face  ;  but  care  should 
be  taken,  however,  that  too  much  reflected  light  is  not  used,  or 
the  result  will  be  a  hard  and  lifeless  picture.  Mirrors  should 
rarely  be  used,  and  a  rough,  not  too  white  surface  is  the  best. 

Reflection  of  Light.     When   a  ray  of  light   falls   upon   a 
mirror,  the  ray  is  bent  from  its  original  direction  into  another ; 


this  is  said  to  be  reflection.  Reflection  of  light  obeys  certain 
well-known  laws,  the  first  of  which  is  that  the  reflected  ray  must 
lie  in  the  same  plane  as  the  incident  ray  ;  the  second  law  is  thet 
the  angle  formed  by  the  reflected  ray  with  the  normal  must  be 
equal  to  the  angle  formed  by  the  incident  ray.  The  reflected  ray, 
CE,  is  in  the  same  plane  as  the  incident  ray,  DC,  and  the  angle 
ECF  is  equal  to  the  angle  dcf  (fig.  log). 

Refraction  of  Light.  When  a  ray  of  light  passes  obliquely 
from  one  transparent  medium  to  another  it  suffers  refraction, 
or  is  bent  out  of  its  course  on  emerging  from  that  medium.  Re- 
fraction obeys  well-known  laws  somewhat  similar  to  reflection. 
The  first  law  is  that  the  incident,  the  normal  and  the  refracted 
rays  are  in  the  same  plane,  and  the  second  that  the  sine  of  angle 
formed  by  the  incident  ray  vyith  the  normal  bears  a  constant 
ratio  to  the  sine  of  angle  formed  by  the  refracted  ray  with  the 
normal.  The  sine  of  the  angle  of  refraction,  in  relation  to 
the  sine  of  the  incident  angle  =  I ,  is  the  refractive  index  of  the 
substance.  It  is  necessary  for  practical  opticians  to  find  the 
refractive  index  of  their  glass,  and  this  they  do  often  by  making 
it  into  a  lens  of  knoyn  surfaces,  and  finding  by  trial  the  focus 
of  the  lens.     It  can  also  be  done  by  decomposing  a  ray  of  white 
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•light  by  means  of  a  prism  constructed  of  the  glass,  and  measur- 
ing the  refraction  of  a  certain  line  of  the  spectrum  by  suitable 
instruments.  The  different  coloured  rays  of  the  spectrum  have 
different  refractive  indices,  that  for  violet  being  the  greatest,  and 
that  for  red  the  least ;  and  this  fact  is  taken  into  consideration 
in  the  achromatising  of  lenses.  (For  further  information  on 
Reflection' and  Refraction  the  reader  is  referred  to  any  elementary 
work  upon  light  or  optics.) 

Table  of  Indices  of  Refraction  (for  D). 

Phosphorus         ...         ...         ...         ...         ...  I'075 

Carbon  disulphide         ...         ...         ...         ...  I'634 

Oil  of  cassia       ...         ...        ...         ...         ...  I'jSo 

Aniline     I '57° 

Nitrobenzine       ...         ...         ...         ...         ...  r540 

Phenol I'SSo 

Cubebine l'5lo 

Pseudocumene    ...         ...         ...         ...         ...  I'490 

Benzine I'490 

Glycerine            ...         ...         ...         ...         ...  i'47o 

Turpentine          ...         ...         ...         ...         ...  i'46o 

Chloroform          ...         ...         ...         ...         ...  I'440 

Amylic  alcohol    ...         ...         ...         ...         ...  r400 

Ethylic  alcohol i  "390 

Ether 1-350 

Acetone I'3.5° 

Methylic  alcohol             i'33 

Water      1-33 

Diamond...         ...         ...         ...         ...         ...  2'47 

Crown  Glass       I'SS 

Registration.  Any  photograph  may  be  registered  at 
Stationers'  Hall  on  payment  of  a  very  small  fee,  and  if  the 
registration  is  effected  by  the  actual  producer  of  the  photograph, 
before  any  copy  has  been  sold,  the  copyright  is  secured.  A 
photographer  cannot  secure  copyright  in  a  photograph  which  he 
makes  as  a  matter  of  business  for  a  customer,  and  copyright 
only  extends  to  the  photograph,  never  to  the  original.  Let  us 
suppose  a  photographer  to  have  access  to  a  unique  document, 
picture,  or  even  photograph.  For  illustration,  let  us  assume  it 
to  be  the  first  daguerreotype  ever  produced.  He  could  secure 
copyright    in    his    reproduction,    but    any    other   photographer 
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gaining  access  to  the  original  could  also  secure   copyright  in 
his  own  reprodivction. 

Rembrandt  Portrait.  When  the  shaded  side  of  a  sitter  is 
portrayed  with  the  light  more  or  less  behind  the  head,  the  picture 
is  given  the  above  name,  from  a  fancied  resemblance  to  the  works 
of  that  great  master.     (See  Portraiture.) 

Removal  of  Film.    See  Film  ;  also  Negatives,  Stripping  of. 

Residues.  The  saving  of  the  unused  silver  and  gold  salts 
in  use  in  photography  may  be  said  to  be  almost  beyond  the 
amateur,  unless  he  is  in  the  habit  of  doing  a  very  large  amount 
of  work,  but  the  following  directions  will  prove  useful: — To 
reduce  the  silver  from  the  fixing  baths,  the  old  solutions  should 
be  placed  in  a  tub  with  some  crude  sulphide  of  potassium 
(liver  of  sulphur),  and  the  silver  will  be  precipitated  as  a 
black  deposit  of  sulphide,  Ag^S.  This  should  be  allowed  to 
collect  at  the  bottom  of  the  vessel  till  some  considerable  amount 
is  ready,  when  it  may  be  reduced  to  metallic  silver,  as  described 
below,  or  sent  to  the  refiner.  All  clippings  and  trimmings  from 
untoned  prints  should  be  reserved,  and  when  a  fair  quantity  is 
obtained  should  be  burnt,  commencing  at  the  top  of  the  pile,  or 
the  paper  may  be  beaten  to  pulp,  with  dilute  sulphuric  acid,  and 
strips  of  metallic  zinc  or  copper  placed  in  the  mixture ;  metallic 
silver  will  be  precipitated,  and  the  zinc  or  copper  dissolved. 
The  washings  of  untoned  prints  should  be  placed  in  a  jar,  and 
common  salt  added  till  no  further  precipitate  is  caused,  and 
the  precipitate  may  be  collected  and  treated  as  above,  or  all  the 
residues  may  be  mixed  with  well-dried  carbonate  of  sodium, 
and  fused  in  a  crucible.  To  reduce  old  toning  baths,  whether 
of  platinum  or  gold,  add  solution  of  ferrous  sulphate ;  a  black 
precipitate,  of  carbonate  and  oxide  of  iron  mixed  with  metallic 
gold,  results.  This  may  be  digested  in  aqua  regia,'  and  the 
gold  in  the  resulting  solution  reprecipitated  by  ferrous  sulphate 
in  a  pure  state,  when  it  can  be  redissolved  in  aqua  regia  to 
form  the  auric  chloride.  Ordinary  albumenised  paper  absorbs 
about  30  grs.  of  nitrate  of  silver,  equal  to  19  grs.  of  pure  silver 
for  every  sheet.  Each  sheet  weighs  about  340  grs. ;  therefore  a 
quire  will  weigh  about  8,160  grs.,  and  contain  about  456  grs.  of 
pure  silver.  Of  the  silver  used  in  sensitising  paper  will  be 
found — 


Restrainer 

In  the  finished  print  about  ...         ...         3  per  cent. 

„  cuttings  about       7        „ 

„  washing,  before  toning,  about    50  to  55        ,, 

„  fixing  bath 25  ,,  30        ,, 

„  washing  after  fixing         5        ,, 

Kestrainer.  Any  substance  used  to  prevent  the  too  energetic 
reducing  or  developing  action  of  any  chemical  upon  the  exposed 
film.  Restrainers  may  be  of  two  kinds — mechanical  and  chemi- 
cal. To  the  first  class  belongs  water  or  any  tanning  agent,  as 
chrome  alum,  which  renders  the  gelatine  less  permeable  to  the 
developer.  To  the  second  class  belong  any  soluble  bromide  or 
chloride,  and  the  citrates  of  potash,  soda,  and  ammonium.  A 
soluble  bromide  is  added  to  the  developer  to  check  the  reduction 
of  the  unaltered  silver  bromide,  the  soluble  bromide  seemingly 
forming  a  double  bromide  with  it,  which  is  less  acted  upon  by 
the  developer.  The  restraining  power  of  the  bromides  of  ammo- 
nium, potassium,  and  sodium  bear  the  following  proportion  to 
one  another: — Bromide  of  ammonium — 98  parts  are  equal  to 
119  parts  of  bromide  of  potassium,  and  equal  to  103  parts  of 
bromide  of  sodium.  Bromide  of  ammonium  is,  therefore,  the 
strongest,' potassium  bromide  the  weakest,  and  the  sodium  salt 
the  medium.  The  citrates  of  potassium,  sodium,  and  ammonium 
seem  to  act  in  entirely  a  different  manner ;  whereas  the  bromides 
prevent  the  excessive  deposit  on  the  high-lights  to  some  extent 
and  allow  detail  to  appear,  the  citrates  prevent  detail  and  allow 
density  to  be  obtained.  To  make  these  restrainers,  the  bromides 
can  be  simply  dissolved  in  water,  as  follows : — 

Ammonium  bromide        98  grs. 

Distilled  water,  to  make 980  mins. 

of  solution,  each  drachm  of  which  will  contain  6  grs.  of  bromide. 

Potassium  bromide  119  grs. 

Distilled  water,  to  make 980  mins. 

of  solution,  each  drachm  of  which  will  contain  7f  grs.  of  bromide 
of  potassium,  equal  in  restraining  power  to  6  grs.  of  bromide  of 
ammonium. 

Sodium  bromide 103  grs. 

Distilled  water,  to  make 980  mins. 

of  solution,  each  drachm  of  which  will  contain  6J  grs.  of  sodium 
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bromide,  equal  in  restraining  power  to  6  grs.  of  ammonium 
bromide,  or  to  7^  grs.  of  potassium  bromide. 

Citrate  of  Potash  Restrainer. 

Potassium  citrate 1  oz. 

Water          10  02s. 

of  solution. 

Citrate  of  Soda  Restrainer. 

Citric  acid 720    grs. 

Bicarbonate  of  soda          884    „ 

or         Carbonate  of  soda  (crystallised)...         ,..1,440     „ 

Distilled  water,  to  make i^  ozs. 

These  solutions  will  keep  fairly  well.  The  advantage  of  these 
last  three  restrainers  is  that  when  a  negative  shows  plenty  of 
detail,  but  refuses  to  gain  density,  the  addition  of  a  little  of  one 
of  these  solutions  may  be  made,  and  the  plate  left  for  hours  if 
necessary,  till  the  required  density  is  obtained,  without  the 
slightest  sign  of  fog. 

Retinal  Impression.  Psychography,  and  the  physical  ren- 
dering of  thought.  Mr.  Ingles  Rogers  states  that  after  gazing 
at  an  object  for  a  certain  period,  and  then,  in  the  dark  room, 
directing  his  gaze  towards  a  sensitive  plate,  and  thinking  of  the 
object,  a  more  or  less  distinct  image  of  the  object  was  impressed 
upon  the  plate,  and  development  became  possible.  Further,  he 
believes  that  an  object  seen  long  since  and  thought  of  while  his 
gaze  was  directed  towards  the  plate,  became  impressed  thereon. 
Mr.  A.  B.  .Chatwood  has  made  experiments  in  the  same  direc- 
tion, and  has  arrived  at  conclusions  partially  similar.  (See  The 
Amateur  Photographer,  Feb.  21st,  and  March  20th,  1896.) 

RetoucMng  is  the  operation  of  treating  a  negative  by  aid  of 
a  pencil  or  by  use  of  a  brush  and  colour,  so  as  to  hide  the  defects 
of  manipulation  or  soften  down  the  otherwise  too  obtrusive 
freckle  or  wrinkle  in  a  sitter's  face.  The  subject  is  too  compre- 
hensive to  enter  upon  at  any  length,  as  the  necessary  qualifica- 
tions for  a  good  retoucher  for  the  face  and  hands,  which  are 
generally  those  parts  which  it  is  desired  to  retouch,  are,  first,  a 
general  idea  of  the  anatomical  position  of  the  muscles  and  bones 
of  the  hands ;  and,  secondly,  considerable  artistic  skill  in  wielding 
the  pencil  or  brush.     But  for  the  operator  who  may  desire  to 


Retouching 

retouch  a  landscape  negative,  so  as  to  be  able  to  block  out  any 
pinhole  in  the  sky  or  other  light  portion,  the  following  may  be 
of  some  assistance : — Some  sort  of  retouching  desk  is  needed, 
and  this  can  be  improvised  from  material  within  the  reach  of 
every  one,  all  that  is  necessary  being  a  printing-frame  of  the 
correct  size,  a  deal  board,  a  piece  of  black  cardboard,  and  a 
small  mirror  or  white  card.    Unscrew  the  springs  of  the  printing- 


Fig,  no. 

frame  and  temporarily  remove  them  altogether,  make  a  small 
hole  in  one  end  of  the  face  of  the  frame,  have  a  deal  board 
about  12  ins.  long  and  6  ins.  broad,  and  arrange  as  shown  in 
diagram : — D  D,  deal  board ;  s  s,  two  nails  driven  well  into  board 
to  prevent  frame  slipping ;  p,  the  support  for  frame ;  and  b,  the 
black  card  to  prevent  top  light.  A  mirror  or  white  card  is  laid 
upon  DD  underneath  the  frame  r,  so  as  to  reflect  the  light  up 
through  the  negative  lying  in  the  rebate^of  the  frame.     If  the 


Fig.  III. 

reflection  from  the  mirror  be  too  great,  a  piece  of  ground-glass 
or  a  focussing  screen  may  be  intervened  midway  between  frame 
and  mirror,  in  the  position  of  the  dotted  line.  The  negative  to 
be  retouched  should  be  varnished  well  with  any  good  negative 
varnish,  and  allowed  to  dry  thoroughly;  then  on  those  places 
where  retouching  is  required  should  be  dusted  a  little  very  finely 
powdered  cuttle-fish,  and,  using  the  finger  as  a  pad,  rub  the 
powder  up  and  down  or  in  a  circular  manner,  till  on  examining 
the  film  through  a  magnifying  glass  it  is  seen  to  be  quite  rough ; 
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now  dust  the  superfluous  powder  off,  and  it  is  ready  for  work. 
The  amateur  retoucher  had  better  begin  by  using  lead  pencil,  a 
Faber's  or  Hardtmuth's  HHHH  or  HHHHHH  being  perhaps 
the  most  suitable,  and  the  point  should  be  sharpened  in  the 
following  manner: — The  pencil  point  should  always  be  kept 
very  sharp  by  rubbing  on  fine  emery  paper.  Now  touch  the 
abraded  surface  over  the  pinhole  in  a  circular  manner  till  the 
hole  is  no  longer  visible.  It  is  as  well  after  several  pinholes 
have  been  retouched  to  take  a  print  from  the  same  to  see 
whether  they  show  or  not.  Instead  of  the  cuttle-fish  advised 
above,  any  of  the  following  matt  varnishes  may  be  used : — 

Amber  resin lO  grs. 

Benzole         I  oz. 

Dissolve,  and  allow  to  subside  for  twenty-four  hours  before  use. 

Gum  dammar  lo  grs. 

Canada  balsam         5     ,, 

Turpentine I  oz. 

Or 

Sandarac       6  grs. 

Shellac  36    „ 

Mastic  36    ,1 

Ether  12  drms. 

Dissolve,  and  add 

Benzole         2  drms. 

To  retouch  for  broad  effects  Professor  Fritz  Luckhardt  adopts 
the  plan  of  covering  the  back  of  the  glass  with  collodion  slightly 
tinted  with  a  colouring  material.  When  dry  the  film  is  scraped 
away  where  not  wanted ;  that  is  to  say,  where  one  wishes  the 
negative  to  print  with  full  vigour.  A  layer  of  matt  varnish 
slightly  tinted  may  now  be  applied,  and  a  second  scraping  away 
to  suit  the  subject  can  be  performed.  Shading  with  blacklead 
powder  applied  with  a  stump,  and  partial  masking  with  fine 
tissue  paper,  may  come  in  at  this  stage,  while  the  paper  may 
form  a  fresh  basis  upon  which  blacklead  work  may  be  done. 
A  few  drops  of  aurantia  solution  in  alcohol  may  be  added  to 
plain  collodion  or  matt  varnish  as  purchased  or  prepared,  so  as 
to  give  the  required  depth  of  tint ;  but  in  the  case  of  all  con- 
siderable operations  at  the  back  qf  the  negative,  trial  prints 
should  frequently  be  made. 
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Reversed  Negatives 


Reversal  is  when  those  parts  of  the  image  which  should 
appear  dark  in  the  negative  come  up  light,  and  vice  versd. 
It  is  due  to  the  extreme  action  of  light,  and  is  also  known 
as  solarisation.  There  is  no  remedy  when  reversal  has  taken 
place.    (See  Reversed  Negatives  (3rd  method,  p.  563). 

Reversed  Negatives.  This  means  that  the  position  of  the 
picture  is  reversed  as  regards  right  and  left.  Reversed  negatives 
are  required  for  certain  photo-mechanical  work.  They  may  be 
made : — First,  in  the  camera  direct ;  secondly,  by  reversing  the 
negative  film  itself;  thirdly,  by  reproduction  from  other  negatives. 
First  method  :  Taken  in  the  camera  direct.  This  again  may  be 
divided  into  three  heads — viz.,  (a)  those  taken  by  means  of  a 
silvered  reflector ;  {h)  those  taken  by  means  of  a  prism  ;  and  (c) 
those  taken  through  the  glass  plate  on  the  back  of  the  film.     By 


Fig.  112. 

the  first  of  these  methods  a  piece  of  glass  silvered  on  the  external 
surface  must  be  used,  and  mounted  in  the  following  manner : — ■- 
c,  camera  ;  l,  lens ;  f  a  b  d  is  the  section  of  a  hood  which  can 
be  screwed  on  to  a  camera ;  A  d,  the  reversing  mirror,  placed  at 
an  angle  of  45°  with  the  axis  of  the  lens,  and  so  adjusted  that 
the  axis  of  the  lens  is  continued  to  the  centre  of  the  mirror  ; 
E  is  a  small  door,  .which  can  be  opened  or  closed  at  will  (in 
fig.  112,  A  D  is  not  shown  at  the  specified  angle).  The  camera  is 
placed  sideways  towards  the  object,  which  is  reflected  from  the 
exterior  surface  of  a  d  to  the  lens.  By  the  second  method  a 
right-angled  prism  (see  Prism  Reversing)  is  used,  as  shown  in 
fig.  1 13.  The  principle  involved  being  precisely  the  same  as  with 
the  mirror,  the  camera  is  again  turned  sideways  to  object,  a  b  is 
a  hood  to  fit  on  lens  to  take  the  place  of  the  cap.  c  c  is  a  right- 
angled  prism,  whpse  breadth  is  greater  than  the  diameter  of  the 
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front  glass  of  lens.  All  the  surfaces  except  c  c  are  enclosed  in 
brass-mounting,  but  the  surface  H,  opposite  to  the  right  angle,  must 
not  touch  the  glass.  E  is  a  shutter  for  exposing ;  f,  f,  the  screws 
for  clamping  same.  The  third  method  is  by  taking  negatives 
through  the  glass.  The  most  convenient  way  of  doing  this  is  to 
have  a  piece  of  glass  of  the  same  thickness  as  used  for  the  plate 
ground  on  one  side,  and  the  ground  surface  placed  outside,  just 
the  opposite  way  to  the  usual  focussing  screen.  The  back  of. 
the  plate  must  be  carefully  cleaned,  and  should  be  inserted  in  the 
dark  slide,  with  the  glass  towards  the  shutter  of  slide.  Care 
must  be  taken  that  the  spring  used  to  keep  the  plate  in  position 
does  not  injure  the  film. 


Fig.  113. 


Second  method  of  procedure  :  By  reversing  the  negative  film 
itself.  This  is  comparatively  easy,  and  can  be  done  as  follows : — 
The  negative  is  taken  and  developed  in  the  ordinary  way, 
washed  and  dried,  and  is  coated  with  a  solution  of  india-rubber 
in  benzole,  and  when  dry  coated  with  transfer  collodion  made  as 
follows : — 


Pyroxyline 

Castor  oil       

Methylated  spirit,  -805         

ether,  730         

..     24  grs. 
..     24  mins 

2  ozs. 

I  oz. 

And  allowed  to  dry,  and  placed  in  a  bath  of 

Hydrofluoric  acid 

Distilled  water         

I  drm. 
..     10  ozs. 
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The  film  will  soon  begin  to  get  loose,  and  should  be  gently 
raised  up  and  floated  off  into  a  bath  of  clean  water  and  washed 
thoroughly,  and  then  floated  in  a  reverse  position — that  is,  with 
the  coUodionised  side  downwards — on  to  a  plate  coated  with  a 
warm  solution  of  gelatine  (about  5  grs.  to  the  ounce).  It  should 
be  then  squeegeed  into  contact  and  left  to  dry.  (See  also 
Negatives,  Stripping  of.) 

The  third  method:  By  reproduction  from  the  negative: — A 
dry  plate  is  soaked  for  five  minutes  in  a  4  per  cent,  solution  of 
bichromate  of  potash,  rinsed  once  or  twice  in  water,  and  then 
dipped  into  a  bath  of  equal  parts  of  methylated  spirit  and 
water,  the  superfluous  moisture  blotted  off,  and  dried.  All 
these  operations  must  be  conducted  in  the  dark-room.  It  is 
then  exposed  under  the  negative  to  be  reversed  to  sunlight  for 
three  or  four  minutes,  when  a  faint  delicate  image  will  be  seen 
impressed  ;  it  is  then  washed  and  developed  with  ferrous  oxalate 
or  alkaline  P3T0,  and  fixed  and  washed  as  usual.  The  result 
is  a  reversed  and  negative  image. 

Rising  Front.  A  movable  piece  of  wood  fitted  to  the  front 
of  camera,  which  can  be  moved  up  and  down  so  as  to  exclude  or 
include  more  or  less  of  the  foreground  of  a  picture  without  shift- 
ing camera.  It  should  be  sparingly  used,  however,  as  of  course 
the  shifting  of  the  lens  either  up  or  down  causes  the  optical  axis 
of  the  lens  to  be  altered  with  regard  to  the  centre  of  the  plate ; 
and  as  the  brightest  illumination  is  obtained  with  the  central 
rays  it  is  obvious  that  unequal  illumination  may  ensue. 

Rives  Paper.  A  particular  make  of  paper  specially  prepared 
at  Rives  in  France,  for  photographic  purposes. 

Rodinal.  The  solution  sold  as  Rodinal  is  said  to  be  com- 
pounded as  follows : — 

Crystallised  sulphite  of  soda 30  parts. 

Hydrochlorate  of  paramido-phenol     ...       10     „ 

Distilled  water 100     „ 

Add  strong  caustic  soda  solution  until  there  is  a  complete  re- 
dissolving  of  the  precipitate  which  is  first  formed.  See  Develop- 
ment AND  Developers  for  the  method  of  using  Rodinal.     . 

Roller  Slide.  The  use  of  films  and  paper  supports  for  the 
sensitive   compounds  suggested,  of  course,  the  natural  idea  of 
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using  the  same  in  a  continuous  band  for  the  purpose  of  expos- 
ing on  many  subjects  without  changing,  and  for  this  purpose  the 
roller  slide  was  devised  quite  in  the  early  days  of  photography. 
(See  Film  Photography.) 

Boiling  Prints.  Consists  of  passing  prints  between  two 
rollers,  or  between  a  roller  and  a  bed  of  steel.  It  improves  the 
appearance,  and  causes  the  print  to  lie  flat.     (See  Burnishing.) 

Sbntgen  Says  and  Method..    See  Radiography. 

Ruby  Light.    See  Dark-Room. 

Salicylic  Acid  (Ger.,  Salicylsdure ;  Fr.,  Acide  Salicylique), 
HCjHjOj.  Occurs  naturally,  but  is  prepared  commercially  by 
heating  carbolic  acid  with  caustic  soda  and  passing  carbonic 
acid  into  the  mixture.  Solubility :  I  in  700  of  cold  water,  I  in  9 
of  boiling  water,  i  in  4  of  alcohol ;  20  grs.  with  20  grs.  of  borax 
or  acetate  of  potash  will  dissolve  in  i  oz.  of  water.  It  is  but 
rarely  used  in  photography  ;  as  a  preservative  it  is  added  to  some 
mountants. 

Scales.    See  Weighing  and  Measuring. 

Screen,  Coloured.  See  Isochromatic  Photography  and 
Photography  in  Natural  Colours. 

Screen,  Lantern.  See  Aerial  Screen  ;  also  Magic- 
Lantern. 

Screen,  Ruled.    See  Fish  Glue  Process. 

Sculpture,  Photographic.  A  method  was  formerly  in  use 
by  which  a  number  of  silhouettes  taken  simultaneously  served 
as  a  mechanical  guide  in  the  first  modelling  of  the  clay.  (See 
a  suggestion  in  article  Polypose.)  Bas-reliefs  may  be  made  by 
the  following  process,  given  in  The  Amateur  PnotOGRAPHER : 
"  Grind  a  lantern-sized  plate,  and  having  set  it  tolerably  level 
on  the  rim  of  a  wine-glass,  flood  it  with  the  following 
mixture : — 

Gelatine        60  gr. 

Water  1  oz. 
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Soak  until  the  gelatine  is  soft,  then  melt  by  setting  the  vessel  in 
hot  water,  and  when  completely  melted,  stir  in — 

Liquid  ammonia      ., ' ...         4  drops. 

Powdered  bichromate  of  potassium         ...       10  gr. 

Skim  oif  the  surface  skin  and  all  air-bubbles,  using  strips  of  thin 
card  as_  skimmers,  and  now  flood  the  plate,  which  is  supported, 
ground  side  upwards,  on  the  wine-glass.  As  soon  as  the 
gelatinous  mixture  is  on  the  plate  a  more  accurate  levelling  can 
be  obtained  by  noticing  where  the  liquid  tends  to  flow  off,  and 
wedging  up  the  foot  of  the  glass  by  means  of  match-stems  cut 
taper.  Finally,  pour  on  as  much  as  the  plate  will  hold,  or  about 
one-sixteenth  of  an  inch  in  height.  All  this  must  be  done  quickly, 
and  before  the  mixture  sets ;  but  by  previously  warming  the 
plate  the  setting  of  the  mixture  will  be  hindered,  and  more  time 
becomes  available.  The  plate  should  now  remain  at  rest  until 
the  mixture  sets,  when  the  plate  can  be  set  up  on  edge  to  dry, 
in  a  photographically  dark  room  of  course.  Next  expose  in  a 
printing-frame  under  a  negative  for  about  one  and  a-half  times 
as  long  as  would  be  necessary,  for  printing-out  paper,  or  until 
all  details  are  visible,  in  a  darkened  tint,  at  the  back  of  the 
plate.  Now  soak  for  five  or  ten  minutes  in  cold  water,  when  the 
gelatine  will  swell  and  give  a  most  delicately  modelled  bas-relief. 
A  cast  must  be  made  from  this  in  plaster  while  the  gelatine  is 
wet,  and  the  plaster  cast  is  a  basis  for  any  further  reproduction. 
To  cast  in  plaster,  a  small  quantity  of  oil  is  dabbed  on  the 
gelatine  relief  with  a  hog-hair  brush,  and  four  strips  of  wood  are 
placed  round  the  plate,  so  as  to  leave  a  recess  about  an  inch 
deep.  Into  this  recess  is  poured  the  plaster  of  Paris,  mixed 
with  water  to  the  consistency  of  thickish  cream,  and,  with  a 
view  of  removing  any  air  bubbles,  a  camel's  hair  brush  is  worked 
through  the  liquid  plaster  so  as  to  once  sweep  the  surface  of  the 
gelatine  relief.  When  the  plaster  is  quite  set,  the  thin  edge  of 
a  knife  should  be  inserted  under  one  edge  of  the  cast,  and  the 
cast  is  separated  by  a  slight  and  very  slowly  increasing  strain 
applied  by  forcing  the  blade  to  an  angle  with  the  face  of  the 
plate.  When  the  plaster  cast  is  obtained,  a  reproduction  can 
be  made  from  it  in  metal,  earthenware,  ebonite,  or  almost  any 
material." 
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Self-Toning  Papers.  Two  classes  of  paper  sold  under  this 
name  have  come  into  rather  general  use  during  the  past  four  or 
five  years.  One  class  contains  gold,  this  metal  acting  as  an 
ordinary  toning  agent,  and  the  other  class  contains  both  a  silver 
salt  and  a  ferric  salt.  On  this  latter  a  faint  image  is  produced 
by  exposure,  and  this  becomes  intense  when  the  paper  is  wetted, 
by  reason  of  the  reaction  of  the  ferrous  salt  which  is  formed, 
with  the  excess  of  silver  salt.     (See  Catalysotype.) 

Sensitiveness,  Sensitometry.    See  Exposure. 

Shutters,  Instantaneous.  When  the  images  of  rapidly 
moving  objects  are  desired,  it  is  found  that  the  hand  is  not  quick 
enough  to  uncover  and  recap  the  lens,  therefore  some  mechanical 
device  is  used  for  this  purpose,  and  is  called  an  instantaneous 
shutter.  The  names,  styles,  and  prices  of  these  are  legion,  but 
they  may  be  conveniently  divided  into  two  main  classes :  (I.) 
Exposing  Shutters;  (II.)  Rapid  Shutters.  As  some  practical 
guide,  the  following  notes  on  each  form  are  given: — 

(I.)  Exposing  Shutters.  These  are  more  or  less  simple 
arrangements  devised  to  replace  the  cap,  and  are  usually  fitted 


Fig.  114. 

to  the  lens  hood  and  actuated  by  a  pneumatic  ball  and  tube, 
which  releases  that  portion  of  the  shutter  covering  the  lens,  and 
again  covers  the  objective  when  the  necessary  exposure  has  been 
given.  Usually  pressure  on  a  ball,  or  the  tension  on  a  string  or 
cord,  raises  a  flap  from  in  front  of  the  lens,  which  remains  raised 
to  such  pressure  or  tension  is  removed  when  the  necessary  ex- 
posure has  been  given.  Many  of  the  shutters  classed  in  Sec- 
tion II.  are  arranged  to  give  time  exposure  also. 

(II.)  Rapid  Shutters.    This  class  may  be  again  conveniently 
divided  into  (a)  shutters  working  in  front  of  the  lens,  ip)  those 
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working  behind  the  lens,  (c)  those  working  in  the  diaphragm 
slot,  (d)  those  working  in  front 
of  the  sensitive  plate. 

(a)  Shutters  Working  in  Front 
of  the  Lens.  The  object  of  the 
somewhat  elaborate  way  in 
which  this  subject  is  treated  in 
the  following  notes  is  to  provide 
a  practical  guide  to  the  choice  of 
a  shutter.  We  may  again  divide 
into  classes — 

(Class  Ii:,  a  i)  The  Simple 
Drop.  This  consists  of  a  sliding 
piece  of  wood  or  ebonite,  with 
an  aperture  which,  passing  in 
front  of  the  lens,  makes  the  ex- 
posure. The  longer  the  aperture 
in  the  dropping  piece  the  more 
even  the  illumination  of  the  plate. 
From  theoretical  considerations 
the  aperture  should  take  the  form 
shown  in  the  accompanying  dia- 
gram (fig.  1 14),  the  distance  along 
the  dotted  line  a  b  being  made 
equal  to,  or  twice,  or  thrice,  the 
diameter  of  the  lens:  the  narrower 
this  aperture  the  quicker  the  ex- 
posure, but  the  less  light  admitted 
during  exposure.  The  longer  the 
slide  drops  before  uncovering  the 
lens,  the  more  even  the  illumin- 
ation of  the  plate  and  the  shorter 
the  exposure.  In  this,  as  in  all 
shutters  fitting  on  the  hood  of  the 
lens,  the  aperture  of  the  shutter 
should  never  be  smaller  than  the 
lens  aperture,  or  it  acts  as  a 
stop.  Some  of  the  drop-shutters 
are  so  arranged  that  the  aperture 
may  be  elongated  or  shortened  by  an  additional  sliding  piece. 
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(Cl.  II.,  a  2)  The  Flap  and  Drop.  This  is  a  combination  of 
the  flap  with  a  drop,  and  the  flap  is 
raised,  and  then  at  a  given  point  the 
drop  falls.  This  class  of  shutter 
gives  more  exposure  to  the  fore- 
ground than  the  sky.  A  modification 
of  this  form  has  been  introduced,  in 
which  the  flap  rises,  and  then  turns 
on  a  bar  and  falls  like  a  drop. 

(Cl.  II.,  a  3)  The  Double  Drop. 
In  this  form  a  sliding  piece  is  raised 
by  pulling  a  string,  and  then  when 
the  lens  is  completely  uncovered 
another  sliding  piece  falls,  closing 
the  aperture ;  thus  more  exposure 
is  given  to  the  foreground  than  sky. 
(Cl.  II.,  a  4)  The  Rotating  Screen. 
In  this  style  of  shutter  a  rotating 
screen  uncovers  and  covers  the  lens 
aperture.  In  several  shutters  of  this 
class  a  special  shape  is  given  to  the 
rotating  screen  to  give  more  exposure 
to  the  foreground. 

(Cl.  II.,  a  5)  The  Flap  and  Double 
Flap.  The  principle  of  this  class 
consists  of  a  flap  which  is  raised 
and  lowered,  or  one  which  is  raised, 
opening  the  lens,  and  another  closing 
the  lens. 

(Cl.  II.,  a  6)  The  Go  and  Return. 
The  disadvantage  of  this  class  of 
shutter  is  that,  if  the  moving  part 
is  heavy  and  not  counterbalanced, 
the  reversal  of  the  motion  at  the 
critical  moment  of  exposure,  that  is, 
when  the  lens  is  fully  open,  is  apt 
to  cause  vibration  and  blurring  of 
the  outline.  Many  shutters  of  this 
class  are  constructed  to  fit  in  front  of,  behind,  or  between,  the 
lenses. 
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(CI.  II.,  a  7)  The  Blind  Pattern. 
This  is  again  a  very  favourite  form, 
and  one  which,  acting  on  the  prin- 
ciple of  the  simple  drop-shutter, 
gives  a  fair  range  of  speed.  It 
consists  of  a  blind  of  opaque 
cloth  fastened  at  each  end  to 
rollers,  the  lower  one  being  pro- 
vided with  a  coiled  spring,  the 
upper  with  a  small  milled  head 
for  winding  up  the  material,  which, 
on  the  release  of  a  catch,  passes 
in  front  of  the  lens,  exposing  the 
plate  and  again  covering  the  lens. 

(CI.  II.,  a  8)  Shutters  opening 
fron}  Centre.  The  form  of  opening 
takes  various  shapes,  from  the  long 
straight  narrow  strip — the  eyelid, 
and  the  diamond.  The  first  fonn 
of  opening  is  given  by  two  roller 
blinds  opening  from  the  centre 
and  closing  again  to  the  centre. 
In  the  second  form,  the  aperture 
takes  first  the  shape  of  an  eyelid, 
and  opening  from,  and  closing  to, 
the  centre.  In  the  third  form 
the  aperture  takes  the  form  of  a 
diamond,  opening  from,  and  closing 
to,  the  centre. 

(CI.  II.,  a  9)  The  Ever-Set 
Shutter.  This  shutter  is  of  French 
origin,  but  is  now  made  by  many 
English  firms. 

(CI.  II.,  b)  Shutters  Working 
behind  the  Lens.  There  are  few 
shutters  on  the  market  specially 
constructed  to  work  in  this  position, 
though  many  of  those  working  in 
front  of  the  lens  can  be  thus  used, 
especially  the  blind  pattern. 
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Cl.  II.,   c)    Shutters    IVorkitig  Between  the  Lenses.      This 
variety   is  again  divided  into  (l)  The  go  and  return  ;  (2)   the 

blind  or  drop ;   (3)  opening  from  and 

closing  to  centre  with  eyelid  aperture  ; 
(4)  opening  from  and  closing  to  centre 
with  diamond  aperture ;  (5)  opening 
from  and  closing  to  centre  with  longi- 
tudinal strip  opening;  (6)  Iris  dia- 
phragm action  :  (7)  rotating  screen. 

(Cl.  II.,  c  i)  The  Go  and  Return. 
This  form  has  for  some  time  held  the 
front  rank  in  between-lens  shutters,  but 
is  open  to  the  theoretical  objection  that 
the  reversal  of  the  motion  at  the  critical 
moment  of  exposure,  when  the  lens 
is  fully  open,  is  liable  to  cause 
vibration. 

(Cl.  II.,  c  2)  The  Blind  or  Drop.  In 
the  case  of  the  drop  it  is  obvious  that 
the  lens  mount  has  to  be  cut  to  allow 
the  dropping-piece  to  pass  through. 
This  has,  probably  for  this  reason,  found 
but  little  favour.  The  blind  form  is 
practically  the  same  as  that  made  for 
the  front  of  the  lens  but  with  a  narrow 
slit. 

(Cl.  II.,  c  3)  Opening  from  and 
Closing  to  the  Centre  with  Eyelid 
Aperture.  This  form  of  aperture  is  a 
favourite  one. 

(Cl.  II.,  c  4)  Opening  from  -and 
Closing  to  the  Centre  with  Diamond 
Aperture. 

(Cl.  II.,  c  5)  Opening  from,  and 
Closing  to  the  Centre  with  Longitudinal 
Strip  Opening.  So  far  as  I  am  aware 
there  is  only  one  commercial  shutter 
which  gives  this  form  of  opening,  and 
it  consists  of  double  blinds  which  work  in  opposite  directions. 
(Cl.  II.,  c  6)  Opening  from,  and  Closing  to  the  Centre  with 
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Iris  Diaphragm  Action.  Several 
new  shutters  have  lately  been 
introduced  of  this  pattern. 

(CI.  II.,  c  7)  Rotating  Screen. 
In  this  form  a  screen  pierced 
with  a  circular  aperture  rotates 
across  between  the  lenses. 

(CI.  II.,  d)  Shutters  Working 
in  front  of  the  Sensitive  Surface. 
— In  this  form  of  Shutter,  which 
is  by  no  means  new,  a  roller 
blind  with  a  narrow  slit  in  it, 
passes  immediately  in  front  of 
the  sensitive  surface, .  thus  ex- 
posing the  same  in  successive 
portions,  and  allowing  the  lens 
to  act  with  full  aperture  for  the 
whole  period  of  exposure— no 
matter  how  short  that  exposure 
be.  This  shutter  also  possesses 
the  advantage  of  allowing  any 
focus  lens,  or  a  lens  of  any 
diameter,  being  used  without  any 
difficulty. 

As  to  make  a  choice  of  shutters 
it  is  necessary  to  understand 
something  of  the  manner  in 
which  they  act,  we  will  first  of 
all  show  the  lens  working  at  full 
aperture  fig.  115.  From  this  it  will 
be  seen  that  far  more  light  is 
transmitted  axially,  that  is,  with 
the  horizon  rays,  than  with  the 
sky  and  foreground,  but  if  the  lens 
is  stopped  down  to// 1 6  as  shown 
in  fig.  104  the  illumination  is  prac- 
tically equal.  For  this  particular 
portion  of  my  notes  shutters 
are  only  divided  into  four  main 
classes : — A,  those  acting  in  front 
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of  the  lens ;  b,  in  between  the 
lenses  ;  c,  behind  the  lens; 
and  D,  in  front  of  the  plate. 
To  learn  the  action  of  any 
shutter  on  the  light  and  image 
transmitted  by  a  lens,  the 
reader  is  advised  to  take  a 
piece  of  card,  and  pass  it 
across  the  diagram  in  the 
direction  of  the  moving  parts 
of  the  actual  shutter  ;  he  will 
thus  be  able  to  see  the  action 
of  shutter  he  is  thinking  of 
buying.  As  an  example,  we 
will  take  the  Go  and  Return 
shutter  acting  in  front  of  the 
lens,  and  show  it  when  the 
moving  piece  is  halfway  up 
^fig.  105.  From  this  it  will  be 
seen  that  there  is  considerable 
difference  in  the  amount  of 
light  received  by  the  plate. 
It  is  not  a  matter  of  in- 
difference whether  the  shutter 
be  close  to  the  lens  or  not, 
as  will  be  seen  from  fig.  118 
there  being  a  considerable 
gain  when  it  is  close  to  the 
lens.  With  shutters  open- 
ing from,  and  closing  to, 
the  centre  in  front  of  he 
lens,  the  centre  of  the 
picture,  which  is  generally 
the  horizon  of  the  picture 
receives  far  more  light  than 
the  margins,  which  include 
the  sky  and  foreground,  the 
action  of  such  a  shutter  being 
shown  in  fig.  107.  When  this 
class  of  shutter  acts  between 


572 


Shutters,  Instantaneous 

the  lenses  it  is  in  the  very  best  position,  and  acts  for  part  of  the 
time  as  a  small  stop,  and  therefore  should  give  better  definition 
with  a  large  aperture  than  any  other  kind.  The  last  type  of 
sliutter  is  the  focal  plane,  and  this  is  a  flexible  blind  working 
close  to  the  surface  of  the  plate.  This  is  the  best  position  as 
to  light,  for  no  matter  how  brief  the  exposure,  the  full  intensity 
of  the  light  transmitted  by  the  lens  reaches  the  plate.  The  action 
of  such  a  shutter  is  shown  in  flg.  120.  Such  a  shutter  may  depict 
a  moving  object  with  microscopic  sharpness,  owing  to  the  nar- 
rowness of  the  slit,  yet  deform  the  image  taken  as  a  whole. 

Distortion  by  the  use  of  the  focal  plane  shutter.  Strictly 
speaking,  no  object  of  finite  magnitude  and  in  motion  can  be 
reproduced  in  true  drawing  if  a  focal  plane  shutter  is  used,  and 
wonderful  as  some  of  the  focal  plane  photographs  may  appear 
on  the  score  of  sharpness,  such  production  very  frequently  have 
so  weird  and  unnatural  an  appearance,  as  to  show  at  a  glance 
that  something  m^ust  be  wrong.  Writing  in  1893,  Captain  Sir 
William  Abney  (Photographic  Work,  September  8th,  1893, 
p.  425)  traced  distortion,  as  caused  by  shutters,  through  all  its 
various  phases,  and  he  said  almost,  everything  that  is  to  be  said 
on  the  subject.  Sir  William  Abney  explained  and  illustrated 
that  distortion  to  which  moving  bodies  must  be  necessarily 
subject  when  the  shutter  is  a  slit  moving  across  the  focal  plane, 
and  he  showed  that  a  certain  amount  of  distortion  must  take 
place,  even  when  the  slit  moves  before  or  behind  the  lens,  and 
near  to  the  lens,  the  distortion  being  one  way  or  the  other, 
according  as  the  slit  is  before  or  behind  the  lens.  For  photo- 
graphy which  is  to  be  an  accurate  record  there  is  but  one  place 
for  the  shutter,  and  that  is  at  or  near  the  position  of  the 
diaphragm.  Sir  William  Abney  says :  "  When  the  shutter  is 
placed  near  the  diaphragm  the  conditions  are  totally  changed. 
The  exposures  for  all  parts  of  the  image  commence  and  finish 
together,  and  are  of  precisely  the  same  duration."  Thus  it  is 
only  possible  to  accurately  define  the  time  of  exposure  for  any 
particular  moving  objects  when  the  shutter  is  close  to  or 
associated  with  the  lens  ;  the  reason  of  this  being  obvious  when 
it  is  remembered  that  when  a  focal  plane  shutter  is  used, 
different  moving  objects  in  a  scene  may  receive  various  exposures 
ranging  from  the  whole  time  the  slit  is  travelling  across  the  plate 
to  nothing. 
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One  of  the  best  ways  of  studying  the  effects  of  the  focal  plane 
shutter  is  to  get  some  one  to  roll  a  thin  iron  hoop,  painted  white, 
rapidly  along  a  level  path,  and  then  to  photograph  it  broadside 
on,  the  motion  of  the  slit  being  sometimes  vertical  and  sometimes 
horizontal.  If  the  camera  is  held  in  the  hand  and  is  moved  a 
little  during  the  exposure  the  image  may  be  quite  sharp,  but  new 
factors,  as  regards  distortion,  will  step  in,  a  matter  fully  dis- 
cussed by  Abney  in  the  place  mentioned  above. 

The  speed  of  the  shutter,  or  rather,  the  duration  of  the  exposure 
given  by  it  may  be  determined  by  experiment,  and  this  with 
great  exactness,  when  an  ordinary  shutter  close  to  the  place  of 
the  diaphragm  is  used,  but,  as  above  explained,  this  is  not  the 
case  when  a  focal  plane  shutter  is  employed.  The  following, 
by  the  Reviser  of  this  Dictionary,  appeared  recently  in  The 
Amateur  Photographer  (March  8th,  1901),  and  it  touches  on 
some  of  the  chief  questions  of  distortion  and  speed. 

There  are  two  distinct  usages  in  stating  the  speed  of  a  focal 
plane  shutter :  one  being  to  specify  the  period  during  which  any 
assignable  ^<7zy?^  on  the  plate  is  exposed,  while  the  other  is  to 
specify  the  whole  time  of  exposure,  that  is  to  say,  the  time  which 
it  takes  the  slit  to  travel  from  one  edge  of  the  plate  to  the  other. 
In  illustration  let  us  suppose  that  a  plate  is  ten  inches  square, 
and  that  the  slit  of  the  focal  plane  shutter  is  one-tenth  of  an  inch 
wide  ;  further,  let  us  suppose  that  this  slit  rises  at  a  uniform 
speed  from  the  bottom  of  the  plate  to  the  top  in  a  period  of  one 
second ;  assumptions  rather  extreme  by  the  light  of  ordinary 
practice,  but  convenient  as  illustrations.  In  this  case  the  ex- 
posure of  any  assignable  ^OT«if  on  the  plate  will  be  one-hundredth 
of  a  second,  while  the  total  exposure  will  be  one  second.  We 
can  make  the  case  clear  by  studying  the  movements  of  a  bar  or 
pole  stretching  across  the  scene  to  be  photographed ;  this  pole 
moving  at  such  a  rate  as  to  cross  the  field  in  one  second.  If  the 
bar  descends  in  the  field  of  view,  and  the  image  formed  by 
the  lens  happens  to  hit  the  shutter  slit,  the  image  of  the  bar  will 
travel  with  the  slit,  and  will  be  diffused  over  the  whole  plate, 
and  so  will  be  lost ;  while  if  the  image  does  not  happen  to  hit 
the  slit,  or  correspond  with  it,  the  moving  bar  will  have  absolutely 
no  influence  on  the  plate,  or  in  other  words,  the  camera  would  in 
this  case  miss  the  bar  altogether.  If  instead  of  descending  in  the 
field  of  view  the  bar  ascends,  the  shutter  will  catch  its  image; 
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somewhere,  as  the  slit  and  the  image  must  cross  each  other.  In 
this  case  the  image  will  be  horizontal,  also  it  will  undoubtedly  be 
made  in  one-hundredth  of  a  second,  but  there  may  be  a  time 
error  of  anything  less  than  a  second  in  the  relation  of  the  image 
of  the  moving  bar  to  other  moving  objects  in  the  scene  :  a  kind 
of  consideration  which  must  not  be  forgotten  should  a  focal 
plane  photograph  ever  be  offered  as  legal  evidence,  say  in  the 
case  of  a  railway  collision.'  If  the  moving  bar  or  pole  were 
vertical,  and  moving  across  the  scene  in  one  second  as  suggested, 
the  image  of  the  pole  would  obviously  be  a  diagonal  line  on  the 
plate,  as  the  exposure  of  the  pole  would  commence  at  one  corner 
of  the  plate,  and  finish  at  the  opposite  corner.  The  whole 
exposure  would  be  one  second,  although  the  exposure  of  any 
assignable  point  would  be  one-hundredth  of  a  second.  The 
focal  plane  shutter  is  at  its  best  in  photographing  active  scenes 
in  which  no  figure  is  very  near  the  camera,  but  before  such 
'  photographs  can  be  used  as  records  in  the  matter  of  time,  the 
data  of  the  shutter  would  have  to  be  known  and  corrections 
made.  Rapidly  moving  objects  shown  large  on  the  plate  must  of 
necessity  be  much  distorted  when  a  focal  plane  shutter  is  used. 

The  case  may  be  summarised  by  saying  that  ordinarily  no  true 
representation  of  moving  objects,  or  accurate  statement  as  to 
speed  of  exposure,  is  possible  when  a  focal  plane  shutter  is  used ; 
exposure  by  a  shutter  at  or  near  the  position  of  the  diaphragm 
being  .essential  for  true  representation  and  accurate  timing. 

The  speed  of  all  portable  shutters  as  attached  to  the  usual 
cameras  is,  from  the  nature  of  their  mechanical  construction,  a 
little  variable ;  indeed,  no  very  portable  shutter  has  been 
invented  which  will  constantly  give  very  accurately  timed  ex- 
posures. At  the  same  time  it  must  be  remembered  that  for 
ordinary  photographic  work  there  is  no  need  of  great  accuracy  in 
timing  the  shorter  exposures. 

As  far  back  as  1866  Mr.  J.  W.  Swan  introduced  a  system  of 
speed  control,  which  is  good  in  principle,  the  control  being  by 
the  drop  of  a  brass  ball  on  a  silk  cord,  the  shutter  opening  at  the 
time  the  ball  is  released  and  closing  when  the  ball  reaches  such 
a  point  as  to  give  the  cord  a  slight  tug. 

A  similar  principal  (the  law  of  falling  bodies)  can  be  applied, 
although  with  less  accuracy,  to  determining  exposures  with  a  drop 
shutter,  and  on  the  next  page  we  give  the  table  of  Herr  Holetschek. 
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Holetschek's  Table  of  Drop-shutter  Speeds. 
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To  use  this  Table  find  the  distance  of  the  opening  of  the  dropping 
piece  of  the  shutter  above  the  lens,  measuring  from  centre  to  centre 
of  each,  Example: — Assume  this  to  be  8  cm.,  the  lens  has  a  diameter 
of  20  cm.,  the  time  of  exposure  is  -}-^  sec. 

Silhouettes,  Photographic.  The  sitter  is  placed  against  a 
thin  screen  strongly  illuminated  from  behind ;  an  excellent  plan 
being  to  stretch  the  screen  over  the  doorway  of  a  passage  in 
which  the  camera  is  placed. 

Silk,  Printing  on.  Many  photographic  processes  are  ap- 
plicable to  silk  and  other  textiles;  for  example,  the  direct 
Cyanotype  process  (see  Cyanotype),  and  practically  all  silver 
processes  which  do  not  involve  the  use  of  a  definite  colloid 
coating  or  film,  although  a  trace  of  gelatine  as  a  sizing  agent 
is  often  useful.  The  following  is  applicable  to  silk,  muslin, 
linen,  or  canvas  : — 

Water  10  ozs. 

Common  salt  ...         ...         ...         ...     100  grs. 

Gelatine      ...         20    „ 

Dissolve  with  heat  and  uniformly  moisten  the  textile,  which  may 
be  conveniently  stretched  on  a  frame.  When  dry,  moisten  with 
a  solution  of  silver  nitrate,  40  grains  to  the  ounce.  The  material 
being  once  more  dry,  is  ready  for  printing.  Toning  and  fixing 
as  for  prints  on  Albumenised  paper  (see  Albumenised  Paper). 
For  making  enlargements  on  canvas  see  Enlarging,  and  for 
dyeing    processes    on    textiles    see    Diazotype    and    Dyeing. 
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M.  Tranchant  has  written  a  book  entitled  "  La  Linotypie " 
(Paris,  1896:  Gauthier-Villars),  in  whicli  he  describes  many 
processes  for  photographing  on  textiles. 

Silver  (Ger.,  Sitter;  Fr.,  Argent;  Ital.,  Argento).  Ag=  108. 
This  metal  occurs  either  alone  or  in  combination  with  various 
metals  and  elements.  There  are  three  principle  methods  of 
extraction  of  the  metal  from  its  ores  :  (a)  alloying  with  lead, 
and  subsequent  cupellation,  (b)  amalgamation  with  mercury,  and 
recovery  of  mercury  by  distillation,  (e)  hydrometallurgic  process, 
in  which  the  silver  is  converted  into  a  soluble  salt,  and  pre- 
cipitated with  copper.  Silver  may  be  obtained,  chemically  pure, 
by  decomposing  the  chloride  AgCl  with  hydrochloric  acid  and 
zinc ;  the  metal  separates  in  a  spongy  form,  and  may  be  fused 
under  carbonate  of  soda  to  prevent  access  of  air,  and  obtain  a 
button  of  silver  ;  or  by  adding  hydrochloric  acid  to  silver  nitrate 
solution,  collecting  the  chloride  and  reducing  this  to  the  metallic 
state.  When  pure,  silver  will  absorb  twenty-two  times  its 
volume  of  oxygen  if  exposed  to  the  air  in  a  melted  state, 
but  on  cooling  the  oxygen  is  given  off.  It  is  the  best  conductor 
of  heat  and  electricity  of  all  the  metals,  and  it  is  extremely 
malleable  and  ductile.  When  examined  by  transmitted  light,  as 
the  thinnest  leaf,  it  is  of  a  distinct  emerald  green  colour.  It  can 
be  drawn  into  wire,  400  ft.  of  which  only  weigh  i  gr.,  and  its 
tenacity  is  so  great  that  a  silver  wire  \  of  an  inch  in  diameter 
will  support  a  weight  of  187  lbs.  It  melts  at  about  1,832°  F. 
Molten  caustic  alkalies,  or  alkaline  nitrates,  have  no  effect  upon 
it ;  it  is  unaffected  by  the  air,  but  oxidised  by  ozone ;  sulphurous 
vapours,  however,  immediately  act  upon  it,  forming  sulphides. 
Many  silver  salts  are  acted  upon  by  light,  with  partial  reduction 
to  the  metallic  state. 

The  relative  sensitiveness  of  various  silver  salts,  as  given  in  the 
following  tables,  should  prove  of  very  great  value  to  the  experi- 
menter ;  but  it  must  not  be  forgotten  that  special  circumstances 
may  considerably  influence  the  question  —  a  matter  obvious 
enough  when  we  mention  that  chloride  of  silver  by  itself  (that  is 
to  say,  in  an  absolutely  dry  state)  appears  to  be  quite  insensitive 
to  light,  and  doubtless  the  same  holds  good  for  the  other  haloid 
salts  of  silver.  Speaking  generally,  the  tables  are  as  accurate 
as  possible,  in  relation  to  usual  methods  of  working. 
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Silver  Acetate  Silver  Bromide 

Silver  Acetate  (Ger.,  Silberacetat,  Essigsdures  Silberoxyd). 
AgC2H302=  167.  Is  obtained  in  white  crystals  by  mixing 
silver  nitrate  with  a  soluble  acetate.  The  crystals  are  soluble, 
I  in  100  parts  of  water. 

Silver  Albuminate  (Ger.,  Silber  Albuminat ;  Fr.,  Albuminate 
d' Argent ;  Ital.,  Albuminato  d'Argento).  The  white  precipitate 
obtained  by  adding  nitrate  of  silver  in  solution  to  albumen  in  the 
dark  is  thus  termed.  It  is  a  complex  compound  of  oxide  of 
silver  and  albumen,  and  is  reduced  to  a  red  sub-compound  by 
the  action  of  light.  It  is  this  reaction  which  occurs  when  printing 
on  sensitised  albumenised  paper. 

Silver,  Ammonio-'Nitrate  of  (Ger.,  Salpetersdures  Silber- 
oxyd-mnmoniak;  Fr.,  Nitrate ammoniacal d' argent).  2  NHjAgNOj. 
The  pure  salt  can  be  obtained  by  exposing  powdered  nitrate  of 
silver  to  ammonia  gas,  combination  taking  place  very  rapidly, 
and  with  evolution  of  sufficient  heat  to  fuse  the  resulting  com- 
pound, which  contains  22'5  per  cent,  of  amrrvonia,  NH3,  and  77-5 
per  cent,  of  silver  nitrate,  AgNOj.  Ammonio-nitrate  of  silver  is 
used  for  sensitising  plain  salted  paper.  It  cannot  be  used  for 
the  same  purpose  with  albumenised  paper,  as  the  albumen  would 
be  dissolved  ;  it  is  also  used  in  making  emulsions.  It  may  also 
be  prepared  by  dissolving  silver  oxide  in  solution  of  ammonium- 
nitrate,  or  adding  ammonia  drop  by  drop  to  solution  of  silver 
nitrate  till  the  precipitate  first  formed  is  redissolved.  A  solution 
containing  less  ammonia  may  be  obtained  by  dividing  the  solu- 
tion of  silver  nitrate  into  two  equal  parts,  to  the  one  adding 
sufficient  ammonia  to  obtain  a  clear  solution,  and  then  adding 
the  other  half  of  the  silver  nitrate  solution. 

Silver  Bromide  (Ger.,  Bromsilber;  Fr.,  Bromure  d'argent; 
Ital.,  Bromuro  d'argentd).  AgBr  =  188.  Can  be  prepared  by 
direct  union  between  the  elements,  as  in  the  Daguerreotype 
process,  or  by  double  decomposition  between  nitrate  of  silver 
and  any  soluble  bromide,  as  in  dry-plate  processes : — 

AgNOj  -I-         KBr         =      AgBr       -f-         KNO3 
Silver  Potassium  _      Silver  Potassium 

nitrate  bromide  bromide  nitrate. 

Or  it  may  be  prepared  by  treating  carbonate  or  oxide  of  silver 
with  hydrobromic  acid.     Bromide  of  silver  is  darkened  to  a 
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tawny  grey  by  the  prolonged  aetion  of  light,  with  evolution  of 
bromine  ;  but  by  short  exposures,  as  in  the  camera,  it  is  said  to 
be  reduced  to  a  sub-bromide,  or,  as  Carey  Lea  calls  it,  a  photo- 
bromide  of  silver.  Sub-bromide  of  silver  in  this  stage  is  pre- 
cisely the  same  in  physical  appearance  as  the  bromide ;  but  it 
is  more  easily  reducible  by  certain  salts,  which  constitutes  the 
process  of  Development  (^q.v.).  Bromide  of  silver  is  practically 
insoluble  in  water,  alcohol,  and  ether,  but  soluble  in  solution 
of  alkaline  hyposulphites,  cyanides,  sulpho-cyanides,  ammonia 
(about  I  :  looo),  and  saturated  solutions  of  most  chlorides, 
bromides,  and  iodides.  Silver  bromide  is  the  usual  sensitive  salt 
in  emulsions,  either  alone  or  combined  with  iodide  and  chloride- 

Silver  Carbonate  (Ger.,  Silbercarbonat,  Kohlens&ures  Sitter; 
Fr.,  Carbonate  d'argent;  Ital.,  Carbanato  d'argento)  AgjCOg  = 
276.  This  can  be  obtained  as  a  yellowish  precipitate  by  mixing 
silver  nitrate  and  sodium  carbonate  solutions.  It  blackens  in 
light,  and  is  partly  decomposed  by  boiling  with  water  into  oxide. 
It  is  insoluble  in  water,  alcohol,  and  ether,  but  is  soluble  in  all 
the  solvents  of  the  haloid  salts  of  silver.  It  has  been  used  in 
emulsion  making,  either  for  forming  bromide,  by  treatment  with 
hydrobromic  acid,  or  in  the  form  of  ammonio-carbonate  of  silver,  by 
dissolving  the  carbonate  in  ammonia.  It  has  also  been  suggested 
by  Burton  and  others  for  gelatino-chloride  printing-out  papers. 

Silver  Chloride  (Ger.,  Chlorsilber,  SUberchlorid ;  Fr.,  Chlorure 
d'argent;  Ital.;  Chloruro  d'argento).  AgCl  =  I43'S-  Can  be 
obtained  by  direct  union  between  the  elements,  or  by  double 
decomposition  with  nitrate  of  silver  with  a  soluble  chloride, 

AgNOg  -f-  NaCl  =  AgCl  -f-  NaNO,  ; 
or  by  adding  hydrochloric  acid  to  silver  nitrate, 

AgNOa  -f  HCl  =  AgCl  +  HNO3. 
It  also  occurs  as  a  native  ore,  called  horn  silver,  from  its  general 
appearance.  On  exposure  to  light  when  absolutely  pure  or  dry 
no  change  takes  place ;  but  with  the  smallest  trace  of  organic 
matter  or  water  it  passes  from  white  through  varying  shades  of 
purple  to  black,  chlorine  being  disengaged,  and  a  complex  body 
now  definitely  stated  to  be  a  mixture  of  chloride  (AgCl),  oxy- 
chloride  (AgClO),  and  metallic  silver  (Ag)  resulting.  It  melts 
at  about  260°  F.    and  is  not   decomposed   when   heated   with 
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carbon,  but  is  immediately  reduced  by  heating  in  a  current  of 
nascent  hydrogen.  Zinc,  iron,  and  copper  reduce  the  chloride, 
when  moistened  with  an  acid,  to  a  metallic  state ;  whilst  when 
heated  with  the  carbonates  or  hydrates  of  sodium  and  potassium 
or  calcium,  the  chlorine  unites  with  the  alkali,  pure  silver  being 
set  free.  It  is  soluble  in  solutions  of  the  same  salts  as  the 
bromide,  and  also  in  ammonia — a  double  salt,  ammonio-chloride 
of  silver,  being  formed.  It  is  used  for  making  lantern -plate 
emulsions,  gelatino-chloride  printing-out  papers,  and  is  the 
sensitive  salt  in  albumen  paper. 

Silver  Chromate  (Ger.,  Chromsdures  Silberoxyd;  Fr., 
Chromati  d' argent ;  Ital.,  Cromato  d'argento).  AgjiCrO^.  An 
orange-red  precipitate,  formed  by  mixing  chromate  or  bichromate 
of  potassium  with  silver  nitrate.  It  was  suggested  by  Biny  for 
emulsion  making,  and  by  Burton  as  an  admixture  with  bromide 
emulsion  to  stop  halation. 

Silver  Citrate  (Ger.,  Silbercitrat,  Citronensaures  Silberoxyd; 
Fr.,  Citrate  d' argent ;\\.d\.,  Citrate  d'argento).  AgCgHjO,  =  297. 
This  can  be  obtained  in  small  quantities  by  adding  citric  acid  to 
silver  nitrate,  but  more  easily  by  double  decomposition  of  a 
soluble  citrate  and  silver  nitrate.  It  forms  white  crystals,  which 
are  soluble  in  water.  It  was  suggested  by  Monckhoven  for 
gelatino-bromide  emulsion,  but  its  chief  use  is  in  the  gelatino- 
chloride  printing-out  papers. 

Silver  Fluoride  (Ger.,  Flmrsilber;  Fr.,  Fliwrure  d' argent; 
Ital.,  Fluoruro  d'argento).  AgF=  127.  This  salt  is  formed  by 
solution  of  silver  oxide  or  carbonate  in  hydrofluoric  acid,  not  by 
double  decomposition  of  silver  nitrate  and  a  soluble  fluoride. 
It  is  fairly  stable  in  light,  and  soluble  in  water.  It  has  been 
suggested  for  use  in  emulsions  for  development  and  printing- 
out,  but  has  not  come  into  general  practice. 

Silver  Iodide  (Ger.,  lodsilber,  Silberiodid;  Fr.,  lodure 
d'argent;  Ital.,  loduro  d'argento).  Agl  =  235.  This  salt  can  be 
formed  in  an  analogous  manner  to  the  chloride,  either  by  direct 
union  or  double  decomposition,  using  iodine  and  iodide  instead 
of  chlorine  and  chloride.  When  prepared'  by  precipitation  from 
a  solution  of  an  alkaline  iodide  with  nitrate  of  sliver,  the  alkahne 
iodide  being  in  excess,  a  white  precipitate  is  caused,  which  is  not 
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so  sensitive  to  light  as  when  excess  of  nitrate  of  silver  is  used, 
when  the  precipitated  iodide  is  lemon-coloured.  Iodide  of  silver 
is  insoluble  in  water  and  dilute  nitric  acid,  almost  insoluble  in 
ammonia,  but  soluble  in  all  the  other  salts  which  dissolve 
bromide.  When  iodide  of  silver  is  dissolved  in  excess  of  solu- 
tion of  an  alkaline  bromide,  iodide,  or  chloride,  a  double  salt  is 
formed,  and  on  addition  of  water  the  resulting  solution  im- 
mediately precipitates  the  iodide.  It  is  used  for  making 
emulsions,  giving  extremely  sensitive  emulsions  and  great 
latitude  of  exposure,  with  great  density  of  image,  and  is  also 
used  in  the  wet  collodion  process. 

Silver  Nitrate  (Ger.,  Silberniirat,  Salpetersaures  Silberoxyd  ; 
Fr.,  Azotate  d' argent ;  Ital.,  Azotato  d'argento).  AgN03=  170. 
Is  prepared  from  pure  silver  by  solution  in  nitric  acid,  and  sub- 
sequent purification  and  crystallisation.  Ordinary  commercial 
nitrate  is  usually  very  acid,  due  to  its  not  being  absolutely  freed 
from  nitric  acid ;  but  that  prepared  for  photographic  purposes 
should  be  almost  neutral,  or  at  least  show  only  a  faint  trace  of  acid. 
To  the  dry-plate  operator  nitrate  of  silver  is  hardly  of  so  much 
interest  as  it  was  to  the  operator  of  the  wet-plate  process  ;  but 
to  those  who  desire  to  make  their  own  plates,  a  pure  salt  is  a 
sine  qua.  non;  and  as  the  testing  of  this  salt  is  almost  beyond 
the  ordinary  capabilities  of  the  dry-plate  workers,  the  only 
recommendation  which  the  author  can  give  is  to  buy  the  salt 
from  a  reputable  firm.  Solubility:  100  grains  are  soluble  in 
50  minims  of  distilled  water,  and  will  measure  80  minims :  i  in 
1 5  of  rectified  spirit.  When  dissolved  in  common  water,  a  thick 
curdy-white  precipitate  of  carbonate  and  chloride  of  silver  is 
formed.  Boiling  alcohol  dissolves  about  one-fourth  of  its  weight 
of  nitrate  of  silver,  but  deposits  it  on  cooling.  It  is  soluble  in 
ammonia,  with  the  formation  of  a  double  salt.  It  is  used  for 
sensitising  paper,  and  preparing  all,  or  nearly  all,  the  other  salts 
of  silver  used  in  photography.  When  heated  it  melts,  and 
forms,  when  poured  into  moulds,  the  lunar  caustic  of  commerce ; 
and  when  heated  higher  still  gives  off  some  oxygen,  and  a 
mixture  of  nitrite  (AgNOj)  and  nitrate  of  silver  (AgNOj)  is  left. 
When  exposed  to  the  light,  either  in  solution  or  in  a  pure,  dry 
state,  no  action  takes  place ;  but  on  contact  with  organic  matter 
it  darkens  through  purple  to  black. 
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Sizes,  Photographic 


Silver  Oxide  (Ger.,  Silberoxyd;  Fr.,  Oxyde  d'argent;  Ital., 
ossido  d'argent).  Ag,0  =  232.  May  be  obtained  by  adding  pure 
solution  of  any  caustic  alkali,  except  ammonia,  to  a  solution  of 
nitrate  of  silver,  when  the  oxide  is  precipitated  as  a  brownish 
black  precipitate.  It  is  but  little  used  now,  except  to  purify 
silver  solutions  from  copper,  but  was  used  in  the  old  wet-plate 
process  to  purify  the  silver  bath.  It  cannot  be  made  by 
heating  silver  in  a  current  of  oxygen  or  air,  because,  although 
union  takes  place,  the  whole  of  the  oxygen  is  given  up  on 
cooling. 

Silvering  Glass.    See  Mirror. 

Silver  Sulphide  (Ger.,  Schwefelsilber ;  Fr.,  Sulfure  d'argent; 
Ital.,  Solfuro  dargento).  AggS  =  242.  This  salt  is  met  with  in 
residue  recovery,  and  is  the  resultant  salt  of  the  decomposition 
of  hyposulphite  of  silver  in  prints.     It  is  insoluble  in  water. 


Sizes,  Photographic 

itself : — 


The  following  tabular  matter  explains 


Usual  Sizes  of  French  and  Italian  Dry  Plates. 

Inches. 


French. 
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,, 

30      „ 
40      ., 

40 
50 
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60 

1, 

2-Sby 

37 

37   „ 

47 

47   „ 

5-9 

5-1   „ 

7-0 

47  M 

7-8 

5-9  „ 

8-2 

5-9  „ 

8-6 

TO  „ 

9-4 

8-2  „ 

IO-6 

9-4  „ 

II-8 

IO-6  ,, 

12-9 

IO-6   „ 

137 

II-8   „ 

157 

157      M 

19-6 

19-6  „ 

236 
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Inches. 
37  by  47 
47  ,.  6-3 
47  „  5-9 
51  ..  7-0 
47  „  7-8 
7-0  „  9'4 
8-2   ,,  IO-6 

9'4  ,.  ii"8 

IO-6  „  12-9 

1 1-8  „  14-1 

157  „  19-6 

19-6  ,,  23-6 

Sizes  of  Glass,  Mounts,  Paper,  Etc. 

If  by    3J 
2      „     2^ 


Italian. 

9 

by 

12 

Centimetres 

12 

16 

,, 

12 

18 

,, 

13 

18 

M 

12 

20 

M 

18 

24 

ir 

21 

27 

11 

24 

30 

11 

27 

33 

1' 

30 

36 

,, 

40 

5° 

11               • 

50 

60 

,, 

3l 
34 
44 
4i 
6J 


34 
44 


Petite  cards 

One-ninth  plate  

One-sixth  plate  

One-fourth  plate  (quarter  plate) 
Double  quarter  plate   ... 

Half  plate  (usual")        

Whole  plate  (4-4)        

Extra  4-4  

Other  sizes  are  expressed  by  inches. 

Sizes  of  Mounts. 

Stereoscopic  3 J  by  7, 4  by  7, 4^  by  7, 4|  by  7,  5  by  8 

Victoria 

Imperial 

Boudoir 

Panel 

Minette 

Card 

Cabinet 

Promenade 


34  by 

34  II 

4  II 

li  II 

2i  „ 

4i  „ 

44  .1 


5 

9i 
H 
84 

4i 
6i 
7i 


Sizes  of  Albumen  Paper. 

18  by  22 J,  20J  by  24 J,  22  by  36,  26  by  40,  27  by  42 
Size  of  blotting  paper  19  by  24 
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Skiagraphy  Sodium  Chioride 

Skiagraphy.    See  Radiography. 

Sodium  Acetate  (Ger.,  Essigsdures  Natron,  Natriumacetat ; 
Fr.,  Acetate  de  sonde ;  Ital.,  Acetato  di  soda).  NaCjHsOa,  sH^O 
=  136.  Can  be  prepared  by  neutralising  acetic  acid  with  car- 
'bonate  or  hydrate  of  sodium.  Solubility  :  i  in  3  of  cold  water, 
I  in  I  of  hot  water ;  soluble  also  in  alcohol.  It  is  a  slightly 
alkaline  salt,  and  is  used  principally  in  toning. 

Sodium  Bicarbonate  (Ger.,  Natriumbicarbonat,  Doppelt- 
kohlensdures  Natron;  Fr.,  Bicarbonate  de  soude ;  Ital.,  Bicar- 
honato  di  soda).  NaHCOj  =  84.  Synonyms :  Acid  Carbonate 
of  Soda,  Hydrosodlc  Carbonate.  Is  prepared  by  passing  car- 
bonic acid  gas  into  carbonate  of  soda  moistened  with  water. 
SolubiHty :  i  in  10  of  water ;  insoluble  in  alcohol.  It  is  used 
for  toning.  It  is  invariably  met  with  in  commerce  as  a  fine 
impalpable  powder,  and  should  not  be  confounded  with  the 
carbonate  which  is  usually  met  with  in  crystals.  It  is  far  less 
soluble  than  the  carbonate.  • 

Sodium  Carbonate  (Ger.,  Kohlensdures  Natron,  Natrimn- 
carbonat,  Soda;  Fr.,  Carbonate  de  soude;  Ital.,  Carbonate  di 
soda).  Na^COjiioHjO  =  286.  Synonyms:  Washing  Soda,  Sal 
Soda,  Soda  Crystals,  Carbonate  of  Soda.  This  is  prepared  by 
several  methods,  which  depend  upon  the  decomposition  of  salt 
primarily.  SolubiUty :  60  per  cent,  in  cold,  445  per  cent,  in  hot 
water,  insoluble  in  alcohol,  and  98  per  cent,  in  glycerine.  Heat 
has  no  effect  upon  it,  except  to  drive  off  the  water  of  crystallisa- 
tion. The  commercial  varieties  of  this  salt  are  very  numerous, 
but  there  are  practically  only  two  which  need  trouble  the  photo- 
grapher ;  the  one  is  the  ordinary  washing  soda  of  commerce,  which 
is  of  indefinite  strength,  and  usually  contains  much  sulphate,  and 
the  other  the  pure  salt,  the  sodium  carbonate,  which  is  the 
officinal  salt  of  the  pharmacopcEia,  and  can  be  obtained  from 
any  pharmaceutical  chemist.  This  is  the  only  salt  which  should 
be  used  for  photography.  Tables  of  the  equivalent  values  of  the 
various  carbonates  will  be  found  under  the  heading  Equivalence, 
Chemical. 

Sodium  Chloride  (Ger.,  Chlornatrium,  Natriumchlorid,  Koch- 
salz,  Edelsah ;  Fr.,  Chlorure  de  soude,  Chlorure  sodigue,  Sel  de 
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cuisine;  Ital.,  Cloruro  di  sodio,  Sale  comune).  NaCl  =  58-5. 
Synonyms :  Common  Salt,  Sea  Salt.  This,  the  most  abundant 
source  of  sodium,  occurs  native  in  very  large  deposits  in  Cheshire, 
Galicia,  and  Eastern  Russia,  also  in  sea  water,  which  contains 
about  3  per  cent.  Solubility :  35  per  cent,  in  cold,  39-6  per  cent, 
in  hot  water,  insoluble  in  absolute,  but  sparingly  soluble  in  dilute, 
alcohol,  insoluble  in  ether.  Ordinary  salt  is  usually  contaminated 
with  traces  of  sulphate  of  soda  and  chloride  of  magnesium,  which 
make  it  hygroscopic.  Salt  is  used  for  precipitating  silver  from 
print  washings,  for  making  gelatino-chloride  emulsions,  and  salting 
positive  papers. 

Sodium  Citrate  (Ger.,  Natriumdtrat,  Citronensaures  Natron; 
Fr.,  Citrate  de  sodium ;  Ital.,  Citrato  di  soda).  NajCgHjOyHjO 
=  276.  Made  by  neutralising  citric  acid  with  carbonate,  bi- 
carbonate, or  hydrate  of  sodium,  evaporating,  and  crystallising 
the  resulting  solution.  Solubility:  i  in  i  of  water;  sparingly 
soluble  in  alcohol.  It  is  used  sometimes  as  a  Restrainer  (g.v.), 
and  also  in  preparing  some  printing-out  emulsions. 

Sodium  Hyposulphite  (Ger.,  Natriumthiosulfat,  Fiximatron, 
UnterschwefligsS.ures  Natron,  Fixirsalz;  7v.,Hyposulfite  de  soude, 
Thiosulfate  de  soude ;  Ital.,  Iposolfite  di  soda).  NajSaOjSH^O  = 
248.  Synonym:  Thiosulphate  of  Soda.  This  important  salt  may 
be  formed  by  passing  sulphurous  acid  gas  through  sulphide  of 
sodium  until  no  further  precipitation  of  sulphur  occurs,  or  it  may 
be  made  by  heating — not  boiling — sulphite  of  sodium  with  excess 
of  sulphur,  and  commercially  by  treating  tank  waste  or  calcium- 
sulphide.  It  is  met  with  in  commerce  as  large  watery  crystals, 
which  should  be  entirely  free  from  acid  or  any  yellow  tinge.  It 
is  soluble  i  in  2  of  cold  water,  i  in  i  of  boiling  water,  and 
insoluble  in  alcohol.  Its  importance  in  a  photographic  sense,  as 
a  solvent  for  the  unacted-upon  silver  salts,  was  discovered  by 
Sir  William  Herschel.  When  a  salt  of  silver  is  added  to  hypo- 
sulphite, two  salts  are  formed,  as  shown  in  the  following 
equations : — 

AgCl      -h       NajSjOj      =      AgNaSjOg       -|-  NaCl. 

Silver                Sodium       _    Double  hypo-  Sodium 

chloride          hyposulphite  ~       sulphite  of  chloride. 

silver  and  sodium 
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And 

2AgCl     +       sNa^SA  =  Ag^Na^sCS^Oj)  +    2NaCl. 

Silver  Sodium  _    Hyposulphite  Sodium 

chloride  hyposul-  "~  of  sodium  and  chloride. 

phite  silver 

The   first  salt,   AgNaSjOj,   is   almost   insoluble    in   water,    and 
soluble  in  hyposulphite  of  soda ;  therefore  excess  of  hypo  should 
always  be  used  for  fixing:  the  incomplete  elimination  of  this 
insoluble  salt  is  one  of  the  chief  causes  of  fading  in  prints.     To 
test  whether  the  whole  of  the  hyposulphites  are  eliminated  either 
by  washing  or  by  the  use  of  an  eliminator,  the  following  may  be 
used  : — 

Potassium  permanganate   ...         ...         ...       2  grs. 

Potassium  carbonate  ...         ...         ...     20   ,, 

Distilled  water         40  ozs. 

A  few  drops  of  this  pinkish  purple  liquid  should  be  added  to 
the  last  washing  water,  when,  if  hypo  be  .present,  the  pink 
colour  will  be  discharged  ;  or  a  few  drops  of  the  last  wash- 
ing water  may  be  added  to  a  solution  of  mercuric  chloride 
when  a  cloudiness  will  make  its  appearance  if  hypo  be  present 
Another  test  is  by  making  a  little  starch  paste  by  boiling  a  pinch 
of  starch  in  distilled  water,  and  adding  a  drop  or  two  of  solution 
of  iodine  in  alcohol  to  it,  when  a  deep  blue  coloration,  due  to 
iodide  of  starch,  will  make  its  appearance.  A  drop  or  two  of 
this  deep  blue  liquor  may  be  added  to  the  last  washing  water, 
when,  if  hypo  be  present,  the  blue  colour  will  be  destroyed. 
The  addition  of  any  acid  to  a  solution  of  hyposulphite  will  cause 
evolution  of  sulphurous  acid  and  deposition  of  sulphur ;  hence 
will  be  seen  the  necessity  of  making  the  fixing  bath  for  prints 
distinctly  alkaline,  to  prevent  sulphuration. 

Sodium  Nitrate  (Ger.,  Natriumniirat,  Salpetersaures  Natron; 
Fr.,  Azoiate  de  soude ;  Ital.,  Azotato  di  soda).  NaNOj  =  85. 
Synonym  :  Chili  Saltpetre.  This  occurs  native  in  Chili,  and  has 
been  recommended  as  an  addition  to  developers  to  give  a  good 
chocolate  colour  to  negatives.  Solubility:  i  in  V2  of  water; 
soluble  I  in  37  parts  of  alcohol. 

Sodium  Phosphate  (Ger.,  Phosphorsaures  Natron,  Nattium- 
phosphat,  Perlsalz ;  Fr.,  Phosphate  de  soude;  Ital.,  Fosfato  di 
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soda).  Na2HP04i2H20  =  358.  Prepared  by  neutralising  phos- 
phoric acid  with  soda.  Solubility :  i  in  4  of  cold,  i  in  2  of 
boiling' water ;  insoluble  in  alcohol.  On  exposure  to  the  air  the 
crystals  effloresce — that  is,  give  up  some  molecules  of  water — 
and  it  is  questionable  whether  "a  complex  phosphate  is  not 
formed.     It  is  used  for  toning. 

Sodium  Sulphite  (Ger.,  Schwefligsdures  Natron,  Natrium- 
sulfit;  Fr.,  Sulfite  de  sonde ;  Ital.,  Solfito  di  soda).  NajS03,7HjO 
=  252.  Is  prepared  by  passing  sulphurous  acid  gas  through 
carbonate  of  soda  in  concentrated  solution.  Solubility:  i  in  4 
of  cold  water,  i  in  i  of  hot  water ;  insoluble  in  alcohol.  It  is 
used  as  a  preservative  of  pyrogallol,  as  it  absorbs  oxygen,  and 
is  converted  into  sulphate.  This  salt  is  difficult  to  keep  as  pure 
sulphite,  but  keeps  better  in  concentrated  solutions  than  weak 
ones.  It  has  also  been  recommended  as  a  fixing  agent ;  but 
as  its  powers  are  considerably  less,  and  its  price  greater  than 
hyposulphite,  it  is  hardly  likely  to  come  .into  general  use  in 
spite  of  its  advantages.     (See  Fixing.) 

Sodium  Tungstate  (Ger.,  Wolframsaures  Natron;  Fr., 
Tungstate  de  soude ;  Ital.,  Tungstato  di  soda).  NajWO^,  2H2O 
=  317.  A  combination  of  tungstic  acid  and  soda,  crystallising 
in  rhombic  plates.  Solubility  55  per  cent,  in  cold  water,  124 
per  cent,  in  hot  water ;  insoluble  in  alcohol.  It  is  used  in 
Toning  {q.v^. 

Solarisation.    See  Reversal. 

Solutions  and  SoluMlity.  In  preparing  solutions,  especially 
saturated  solutions,  it  is  often  a  very  great  saving  of  time  to 
support  the  salt  to  be  dissolved  near  the  surface  of  the  liquid, 
so  that  the  heavy  solution  formed  may  always  tend  downwards, 
and  fresh  liquid  rise  up  to  exert  its  solvent  power.  Such  salts 
as  hyposulphite  of  soda,  carbonate  of  soda,  or  oxalate  of  potas- 
sium can  be  tied  up  in  canvas  or  muslin  "  blue-bag "  fashion, 
and  the  bag  can  be  suspended  from  a  stick  placed  across  the 
vessel.  For  small  quantities  or  corrosive  salts,  the  strainer  of  a 
French  coffee-pot  (earthenware)  may  be  used.  The  following 
tabular  matter  relating  to  solutions  and  solubilities  requires  no 
explanation  : — 
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Table  of  Solubilities  of  various  Chemicals. 

alcohol-ether  =  equal  parts  of  alcohol  and  ether, 
dec.  =*  decomposed, 
m.  =  miscible  in  all  proportions, 
a.  =  soluble, 
a.  a.  =  slightly  soluble. 
^  V.  s.  =  very  soluble, 
insol.  =•  insoluble. 


2  =  .; 

bo 

Is 

u 
u 

■3 

0  mm 

.go 

0  0 

oi 

1^ 
28 

8 

Remarks. 

s|s 

8^ 

-S 

Acetone 

m. 

m. 

m. 

m. 

Acid,  Acetic 

m. 

m.. 

m. 

„     Boracic       

4 

29 

25  boiling 

„     Carbolic     

„     Citric 

140 

200 

,,     Formic       

s. 

s. 

m. 

„     Gallic 

1 

33 

I2'S 

„     Hydrobromic  ... 

„     Hydrochloric   ... 

m. 

m. 

dec. 

dec. 

„      Hydrofluoric    ... 

m. 

m. 

„      Lactic 

m. 

m. 

m. 

m. 

„     Nitric 

m. 

m. 

dec. 

dec. 

„     Picric 

s.  5. 

5 

s. 

s. 

,,     Pyrogallic 

so 

100 

90 

V.  s. 

„      Salicylic     

„     Sulphuric 

0-23 

8 

28-57 

m. 

dec. 

m. 

dec. 

,,     Sulphurous 

s. 

dec. 

s. 

„     Tannic 

•8 

*5 

120 

„     Tartaric      

25 

100 

20 

Alum  (ammonia) 

„      (potash)     

13 

358 

insol. 

insol. 

,,      (chrome)   

19'5 

50 

insol. 

insol. 

Amidol   

42 

Ammonium  Bichromate 

i9 

422 

s.  s. 

„       Bromide     ... 

73 

V.  s. 

3 

0*11 

0-8  %  in 
alcohol-ether. 

> 

„      Carbonate  ... 

zS 

dec. 

s.  a. 

... 

„     Chloride 

36 

100 

2 

„     Citrate 

200 

400 

s. 

„     Iodide  

16s 

v.-s. 

25 

o-S 

alcohol-ether. 

„     Nitrate 

200 

V.  s. 

43  cold,  80 
boiling 

1       Oxalate 

33 

50- 

s. 

„     Sulphocanide 

160 

V.  s. 

V.  s. 

„     Sulphite      ... 

zoo 

dec. 

s.  s. 

s.  s. 

Amyl  Acetate      

Aniline   

insol. 

insol. 

m. 

m. 

3 

^.  s. 

V.  s. 

Barium  Bromide 

100 

168 

s. 

V.  s.  in  benzine. 
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Table  of  Solubilities  of  various  Chemicals  (Continued). 
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Remarks. 

!3^  r 

Sh 

0^ 

■y  u 

H 

gl 

0.^ 
8 

Barium  Chloride 

36 

5!) 

o-i  cold, 
0.5  boiling 

10  %  in 
glycerine. 

„        Iodide     ..:    ... 

200 

300 

5 

Nitrate  

8 

35 

insol. 

„       Hydroxide 

<baryta)       ... 

.     ■*■,' 

■  '^, 

•9  boiling 

Benzine 

insol. 

msol. 

m. 

m. 

Borax      

6 

200 

s. 

insol. 

Bromine 

3 

dec. 

Cadmium  Bromide    ... 

I  "06 

V.  s. 

33 

c  4 

6-2  %  in 
alcohol-ether. 

„      &Amm.Brom. 

130 

V.  s. 

18 

0-4 

4%  in 
alcohol-ether. 

„      Cljloride 

400 

650 

13  cold,  70 
boiling 

„      Iodide     

88 

135 

102 

27 

50%  in 
alcohol-ether. 

Calcium  Bromide 

lob 

166 

s. 

„        Chloride 

400 

650 

13  cold,  70 
boiling 

. 

,,       Carbonate    ... 

insol. 

insol. 

insol. 

insol. 

Hydrate       ... 

insol. 

insol. 

„        Iodide  

98 

135 

V.  s. 

Cobalt  Bromide 

„      Chloride 

100 

133 

s'oi. 

„      Iodide      

„      Nitrate     

„      Sulphate 

Copper  Bromide 

I 

■75 

s.  s. 

„       Chloride 

100 

200 

5. 

„      Nitrate    

33 

100 

s. 

„       Sulphate 

Cyanin    

Dextrine 

40 
s.  s. 

100 

insol. 
sol.  . 

insol. 

s. 

s. 

insol.  in  abso- 

lute, s.  s.  in 

dilute  alcohol. 

Eosin      

38 

0*26 

insol. 

Erythrosin    

EikonogeD    

s.  s. 

4*2 

s.  S. 
12 

s. 
insol. 

Ether  Acetic 

9 

dec. 

m. 

m. 

„     Sulphuric 

8 

dec. 

m. 

Glycerine      

m. 

m. 

m. 

9.  s. 

Glycin     

Gold  Chloride     

160 

^33  „^ 

s. 

Hydroquinone    

S-8 

10  at  30°  C. 

s. 

Hydrozylamine  Hydro- 

chloride       

V.  s. 

V.  s. 

s. 

a.  S. 

Iodine     

s.  s. 

s.  s. 

s. 

5. 

Iridium  Chloride 

... 

Iron  Chloride  (ferric) 

160 

5. 

s. 

s. 

s.  in  glycerine. 
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Table  of  Solubilities  of  various  Chemicals  (Continued.^ 
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Remarks. 

I 

^i 
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g,-3 
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Iron  Chloride  (ferrous) 

140 

V.  s. 

S. 

^.  s. 

„    Iodide      ... 

V.  S. 

dec. 

s. 

s. 

,,         „    Oxalate  (ic) 

V.  S. 

V.  s. 

>.         »         <>      (ous) 

o'os 

0.03 

insol. 

insol. 

s.  in  an  alkaline 
oxalate. 

„    Sulphate      

60 

333 

insol. 

„    Nitrate 

so 

s.  in  dilute 

,,    Ammonio-citrate 

25 

s. 

s. 

„           „        -oxalate 

90 

126 

„    Sodio            „ 

,,    Ammonio  Sulphate 

17 

V.  s. 

insol. 

„    Bromide      

Lead  Acetate       

66 

200 

12 

insol. 

,,    Chromate    

insol. 

insol. 

insol. 

insol. 

,.    Nitrate...  " 

50 

140 

insol. 

Lithium  Bromide 

143 

290 

V.  s. 

„       Carbonate    ... 

077 

0-78 

'    insol. 

„       Chloride      ... 

82 

146 

s. 

s. 

,,       Iodide   

100 

133 

s. 

Magnesium  Bromide 

100 

133 

s. 

Chloride 

160 

370 

so  cold,  SCO 
boiling 

Iodide    ... 

IOC 

133 

s. 

„          Sulphate 

104 

700 

insol. 

Mercury  Perchloride 

7-8 

8-54 

33  cold,  90 
boiling 

zs  with  hydro- 
chloracid 

Metol      

5. 

s. 

s. 

■  5"5 

Paramidophenol 

1*2 

s. 

4*5 

s.  s. 

V.  s.  in  caustic 
alkalies. 

Palladium  Chloride  ... 

s. 

s. 

s. 

s< 

Platinum  Bichloride ... 

100 

200 

V.  s. 

Potassium  Acetate    ... 

190 

800 

3^  cold,  so 
boiling' 

insol. 

„     Aceto-tungstate 

s. 

V.  s. 

s. 

insol. 

,     Bicarbonate  ... 

33 

so 

insol. 

insol. 

,     Bichromate 

12 

94 

dec. 

dec. 

,     Bromide 

SO 

102 

o'i3  cold,  7 
boiling 

0'2 

o'os  %  in 
alcohol-ether 

,     Carbonatfe 

149 

30s 

insol. 

insol. 

,     Chlorate 

6-5 

50 

insol. 

insol. 

,     Chloride 

32 

57 

s.  s. 

,     Chloroplatinite 

17 

V.  s. 

insol. 

insol. 

,     Chromate 

5° 

60 

insol. 

insol. 

,     Citrate     

166 

232 

insol. 

insol. 

,     Cyanide 

1000 

part.  dec. 

1'2 

,     Ferricyanide... 

40 

776 

insol. 

,     Ferrocyanide 

28 

50 

insol. 

,     Hydrate 

200 

4tx) 

s.  s. 

.     Iodide     ... 

120 

200 

I'S 

02 

0-8  %  in 
alcohol-ether* 

'         '         1 
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Table  of  Solubilities  of  various  Chemicals  (jConimued). 
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Potassium  Metabisul- 

phite  ... 

.    33 

V.  s. 

insol. 

insol. 

„     Nitrate    

30 

335 

insol.  in 

cold,  2  in 

boiling 

„     Nitrite     

100 

200 

„     Oxalate   

33 

50 

insol. 

insol. 

,,     Permanganate 

6-5 

10 

insol. 

„     Silicate    

33 

100 

dec. 

dei. 

„     Sulphocyanide 

217 

V.  s. 

sol. 

„     Sul^de 

„     (bi)Tartrate  .... 

0-4 

insol. 

7 

insol. 

Potassium  Tungstate 

s. 

insol. 

s. 

insol. 

Pyrocatechin       

V.  s. 

V.  s. 

V.  s. 

V.  s. 

s.  in  alcohol- 
ether. 

Pyrogallol     

40 

■     V.  s. 

V.  s. 

V.  s. 

Pyroxylin      

insol. 

insol. 

insol. 

insol. 

Resorcin       

86-4 

228 

s. 

insol. 

•Silver  Albuminate     . . . 

insol. 

insol. 

insol. 

insol. 

„     Acetate     

„     Bromide   

insol. 

insol. 

insol. 

insol. 

„     Carbonate 

insol. 

insol. 

insol. 

insol. 

„     Chloride  

insol. 

insol. 

insol. 

insol. 

„     Citrate      

„     Cyanide    

„     Iodide       

insol. 

insol. 

insol. 

insol. 

„      Nitrate      

100 

200 

15  cold,  25 
boiling 

s. 

,,     Nitrite       

300 

dec. 
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insol. 

„     Oxalate     

o'4 

s. 
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„     Oxide ... 

'  insol. 

"  iiisbl.' 
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insol. 

„     Sulphate  

..• 

...  ,. 

Sodium  Acetate 

92 

204 

45 

insol'. 

„      Aceto-Tungstate 

s. 

V.  .s. 

s. 

insol. 

„      Bicarbonate    ... 

10 

dec. 

insol. 

insol. 

,,      Bichromate     ... 

V.  s. 

V.  s. 

dec. 

dec. 

„      Bisulphite 

„      Bromide  

V.  s. 

V.  s. 

msol. 

insol. 

85-5 

IS* 

6 

o'o8   • 

=0% 

„      Carbonate 

93 

445 

insol. 

insol. 

glycerine. 

„      Chloride 

39'6 

insol. 

„      Citrate     

28 

204 

45 

insol. 

„      Hydrate  

6a 

127 

s. 

insol. 

,,      Hyposulphite... 
;,      Iriffide      

100 
i8a 

V.  5. 
310 

insol. 
8-4 

insol. 

0-27 

„      Nitrate     

88 

100 

3 

„      Nitrite      

... 

.,      Oxalate    

3'S 

7 

insol. 

insol. 

„      Phosphate 

IS 

260 

insol. 

insoi. 

„      Silicate     

40 

5.  S. 

dec. 

dec. 

„      Stannate 

61 

s.  s. 

insol. 

insol. 
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s. 

„        Sulphite 

25 

100 

insol. 

insol. 

J,         Tartrate 

50 

V.  s. 

insol. 
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insol. 

insol. 

Strontium  Bromide   ... 
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s.  s. 

,,          Chloride   ... 

55 
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s.  s. 

,,          Iodide 

200 
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s.  s. 

„         Nitrate     ... 

Sulphocarbonide 

9 

V.  s. 

V.  s. 

insol. 

Thiosinamine      ...     ... 

s.  s. 

s. 

s. 

s. 

Uranium  Bromide     ... 

100 

200 

s. 

Chloride     ... 

V.  s. 

V.  s. 

V.  s. 

„         Citrate 

s. 

s. 

insol. 

insol. 

Iodide 

„         Nitrate 

200 

V.  s. 

33  "3 

25 

Zinc  Acetate       

„    Bromide      

320 

V.  s. 

soi. 

soi. 

„    ChloHde     

300 

V.  s. 

V.  S." 

,,    Iodide 

300 

V.  s. 

V.  s. 

:,    Sulphate     

142 

200 

insol. 

Table  of  Solubilities  op  various  Acids  in  100  parts  of 
Water  at  various  Temperatures. 


Tempera- 

Benzoic 
Acid. 

Oxalic 
Acid. 

Tartaric 
Acid. 

Ammonia 

ture. 

Cryst. 

Anhyd. 

Alum. 

0 

1-9  .' 

I-I 

5-2 

115-0 

5-2 

10 

•21 

29 

1-6 

8-0 
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9-2 

20 

... 

4-0- 
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13-9 
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30 

•42 

23-0 

1560 

19-3 

40 

•SS 

7-0 

39 

3S0 
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S° 

... 

51-2 

195-0 

36s 

60 

1-2 

no 

61 

75 -o 

2170 

51-3 

70 

1-8 

... 

... 

1 180 

.244-0 

72-0 

80 

i6-8 

9S 

205-0 

273-0 

103-0 

90 

34S-0 

307-0 

188-0 

100 

S-9 

29-0 

i6-o 

3430 

4220 
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Insol.  in  castor  oil,  easily 
sol.  in  glacial  acetic  acid. 

Sol.  in  oil  of  vitriol. 

Tolerably  eas.  sol.  in  lin- 
seed oil. 

Sol.  in^lacial  acetic  acid. 

'  With  red  coloration.  Yel- 
low colour  produced. 

Sol.  1:4  in  alcohol,  verys. 
sol.  in  boiling  linseed  oil, 
aim.  insol.  in  acetic  acid. 

Dissolves  in  watery  hydro- 
chloric and  acetic  acids, 
sol.  in  borax  sol.  and 
■wood  spirit. 

S.  sol.  in  caustic  ammonia. 

Two  kinds:   storax  liquid 

and  in  grains. 
^  Sol.  in  potash  lye  1^27  sp. 

gr. 
'  i^6  parts  alcohol. 
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Solutions  and  Solubility 


Preparing  Percentage  Solutions. 

{Anthonys  Annual.) 

By  C.  C.  Sherrard,  Ph.D. 

The  first  table  gives  percentage  solutions ;  the  second  gives 
parts  in  1,000  or  less.  The  use  of  the  first  is  as  follows:  Run 
down  column  one  until  the  correct  percentage  wanted  is  found, 
then  move  to  the  right  along  the  line  until  the  column  is  found 
giving  the  amount  of  fluid  measure  to  be  made  up  ;  at  the  inter- 
section will  be  found  the  weight  of  salt  required.  It  must  be 
remembered  that  this  is  the  amount  of  water  to  take,  and  not 
q.s.  water  to  make  the  volume ;  also  that  these  tables  are  true 
only  for  water,  and  not  for  alcohol  or  other  fluids. 


For  Making  any  Quantity  of  Percentage  Solutions. 

■3 11 

?      For  each  s   fluid 
B.         ounces  of  water 
g         take  of  the  salt 

Ik's 

IP 

•0  iji! 

^  : 

SiSo 

"  "   0) 

III 

111 

III 

111 

a  oj  0 

To  make 

Grains. 

Grains. 

Grains. 

Grains. 

Grains. 

Grains. 

I  per  cent 

4-S57 

9-114 

13-671 

18-228 

22-785 

45-57 

72-912 

2  per  cent 

9-114 

18-228 

27'342 

36 '456 

45'570 

91-14 

145-824 

3  per  cent 

13-671 

27"3S2  . 

41-013 

54-684 

68-355 

136-71 

218-416 

4  per  cent 

18-228 

36-456 

54-684 

72-912 

91-14 

182-28 

291-648 

5  per  cent 

22-785 

4S"S7 

68-355 

91-14 

1 13 '925 

227-85 

364-56 

10  per  cent 

45'S7 

91-14 

136-71 

182-28 

227-85 

455-7 

729-12 

15  per  cent 

68-355 

136-71 

205-065 

273'42 

341-775 

68-355 

1093-68 

20  per  cent 

91-14 

182-28 

273-42 

364'56 

455-70 

911-4 

1458-24 

25  per  cent 

II3'92S 

227-85 

34i'775 

4SS'70 

569*625 

"39-25 

1822-80 

40  per  cent 

182-28 

364"S6 

546-84 

729-12 

911*4 

I822'8 

2916-48 
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Spherical  Aberration 


For  Making  any  Quantity  of  Solution  when  stated  in  Parts 
per  lOOO,  100,  etc. 
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To  m^ke 
solution  of 

Grains. 

Grains. 

Grains. 

Grains. 

Grains. 

Grains. 

Grains. 

I  in  i,ooo 

■4S57 

■9114 

I -3671 

1-8228 

2-278 

4-S'!7 

7-291 

I  in  soo 

•9114 

1-8228 

2-7342 

3-6456 

4-557 

9-114 

14-583 

I  m  400 

I"i39 

2-278 

3-4177 

4-557 

5-695 

11-392 

18-228 

I  in  300 

i"5ig 

3-035 

4-557 

6-076 

7-59 

15-19 

24-304 

I  m  200 

2-2783 

4-557 

6-8355 

9-114 

11-39 

22-785 

36-456 

I  in  100 

4'5S7 

9-114 

13-671 

18-228 

.22-785 

45-57 

72-912 

I  in  so 

9'ii4 

18-228 

27-342 

36-456 

45-57 

91-14 

145-824 

I  in  25 

18-228 

36-456 

54-684 

72-912 

91-14 

182-28 

291-648 

I  in  10 

45-570 

91-140 

136-710 

182-280 

227-83 

455-73 

729-120 

I  m  s 

91-14 

182-28 

273-42 

364-56 

455-7 

911-4 

1458-24 

We  may  say  that,  in  giving  the  above  figures,  the  resulting  solution 
is  sufBciently  correct  as  regards  percentage  composition,  though  "it 
may  measure  slightly  more  than  the  water  taken,  owing  to  the 
increase  in  volume  which  always  takes  place  in  some  degree  when 
a  solid  passes  into  a  solution  in  a  given  amount  of  liquid.  This 
expansion  is  not  appreciable  for  small  amounts  of  the  solid,  say  up 
to  5  per  cent.,  but  at  25  per  cent.,  or  more,  it  may  be  very  noticeable. 

Specific  Gravity.    See  Hydrometers  and  Hydrometry. 

Spectacle  Lens.    See  Monocle  and  Lens. 

Speed  of  Plates.    See  Exposure. 

Spherical  Aberration.  When  a  simple  convex  lens  and 
short  focus  is  used  to  project  an  image  on  to  a  focussing  screen 
it  will  be  found  that  the  image  is  nowhere  absolutely  sharp  ;  and 
the  reason  of  this  indistinctness  is  spherical  aberration.  Let 
L,  fig..  121,  represent  a  short-focus  convex  lens,  and  r'r'r  r  repre- 
sent rays  of  light  striking  the  lens  ;  the  marginal  rays  r  r  cross 
the.  axis  of  the  lens  or  come  to  a  focus  at/',  a  point  nearer  the  lens 
than  the  central  rays,  r'  r'  ;  so  that  if  an  image  at  /  be  examined 
it  will  be  seen  to  be  surrounded  by  an  aureola  or  ring  of  light,  a  b, 
which  is  formed  by  the  spreading  of  the  marginal   rays  after 
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Spherical  Aberration 

meeting  at  the  focus  /'.  This  ring  is  called  lateral  spherical 
aberration,  and  the  diameter  of  the  same  is  termed  the  expression 
of  the  lateral  aberration.  The  distance  along  the  axis  of  the  lens 
between  the  principal  focus,  or  the  focus  of  the  central  rays,  R  r', 
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.  Fig.  121. 

aty;  and  the  focus  of  the  marginal  rays,  r  r,  atf,  is  called  longi- 
tudinal aberration.  In  this  case  the  focus  of  the  marginal  rays, 
being  shorter  than  that  of  the  central  rays,  the  aberration  is 
called  positive  spherical  aberration.  The  circle  of  least  confusion 
or  least  aberration,  or  the  smallest  section  it  is  possib.le  to  make 


yj' 


Fig.    122. 


of  the  cone  of  rays,  is  situated  between/"  and/"'.  In  negative 
or  divergent  lenses  the  central  rays,  r'  r',  emerge  in  the  direction 
id,  and  the  marginal  rays,  r r,  in  the  direction  iiei.  The  central 
rays  prolonged  cut  the  axis  At/,  which  is  then  the  principal  focus, 
and  the  marginal  rays  produced  cut  the  axis  at/' ;  therefore  the 

6o2 


Spherical  Aberration 


focus  of  the  marginal  rays  is  longer  than  that  of  the  central  rays, 
and  this  is  termed  negative  spherical  aberration.  The  sphericity 
of  the  surfaces  of  a  lens  being  the  cause  of  spherical  aberration, 
it  necessarily  follows  that  the  more  curved  these  surfaces  are 
relative  to  the  diameter  of  the  lenses  the  greater  is  the  spherical 
aberration  ;  thus,  lenses  of  comparatively  short  focus  and  large 
aperture,  like  portrait  lenses,  are  more  likely  to  suffer  from 
spherical  aberration.  Any  divergent  or  convergent  lens  suffering 
from  this  defect,  in  a  greater  or  less  degree,  may  be  cured  to  a 
great  extent  by  placing  a  diaphragm  or  stop  in  front  of  the  lens. 


„.-^itil 


'■-•TrT 


J 


Fig.   123. 


which  actually  reduces  the  lens  to  a  smaller  working  aperture, 
and  thus  prevents  the  marginal  rays  from  being  refracted  by  the 
lens.  The  use  of  the  diaphragm,  however,  will  not  completely 
cure  spherical  aberration.  It  reduces  it,  it  is  true,  to  a  negligable 
quantity;  thus  let  In,  fig.  123,  represent  a  convex  lens;  it  is 
obvious  that  the  marginal  rays  will  be  refracted  and  meet  at  / 
whereas  the  central  rays  cross  the  axis  aa  at  f,  farther  from  the 
lens  ;  by  the  insertion  of  a  diaphragm  the  marginal  rays  are 
prevented  from  reaching  the  lens,  and,  therefore,  only  the  central 
rays  are  used  to  form  the  image.  Certain  portrait  lenses  and  others 
have  been  placed  on  the  market,  by  means  of  which  a  certain 
amount  of  spherical  aberration  is  designedly  left  outstanding  or 
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"  Spirit "  Photography        Stamp  Fhotogiaphs,  Camera  for 

can  be  introduced  at  will,  giving  the  so-called  diffusion  of  focus. 
Spherical  aberration  may  be  detected  in  a  lens  by  very  simple 
tests,  and  its  effect  is  to  render  the  image  upon  the  focussing 
screen  indistinct,  so  that  it  is  impossible  to  focus  accurately 
either  the  centre  or  the  margins.  An  easy  test  is :  To  a  window 
affix  two  small  circles  of  opaque  paper  so  as  just  to  touch  each 
other,  and  having  focussed  these  on  the  centre  of  the  screen, 
insert  a  diaphragm  by  the  aid  of  a  focussing  magnifier,  and  see 
whether  the  images  gain  in  sharpness.  If  they  do,  spherical 
aberration  has  not  been  totally  eliminated.  Another  method  is 
to  cut  a  piece  of  opaque  paper  the  exact  size  of  the  lens,  and 
then  cut  the  centre  of  this  circle  out,  so  as  to  leave  a  ring  about 
one-seventh  the  diameter.  Then  lightly  affix  this  ring  to  the 
front  of  the  lens,  and  focus  a  sheet  of  newspaper,  or  the  two 
circles  of  paper  mentioned  above;  then  remove  the  ring  and 
affix  the  central  circle  to  the  lens,  and  again  focus.  There  should 
be  no  alteration  of  focus  if  there  is  spherical  aberration  present. 

"Spirit"  Photography.  The  general  scene  having  been 
arranged,  together  with  any  persons  to  whom  the  "  spirit "  is 
to  manifest  itself,  about  two-thirds  of  the  exposure  is  given- 
The  lens  is  now  capped,  and,  while  all  others  are  still,  the 
"spirit"  steps  into  its  place,  and  the . remainder  of  the  exposure 
is  given.  Sometimes  it  is  more  convenient  to  include  the 
"  spirit  "  in  the  first  exposure,  which  should  then  be  short.  The 
lens  being  covered,  the  "  spirit"  walks  away,  and  the  exposure 
is  completed.  The  conventional  white  sheet  is  generally  most 
appreciated  as  a  garment.  For  instructions  how  to  produce  a 
photograph  depicting  an  interview  between  a  person  and  his 
own  ghost,  see  Polypose.    Also  see  Portraiture. 

ScLueegee.  A  strip  of  india-rubber  mounted  in  a  wooden 
holder.  When  drawn  or  pushed  over  wet  paper  it  not  only 
skins  the  excess  of  fluid  off,  but  also  drives  out  the  excess  of 
water  from  under  the  sheet.  The  squeegee  is  chiefly  used  for 
establishing  good  contact  between  wet  sheets  of  paper,  or  paper 
and  glass  in  carbon  printing. 

Stamp    Photographs,    Camera    for.      See    Multiplying 

Camera, 
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Stand-Development 

Stand-Development.  This  term  is  applied  to  the  system  of 
slow  development  which  has  recently  come  into  vogue.;  Saving 
of  time  being  one  considerable  advantage,  as  the  development  of 
many  plates  can  go  on  simultaneously  and  the  plates  may  be 
generally  left  all  night.  The  dilute  developers  used  for  stand- 
development  tend  largely  to  balance  faults  of  exposure. 

Grooved  porcelain  baths  are  now  sold' for  use  when  stand- 
development  is  practised,  and  under  the  heading  Film  Photo- 
graphy we  indicate  a  device  which  is  the  equivalent  to  film 
workers.  Dilution  of  the  developers  is  the  main  difference  when 
stand-development  is  practised,  and  all  the  ordinary  developers 
except  Pyro-ammonia  and  Ferrous  oxalate  are  well  suited  for 
stand-development. 

We  may  give  a  few  examples  of  stand-developers  ;  these 
being  estimated  to  give  fully  developed  negatives  on  properly 
exposed  plates  in  about  ten  hours. 

Pyro-soda  Sulphite. 

Water  (boiled  and  cooled)         

Sulphite  of  soda,  cryst 

Washing  soda       

Pyrogallic  acid     

Hydroquinone. 

Water  (boiled  and  cooled)        

Sulphite  of  soda,  cryst.  .: 

Hydroquinone       

Carbonate  of  Potassium  ...        

Amidol. 

Water  (boiled  and  cooled)         

Sodium  sulphite,  cryst 

Amidol       

Pyrocatechin. 

Water  (boiled  and  cooled)         

Carbonate  of  potash 

Pyrocatechin         

In  preparing  ordinary  developers  it  is  not  a  matter  of  much 
importance  to  drive  oif  the  dissolved  air  from  the  water  by 
boiling  it,  but  this  precaution  should  not  be  neglected  in  the  case 
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Stannotype  Stereoscope 

of  stand-development,  because  the  proportion  of  water  is  much 
larger.  The  water  should  be  allowed  to  cool  completely  before 
use.  It  is  convenient  to  keep  a  stock  of  boiled  water  in  the 
stopped  half-gallon  bottles  sold  as  "  Winchester  Quarts  " ;  the 
bottles  being  filled  quite  up  to  the  stopper. 

Temperature  is  an  important  factor  in  stand-development,  and 
when  the  dark-room  is  in  a  cold  part  of  the  house  it  is  often 
convenient  to  bring  the  stand-bath  into  a  warm  room  ;■  it  being, 
of  course,  suitably  protected  against  light.  A  carefully  made 
case  of  sheet  metal  is  a  convenient  protection. 

Stannotype.     A  modification  of  Woodburytype  (g.v.). 

Stenopaic  Photography  {arevomos,  in  sense  of  a  narrow  way). 
Synonymous  with  Pinhole  Photography  {g.v.). 

Stereograph.  Mr.  S.  Gill's  Stereograph  is  an  old  but  very 
useful  device  for  occasionally  obtaining  a  stereoscopic  subject, 
vvith  any  camera  and  lens  of  half-plate  size  or  larger,  and  this 
without  any  alteration  to  the  camera  (see  Journal  of  the  Photo- 
graphic Society,  March  22nd,  1858,  p.  186).  Two  pieces  of  good 
quality  looking-glass,  five  or  six  inches  square,  are  hinged  to- 
gether so  as  to  open  and  close  like  a  book.  This  double  mirror 
is  now  set  up  at  a  suitable  distance  from  the  camera  (say  about 
eighteen  inches  more  or  less  as  the  case  may  be),  so  that  each 
mirror  reflects  one  aspect  of  the  subject,  and  these  aspects  come 
into  correct  position  on  the  ground  glass.  The  adjustment  is  a 
little  troublesome,  but  if  several  stereograms  have  to  be  made, 
a  special  stage  or  platform  can  be  constructed.  The  same  prin- 
ciple can  be  applied  to  the  making  of  many  small  portraits  on 
one  plate,  as  in  the  case  of  the  so-called  stamp  portraits. 

Stereoscope  (arcpeosi  solid,  and  a-Konfa,  I  look  at).  This 
instrument,  which  affords  the  best  illustration  of  the  nature  of 
binocular  vision,  is  largely  dependent  on  photography  for  fur- 
nishing pictures  possessing  the  required  accuracy  of  drawing. 
A  twin-lens  camera  is  perhaps  the  most  convenient  for  producing 
stereoscopic  views,  and  is  an  essential  when  instantaneous  pic- 
tures are  required.  For  subjects  which  are  not  liable  to  move 
any  camera  may  be  used,  the  two  elements  of  the  stereogram 
being  taken  at  a  distance  apart  which  may  vary  from  a  few 

606 


stereoscopic  Projection  by  Lantern      Supplementary  Lens 

inches  for  near  objects  to  several  feet  for  'distant  objects. 
Mr.  Chadwick's  "  Stereoscopic  Manual,"  mentioned  in  our  Biblio- 
graphy (p.  76),  is  a  convenient  handbook,  and  is  written  by  one 
who  is  an  enthusiast  in  connection  with  the  stereoscope.  (See 
Anaglyph,  Stereograph,  Crystal  Cubes,  and  Parallax 
Stereogram.) 

Steroscopic  Projection  by  Lantern.    See  Anaglyph. 

Stripping  Negatives.  See  Negatives,  Stripping  of;  also 
Reversed  Negatives. 

Sulpho-Pyrogallol.  A  term  given  to  a  solution  of  pyro- 
gallic  acid  in  conjunction  with  a  sulphite,  as  first  suggested 
by  Berkeley.   'The  original  formula  was  : — 

Pyrogallol     ...         ...         ...  ...         ...  i  oz. 

Sodium  sulphite      ...         ...  4  ozs. 

Citric  acid     ...         ...         ...  J  oz. 

Water  ...  ...         ...  9  ozs. 

. SulplinriC'Acid  (Ger.,  Schwefelsaure ;  Fr.,  Acide  Sulfurique.') 
HgSO,  ^=  98.  It  is  prepared  by  roasting  iron  or  copper  pyritet 
and  oxidising  the  sulphur  dioxide.  Specific  gravity :  1845.  ^^ 
is  used  in  photography  as  a  clearing  agent,  and  for  many  other 
purposes.  It  forms  salts  called  sulphates.  It  is  extremely 
corrosive  and  caustic.  Great  heat  is  evolved  when  it  is  mixed 
with  water,  the  temperature  being  raised  to  nearly  boiling  point ; 
great  care,  therefore,  should  be  used  in  mixing  it. 

Sulphurous  Acid  (Ger.,  Schwefligivasserstoffsdure ;  Fr,, 
Acide  Sulfureux).  Sulphur  dioxide  is  prepared  by  deoxidising 
sulphuric  acid  with  charcoal ;  and  this  gas,  when  dissolved  in 
water,  forms  a  colourless  liquid,  with  pungent  sulphurous 
odour,  and  containing  5  per  cent,  of  sulphurous  anhydride,  SOj. 
Specific  gravity,  i'025.  It  should  be  freshly  prepared,  as  it 
changes  by  keeping  into  sulphuric  acid.  It  is  recommended 
for  preserving  pyrogallol,  and  forms  one  of  the  ingredients  of 
Beach's  Developer  (q.v.).  Care  should  be  exercised  in  handling 
this,  not  to  inhale  the  fumes,  which  are  extremely  irritating. 

Supplementary  Lens.  See  Amplifier  and  Lens;  also 
Adon. 
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Sympathetic  Photographs  Textiles,  Printing  on 

Sympathetic  Photographs.  An  image  composed  of  in- 
soluble gelatine  is  formed  in  the  mass  of  a  sheet  of  unsized 
paper,  so  that  when  the  sheet  is  dipped  in  water  the  image 
appears,  by  reason  of  those  portions  free  from  gelatine  becoming 
transparent.  As  the  sheet  drys  the  image  disappears.  If,  on 
the  other  hand,  the  sheet  is  saturated  with  varnish,  the  image 
remains.  Soft,  unsized  paper  is  soaked  in  a  warm  bichromated 
gelatine  solution  (5  of  gelatine,  100  of  water,  i  of  bichromate 
potassium),  and  when  dry  is  exposed  under  a  negative.  AH 
soluble  matter  is  now  removed  by  soaking  in  warm  water. 
Prints  of  this  kind  were  made  and  exhibited  by  Mr.  Stone  many 
years  ago.  Such  a  print  may  be  employed  as  a  kind  of  stencil, 
if  a  dye  solution  is  allowed  to  ooze  through  it. 

Synthol  Developer.    See  Development  and  Developers. 

Talbotype.    See  Calotype. 

Tannic  Acid  (Ger.,  Gerbsdure;  Fr.,  Tannin).  Q^J^^f=(i\il. 
This  is  not  a  true  acid,  but  a  glucoside  obtained  from  galls. 
Solubility :  10  in  8  of  water,  10  in  8  of  alcohol,  sparingly  soluble 
in  ether,  its  photographic  use  being  limited  almost,  if  not  entirely 
to  the  old  collodion  process. 

Tartaric  Acid  Ger.,  Weinsteinsdure;  Fr.,  Acide  Tarlarique)., 
HjCjHjOg^iSO.  Prepared  from  the  impure  cream  of  tartar  in 
the  lees  of  wine  by  precipitation  by  chalk,  and  subsequent  addition 
of  sulphuric  acid.  Solubility :  i  in  -66  of  cold  water,  i  in  -5 
of  boiling  water  ;  soluble  also  in  alcohol  and  ether.  Its  use  in 
photography  is  limited,  being  so.metimes  used  instead  of  citric 
acid,  and  for  preserving  sensitised  paper. 

Tea  Process.  Infusion  of  tea  used  as  a  preservative  or 
organifier  of  the  wet  collodion  film. 

Telephotographic  Lens.    See  Lens. 
Telephotoscopy.    See  Electric  Telephotoscopy. 
Testing,  Chemical.    See  Analysis. 

Test  Papers.  Small  slips  of  bibulous  paper  soaked  in  a  solu- 
tion of  litmus  or  other  dye,  and  used  for  testing  any  liquid  for 
its  alkalinity  or  acidity. 

Textiles,  Printing  on.  See  Silk,  Diazotype,  and  Dyeing. 
For  enlarging  on  canvas,  see  Enlarging. 
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Thermometer  and  Thermometrjf 

Thermometer  and  Thermometry.  The  thermometer  is  an 
instrument  used  for  determining  the  temperatures  of  different 
substances,  liquids,  and  gases.  These  instruments  are  so  gene- 
rally known  that  but  little  description  is  needed ;  but,  as  several 
different  methods  of  marking  them  are  in  vogue,  the  following 
explanation  and  rules  may  make  all  clear : — There  are  three 
principal  methods  of  division — Reaumur,  Celsius  or  Centigrade, 
and  Fahrenheit.  Reaumur  takes  o°  as  the  temperature  of 
freezing  water,  and  divides  the  scale  between  this  point  and 
boiling  water  into  80°.  This  system  is  generally  dying  out. 
Centigrade,  or  Celsius'  system,  has  0°  as  the  freezing  point  and 
100°  as  the  boiling  point.  This  system  is  gradually  gaining 
ground.  Fahrenheit's  system  has  32'  as  the  freezing  point  and 
212°  as  the  boiling  point.  This  is  the  system  in  common  use 
in  England.  To  convert  degrees  of  one  scale  into  those  of 
another  the  following  rules  must  be  used:— 

To  convert  Reaumur  into  Centigrade. 

Multiply  by  5  and  divide  by  4. 

Example  :  80°  R  X  5  -f  4  =  100°  C. 
To  convert  Reaumur  into  Fahrenheit. 

Multiply  by  9,  divide  by  4,  and  add  32. 

Example:  80='  R.  X  9  -i-  4  +  32  =  212°  F. 
To  convert  Centigrade  into  Reaumur. 

Multiply  by  4  and  divide  by  5. 

Example:  100°  C.  X  4  -^  5  =  80°  R. 

To  Convert  Centigrade  into  Fahrenheit. 

Multiply  by  9,  divide  by  S,  and  add  32  to  the  result. 

Example:  100°  C.  X  9-7-5  =  32212°  F. 
To  Convert  Fahrenheit  into  Reaumur. 

Subtract  32,  multiply  by  4i  and  divide  by  9. 

Example:  212°  F.-32  X  4-7-9=80°  R. 
To  Convert  Fahrenheit  into  Centigrade. 

Subtract  32,  multiply  by  5,  and  divide  by  9. 

Example:  212°  F.-32  x  5  -j- 9  =  100°  C- 

See  Absolute  Temperature. 
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Thermometer  and  f  hermomeiry 

Table  for  conversion  of  Fahrenheit,  Centigrade,  anD 
MauMur. 
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+  100 
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76-67 

61-33 
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53-33 
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52-78 

42-22 
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7911 
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60-44 
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52-22 

41-78 
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98-33 

78-67 
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75 

60 
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51-67 

41-33 
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74-44 

59-56 
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51-11 

4089 
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97-22 
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165 

73-89 
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73-33 
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40 
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163 

72-78 
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95-55 

76-44 

162 

72-22 

57-78 
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95 

76 
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57-33 
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48-33 

38-67 
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94-44 

75-56 
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71-11 
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47-78 

38-22 

201 

93-89 

75-11 
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56-44 

117 

47-22 

3778 
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74-67 
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70 

56 
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90 

72 
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65 

52 

107 

41-67 
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86-67 
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50-67 
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40 

32 
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39-44 

31-56 
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38-89 

31-11 
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85 

68 
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61-67 

49-33 

lOI 

38-33 

30-67 
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84-44 

67-56 
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48-89 
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37-78 

30-22 

■f3 

83-89 

67-n 
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60-55 

48-44 

99 

37-22 

29-78 

182 

^3-33 

66-67 

140 

60 

48 

98 

36-67 

29-33 

181 

82-78 

66-22 

139 

■59-44 

47-56 

97 

36-11 

28-89 

180 

82-22 

65-78 

>38 

58-89 

47-11 

96 

35-55 

28-44 

179 

81-67 

65-33 

137 

5833 

46-67 

95 

35 

28 

178 
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64-89 

136 

57-78 

46-22 

94 

34-44 

2756 
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fS'" 
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45-78 

93 

33-89 

27-11 
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80 

64 
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45-33 

92 
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63-56 
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56-11 

44.89 

91 
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78-89 

63-11 
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55-55 

44-44 

90 

32-22 

25-78 
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78-33 

62-67 
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55 

44 

89 

31-67 

25-33 
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130 
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43-56 

88 

31-1 1 
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77-22 

61-78 
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53-89 
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87 
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24-44 

610 


Thermometer  and  Thermometry 

Table  for  conversion  of  Fahrenheit,  Centigrade,  and 
Reaumur  {Continued). 
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36 
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78 
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77 

25 

20 

34 
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18 
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60 
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17 
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39 

16 

12 

16 

-  889 

-  7-11 
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—32-22 
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58 

14-44 

11-56 

15 

—  9'44 
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-32-78 
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57 

13-89 
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14 

—10 

—  8 

-28 

-33-33 

-26-67 

56 
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13 
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-8-44 

—29 
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55 

12-78 
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12 
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-30 

^34-44 
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54 

12-22 
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11 

—11-47 
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-31 

-35 
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53 

11-67 

10 

— 12-22 

-9-78 

-32 

-35-55 
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52 
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9 
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51 
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8 
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-34 
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10 

8 

7 
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49 
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6 

—14-44 
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-36 
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48 

8-89 
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5 

—15 
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-38-33 
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47 

8-33 

6-67 

4 

-15-55 

-12-44 

-38 

-38-89 
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46 
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6-22 

3 

— 16-11 

-12-89 

-39 

—39-44 
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45 

7-22 

5-78 

2 
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—13-33 

-40 

-40 

-32 

44 
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Thinness  of  Negative  Tliiosinnamine 

Thinness  of  Negative,  This  may  be  the  effect  of  three 
causes  :  first,  under-exposure  ;  second,  over-exposure ;  and  third, 
under-development.  Thinness  from  under-exposure  is  usually 
caused  by  the  whole  plate  veiling  over  before  sufficient  density 
can  be  obtained,  due  to  the  use  of  excessive  alkali  (see  Under- 
exposure). In  the  case  of  over-exposure  it  is  due  to  the 
energetic  action  of  the  developer,  consequent  upon  the  too  great 
action  of  light  (see  Over-Exposure).  In  under-development 
the  result  is  thinness,  consequent  upon  the  developer  not 
deducing  sufficient  silver  salt  to  the  metallic  state.  This  is 
generally  distinguished  from  over-  or  under-exposure  by  the 
absence  of  fog  or  veiling. 

Thiocarbamide  (Ger.,  Sulphohamstoff,  Thiocarbamid ;  Fr. 
and  Ital.,  Thiocarbamid).  Synonym,  Thiourea.  CH4N2S.  This 
organic  compound  was  proposed  by  Dr.  Bogisch  as  a  fixing  agent 
for  chloride  of  silver,  but  its  great  utility  is  for  the  removal  of 
stains  of  pyro  or  other  developers,  for  removing  green  fog  and 
silver  stains,  for  which  purpose  the  following  solutions  are 
recommended. 

Thiocarbamide        20  grs. 

Citric  Acid 10    „ 

Water  2  ozs. 

or, 

Thiocarbamide        20  grs. 

Alum  20    „ 

Acetic  Acid 10  minims, 

Water  2  ozs. 

Thiocarbamide  in  the  developer  has  a  remarkable  tendency  to 
bring  about  reversal. 

Thiosinnamine  (Ger.,  Allyhulphoharnstoff,  Thio- 
sinamin  ;  Fr.  and  Ital.,  Thiosinamiri).  Synonym :  AUylsulphurea. 
CSNHjNHCjHj  is  an  organic  compound  obtained  by  the  action 
of  ammonia  on  oil  of  mustard.  It  was  suggested  by  Liesegang 
as  a  fixing  agent  for  chloride  of  silver,  but  it  has  not  come  into 
general  use.  Like  thiocarbamide  it  tends  to  bring  about  reversal 
if  added  to  the  developer.  Thiosinnamine  is  said,  like  glucose, 
to  prevent  the  evolution  of  gas  in  the  case  of  the  hydroxyla- 
mine  developer. 
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Thought  Photographing.    See  Retinal  Impression. 

Time,  Development  by.  A  system  advocated  by  Mr.  Alfred 
Watkins,  who  has  devised  a  special  clock,  the  eikronometer,  as 
an  aid  in  the  method.  The  basis  of  the  system  is  the  time  of 
appearance ;  the  time  of  appearance  being  the  time  elapsing 
between  pouring  on  and  the  first  appearance  on  the  plate  of  any 
trace  of  the  image.  It  follows  then,  says  Mr.  Watkins,  that  if 
the  plate  be  always  developed  for  a  given  multiple  of  the  time  of 
appearance,  a  standard  amount  of  contrast  will  always  be  secured 
even  with  changes  of  temperature  or  alkali.  This  multiple  is 
called  the  multiplying  factor. 

We  may  now  take  a  note  from  Mr.  Watkins'  latest  instructions, 
as  given  in  The  Amateur  Photographer  for  April  12th,  1901. 

Procedure. 
The  developer  being  mixed,  place  the  plate  in  the  dish,  and  at 
the  moment  the  hand  of  your  watch  touches  an  even  minute, 
pour  on,  and  rock  the  dish ;  the  moment  the  high-lights  are  first 
seen  on  the  creamy  surface,  note  the  time.  The  time  elapsing 
between  pouring  on  and  first  appearance  is  the  time  of  appear- 
ance, and  this,  multiplied  by  the  multiplying  factor,  gives  the 
total  time  for  development.  It  is  usually  convenient  to  count 
seconds  when  you  pour-on,  a  half-second  chain  pendulum  (as 
used  in  my  exposure  meter)  being  a  convenient  timekeeper,  as 
the  beats  can  be  counted  by  touch  without  looking  at  it. 
Example:  The  image  appears  in  45  seconds  with  a  two-grain 
pyro-soda  developer  (half  grain  bromide) ;  five  is  the  factor,  and 
the  total  development  is  therefore  3f  minutes.  If  greater  con- 
trast should  be  wanted,  use  a  factor  of,  say,  seven  times  ;  if  a 
small  degree  of  contrast,  as  in  a  snow  scene,  three  and  a  half 
times  may  be  enough. 

What  Developer  to  Use. 
It  really  does  not  much  matter,  except  that  those  in  which 
density  follows  detail  very  quickly  should  be  avoided  for  half- 
tone work. 

Multiplying  Factor. 
This  is  the  ratio  between  time  of  appearance  and  the  attain- 
ment of  a  desired  amount  of  contrast  between  the  tones. 
The  figures  given  are  not  a  fixed  quantity,  but  are  to  be  varied 
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according  to  the  photographer's  ideal  as  regards  contrast  in  the 
negative,  which,  as  is  well  known,  varies  for  different  printing 
processes : — 


Pyro  soda  :  i  gr.  pyro,  |  gr.  bromide 

If  tl  ^  It  It         !■  •• 


Factor. 

9 

5 

4i 

4 

3i 

44 

5i 

5 

5 

5 


...  28 

...  7 

...  i8 

...  14 

...  40 

...  H 

...  lo 

...      12 

...      9 

Mr.  Watkins  says  :  The  factors  for  combined  developers  vary 
with  the  proportion  of  the  constituents. 

Sometimes  there  is  no  high  light  in  the  negative,  in  which  case 
(as  in  photographing  a  carving)  note  the  first  appearance,  and 
use  a  factor  about  three-fifths  the  usual  one. 

For  sky  negatives  use  a  factor  one-third  to  one-half  the  usual 
one ;  for  show  scenes  or  white  objects,  one-half  to  two-thirds. 
To  increase  contrast  in  the  negative  increase  the  factor,  and 
vice  versd. 

Let  your  aim  be  to  develop  for  a  given  amount  of  contrast  in 
the  print,  not  for  a  certain  standard  of  density  in  the  negative. 
If  you  desire  more  contrast,  use  a  higher  factor;  if  less  contrast, 
a  lower  one.  Working  on  this  plan,  the  factor  decides  the 
contrast  in  the  print,  and  the  amount  of  exposure  decides  the 
density  of  the  negative.  Therefore,  if  you  are  erratic  in  your 
exposures  your  negatives  will  be  of  all  kinds  of  printing  density, 
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Titles  on  Prints 

but  the  prints  will  be  more  even  than  you  deserve.  My  exposure 
meter  would  secure  fair  uniformity  in  density  of  negative.  This 
timing  method  will  rectify  the  invariable  error  of  all  who  develop 
on  the  old  plan  of  over-developing  their  under-exposures  and 
under-developing  their  over-exposures.  So  universal  is  the 
latter  error  that  it  is  a  fixed  belief  amongst  even  experts  tliat 
over-exposure  causes  thinness  in  the  negative,  whereas  the  cause 
is  simply  that  the  negative  is  taken  out  of  the  developer  too  soon. 
If  left  in  its  proper  time,  it  would  have  ensured  a  negative  of 
greater  density  than  usual  and  taking  a  long  time  to  print,  but 
of  correct  gradation,  On  the  contrary,  snap-shots  (which  are 
almost  always  on  the  side  of  under-exposure)  are  usually 
developed  too  far,  until  they  have  gained  the  "soot  and  white- 
wash "  stage  of  contrast.  Timing  obviates  this,  and  secures  a 
thin  negative,  which  is  perhaps  troublesome  to  print,  but  has 
correct  gradation. 

The  Eikronometer. 
Mr.  Watkins  has  always  pointed  out  that  a  special  instrument 
is  not  absolutely  necessary  to  carry  out  his  method,  still  it  is  a 
fact  that  a  watch  is  by  no  means  convenient  in  a  dark-room,  the 
minute  divisions  being  so  small.  The  eikronometer  is  a  small 
clock  with  hand  going  round  once  in  ten  minutes,  and  the 
minute  divisions  are,  therefore,  large  and  easily  read.  It  is  also 
provided  with  a  suitable  calculator.  Mr.  Watkins  reminds 
photographers  that  the  whole  method  of  timing  by  a  multiple  of 
the  appearance  of  the  image  is  protected  by  patent  still  in  force, 
but  he  has  always  given  free  permission  for  its  use  except  with 
special  appliances. 

Titles  on  Prints.  Numerous  methods  have  been  suggested 
for  use,  such  as  writing  backwards  on  the  negative,  employing 
type,  carbon  tissue,  etc.  A  useful  method  is  to  write  the  title 
first  of  all  on  the  paper,  before  printing,  with  some  aqueous  non- 
actinic  or  opaque  colour,  such  as  gamboge  or  Indian  ink,  the 
same  being  washed  off  prior  to  toning;  or  the  following  may 
be  used  after  toning : — 

Iodide  of  potassium lo  parts. 

Water 3o    „ 

Iodine i     n 

pum I     II 
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Write  with  this  on  a  dark  portion  of  the  print,  when  the  letters 
will  soon  become  visible  by  the  conversion  of  the  image  into 
iodide  of  silver,  which  will  be  dissolved  by  the  usual  fixing 
bath. 

Tone  Blocks,   or   Half-tone   Blocks.      See   Fish   Glue 
Process. 

Toning.     If  a  silver  print  is  placed  direct  into  the  fixing  bath 
an   unpleasant  brick-red  colour  is  the  result.     The  operation 
of  toning  consists  in  changing  this  colour  by  the  partial  sub- 
stitution of  gold  or  some  other  metal  for  the  silver  in  the  print. 
The  chemistry  involved  in  toning  is  comparatively  simple.    All 
toning  baths   contain  gold  in  such  a   state   that  it   is   readily 
deposited  upon  any  reducing  substance  which  may  be  placed 
in  it.     There  are   practically  three  conditions  of  toning  bath 
to  consider;  first,  the  acid,  secondly,  the  neutral,  and,  thirdly, 
the  alkaline  toning  bath.     At  the  present  time  the  acid  bath  is 
but    little    used;    it  strongly  attacks  the  image,   gives   bluish 
tones,  and  causes  very  slow  toning.    When  a  weak  acid,  such 
as   acetic,   boric,   or  phosphoric,   is   added   to  a  neutral   bath, 
the  tones  are  reddened   and  the  image  weakened.     When  in 
practice  a  neutral  salt,  such  as  acetate,  borate,  or  phosphate  of 
soda,  is  added  to  acid  solution  of  chloride  of  gold  the  hydrochloric 
acid  immediately  combines  with  the  base   and  sets  free  the 
weaker   acid.      The   second  class   of  toning    baths  are  those 
which  give  the  most  beautiful   purple  tones,  and  as  they  are 
comparatively  stable  they  may  be  used  over  and  over  again,  and 
strengthened  by  the  addition  of  more  neutral  solution  of  gold. 
The  third  class,  or  alkaline  baths,  have  a  tendency  to  give  rather 
more  bluish  shades  than  the  neutral.    The  addition  of  carbonate 
of  soda,  or  any  alkaline  carbonate,  to  solution  of  chloride  of  gold 
neutralises  the  free  acid,  chloride  of  sodium  being  formed  ;  and 
if   an  excess  of   alkali  be   present,  stable  compounds  of   gold 
are  formed,  which  are  not  reduced  by  silver.     If  no  alkali  be 
present  in  excess,  the  toning  power  lasts  longer,  only  toning 
takes  place  somewhat  more  slowly.    With  freshly  mixed  alkaline 
baths  it  is  stated  by  Lainer  and  Davanne  that  one  atom  of  gold  • 
only  .replaces  three  atoms  of  silver. 

AuClj-H  3Ag=3AgCl  +  Au. 
With  a  small  excess  of  alkali  the  chloride  of  gold  is  decomposed 
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into  aurous  chloride  according  to  Davanne  and  Girard.  And  an 
old  bath  in  this  state,  for  the  change  takes  place  but  slowly 
replaces  one  atom  of  silver  with  one  atom  of  gold. 

AuCl  +  Ag = AgCl  +  Au. 

And  the  prints  in  the  latter  case  are  most  vigorous  and 
permanent.  Finally,  the  toning  baths  become  quite  colourless 
and  will  not  tone.  Numerous  formulae  have  been  given  for 
toning  baths,  and  in  many  cases  merely  the  quantities  of  the 
salts  are  altered.  In  many  cases  ffle  new  formulae  are 
recommended  as  giving  exceptionally  fine  tones  or  possessing 
some  particular  property  which  in  many  cases  can  be  explained 
by  the  fact  that  the  addition  of  more  of  one  ingredient  may 
convert  the  bath  from  a  neutral  to  an  alkaline  one.  Mercier 
in  his  valuable  little  treatise,  "  Virages  et  Fixages,''  formulates 
the  following  rules  which  are  instructive. 

I.  When,  in  making  a  toning  bath,  ingredients  more  or  less 
alkaline  are  used,  the  proportion  of  such  ingredients  necessary 
to  decolorise  the  bath  is  less  the  more  alkaline  it  is.  Taking 
as  a  typical  bath  one  containing  chloride  of  gold  I  part,  water 
i,ooo  parts,  the  following  are  the  necessary  proportions  of  salts 
to  decolorise  the  bath  completely  in  six  hours :  caustic  potash 
07  parts,  potassium  bicarbonate  2  to  3  parts,  sodium  tungstate 
12  to  18  parts,  sodium  phosphate  25  to  30  parts,  borax  4  to  5 
parts.  When  only  slightly  soluble  substances  are  used,  then 
the  above  rule  should  read  :  When  a  solution  of  chloride  of 
gold  is  treated  with  a  substance  slightly  alkaline  and  slightly 
soluble,  the  decoloration  is  more  rapid  the  more  alkaline  the 
substance  is. 

2.  If  the  salts  employed  are  alkaline  oxides,  the  bath 
decolorises  and  becomes  fit  for  use  the  quicker  the  greater 
the  quantity  of  salt  employed. 

3.  All  neutral  or  slightly  alkaline  toning  baths  used  im- 
mediately they  are  colourless,  tone  very  rapidly  and  tend  to  give 
violet-black  tones. 

4.  All  neutral  or  slightly  alkaline  toning  baths  lose  their 
activity  gradually;  the  more  alkaline  the  bath  the  quicker  this 
takes  place. 

5.  Acid  toning  baths  (those  reddening  litmus  paper  very 
slowly)  do  not  become  colourless  when  made  with  pure  mineral 
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salts ;  those  prepared  with  organic  salts  become  colourless  when 
they  approach  neutrality,  or  when  prepared  with  reducing  salts. 

6.  Acid  toning  baths  preserve  their  toning  power  indefinitely, 
and  their  activity  is  greater  the  less  acid  they  are. 

7.  The  tones  obtained  with  the  different  papers  and  different 
baths  depend  upon  the  amount  of  gold  deposited ;  the  quicker 
the  prints  tone,  and  the  more  complete  the  toning  action,  the 
nearer  the  tone  approaches  to  a  blue  black. 

The  colour  obtained  by  toning  varies  with  each  bath,  and 
in  many  cases  with  each  different  brand  of  paper,  and  the  tone 
depends  to  a  great  extent,  too,  upon  the  negative.  Some 
authorities  even  state  that  the  tone  of  the  print  is  fixed  when 
the  plate  is  developed,  but  the  author  cannot  quite  bear  out 
this  statement.  Good  bold  negatives  with  plenty  of  contrast 
give  more  easily  purple  and  black  tones  than  weak  muddy 
negatives  devoid  of  any  contrast,  vigour,  or  sparkle.  The 
following  are  the  baths  most  commonly  used  at  the  present 
time,  with  some  notes  on  the  same : — 


I.  Acetate  Bath. 

Chloride  of  gold      

...       igr. 

Acetate  of  soda        

...     30grs. 

Distilled  water         

...      ID  ozs. 

Neutralise  the  gold  with  a  pinch  of  common  chalk  mixed  with 
^  oz.  of  water,  allow  to  settle,  pour  off  the  solution,  and  add  to 
the  acetate  dissolved  in  the  water.  The  bath  must  be  kept  at 
least  twenty-four  hours  before  use,  and  works  better  even  when 
older.  It  gives  brownish  purple  tones,  which  are  very  pleasing. 
The  bath  keeps  fairly  well  if  distilled  water  is  used,  and  if  no 
actinic  light  is  allowed  to  gain  access  to  it.  If  the  bath  be 
required  for  immediate  use,  hot  water  must  be  used,  and  the 
bath  may  be  used  as  soon  as  cold.  After  toning,  the  bath 
should  not  be  thrown  away,  but  filtered  and  kept  for  use  instead 
of  water  for  diluting  the  next  bath.  The  author  prefers  keeping 
a  concentrated  solution  as  follows  : — 

Chloride  of  gold       15    grs. 

Acetate  of  soda        480     n 

Distilled  water,  to  make     7^  ozs. 

For  use,  mix  |  oz.,  equal  to  l  gr.  of  gold,  to  ^  pint  water  foT 
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every  sheet  of  paper  to  be  toned.  After  use,  the  bath  may  be 
filtered  and  preserved  to  dilute  the  next  bath. 

2.  Bicarbonate  and  Acetate  Bath. 

Chloride  of  gold       IS  gfs. 

Bicarbonate  of  soda...         ...         .j.         ...       30    „ 

Acetate  of  soda        360    ,, 

Distilled  water         15  ozs. 

Add  the  gold  and  bicarbonate  of  soda  to  2  ozs.  of  water,  shaking 
occasionally,  and  keep  till  colourless ;  then  add  the  acetate  and 
remainder  of  water,  and  keep  for  six  hours,  and  dilute  as  for  the 
acetate  bath.  The  same  directions  apply  to  this  bath  as  to  No.  I, 
Rich  purple-black  tones  are  obtained. 


3.  Borax  Bath. 

Chloride  of  gold 

I  gr. 

Borax...        ., '    ... 

20grs. 

Distilled  water         

10  ozs. 

4.  Bicarbonate  Bath. 

Chloride  of  gold      

I  gr. 

Bicarbonate  of  soda           

...      3ogrs. 

Distilled  water         

10  ozs, 

These  give  warm  brown  tones,  the  latter  inclining  to  purplish 
black.    They  can  be  used  as  soon  as  made,  but  will  not  keep.. 

5.  Phosphate  Bath. 

Chloride  of  gold       I  gr. 

Phosphate  of  soda 20  grs. 

Distilled  water         10  ozs. 

Gives  warm  purplish  tones.    May  be  used  as  soon  as  mixed. 
Will  not  keep. 

6.  Compound  Bath. 
Stock  Solution. 

Borax 33°  grs. 

Acetate  of  soda        180    „ 

Bicarbonate  of  soda 9°   » 

Distilled  water         .., 20  ozs, 
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Toning  Bath. 

Stock  solution         lo  drms. 

Cliloride  of  gold       ...         ...         i  gr. 

Distilled  water         lo  ozs. 

Mix  two  hours  before  using.  Retain  the  bath  after  each  toning, 
and  use  instead  of  water  for  new  toning  bath.  This  gives 
exceedingly  rich  brown  tones,  and  is  a  great  favourite  of  the 
author's. 

7.  Carbonate  Bath. 

Chloride  of  gold       i  gr. 

Carbonate  of  so'da 15  grs. 

Distilled  water         10  ozs. 

Mix  half  an  hour  before  use.  Will  not  keep.  Tone  to  purplish 
blue,  and  fix.  The  resulting  colour  is  a  good  brown,  free  from 
any  purplish  tinge.  But  to  get  a  true  sepia  tone  use  water  at 
about  170°  F.,  add  the  gold,  and  use  in  ten  minutes. 

S.  Chloride  of  Lime  Bath. 

Chloride  of  gold       15  grs. 

Common  chalk         ...         150    „ 

Chloride  of  lime       ..;         24    „ 

Lime  water 15  ozs. 

Add  the  gold  to  the  chalk,  and  mix  into  a  paste  with  a  little  lime 
water,  and  leave  for  one  hour ;  filter,  and  wash  the  filter  with 
the  remainder  of  the  lime  water  in  which  is  dissolved  the  chloride 
of  lime.  Add  1  oz.  of  the  above  to  10  ozs.  of  water  for  every 
sheet  of  paper  to  be  toned.  When  old,  and  the  bath  refuses  to 
tone,  add  a  little  chloride  of  gold,  and  leave  for  fifteen  minutes  ; 
or  if  no  smell  of  chlorine,  add  a  grain  of  chloride  of  lime.  This 
gives  purplish  black  tones,  and  keeps  well. 

9.  Acetate  and  Chloride  Bath. 

Chloride  of  gold       IS  grs. 

Acetate  of  soda        360    „ 

Chloride  of  lime       135    „ 

Common  chalk         360    „ 

Distilled  water         15  ozs. 

The  directions  for  mixing  this  are  the  same  as  for  the  chloride 
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of  lime  bath,  the  acetate  being  added  in  solution  last.  This  gives 
warm  black  tones,  and  keeps  well. 

10.  Acetate  and  Borax  Bath. 

Chloride  of  gold      IS  grs. 

Acetate  of  soda        150    ,, 

Borax            15    „ 

Distilled  water         15  ozs. 

Mix  the  gold  and  acetate  in  3  ozs.  of  water,  and  keep  for  six 
hours.  Add  the  borax  dissolved  in  remainder,  and  use  at  once. 
This  keeps  fairly  well,  and  gives  brownish  black  tones. 

11.  Carbonate  of  Lime  Bath. 

Chloride  of  gold      15  grs- 

Carbonate  of  lime  (chalk) 75    „ 

Distilled  water         15  ozs. 

Mix  the  gold  and  chalk  and  water,  and  leave  for  one  hour. 
Keeps  fairly  well,  and  gives  brownish  purple  tones. 

12.  Tungstate  Bath. 

Chloride  of  gold       15  grs. 

Tungstate  of  soda  ..  300    ,, 

Distilled  water  (at  212°  F.)  15  ozs. 

Use  when  cooled.  Gives  very  fine  purplish  brown  tones. 
Keeps  fairly  well.  Add  an  ounce  of  stock  bath  to  the  old  bath 
for  every  sheet  of  paper  used. 

13.  Uranium  Toning  Baths. 

Uranium  nitrate  I    , 

Chloride  of  gold  [°f^^'=l> '  ^'- 

Bicarbonate  of  soda  20  grs. 

Distilled  water         10  ozs. 

This  bath  must  be  used  as  soon  as  mixed,  and  should  be  dis- 
tinctly alkaline  in  test  papers.  It  gives  very  fine  purplish  black 
tones,  and  the  author  has  found  the  best  results  follow  complete 
elimination  of  free  silver  by  salt-and-water  bath  previous  to 
toning.  The  prints  when  toned  should  also  be  placed  in  salt 
and  water. 

621 


Toning 

Chloride  of  gold       4  gfs. 

Uranium  nitrate       4    „ 

Chloride  of  sodium  (salt) 60    „ 

Acetate  of  sodium 60    „ 

Distilled  water        32  ozs. 

Neutralise  the  gold  and  uranium,  previously  dissolved  in  a  little 
water,  with  bicarbonate  of  soda.  The  prints  should  be  rather 
deeply  printed,  and  washed  free  from  silver,  and  then  toned. 
This  bath  gives  fine  blacks,  and  with  plain  or  matt-surfaced  paper 
the  results  can  hardly  be  told  from  bromide  prints.  The  follow- 
ing is  the  best  fixing  bath  for  this,  and  the  prints  should  be 
washed  in  salt  and  water  after  toning : — 

Hyposulphite  of  soda 2  ozs. 

Salt I  oz. 

Bicarbonate  of  soda J  ,, 

Water  i  pint. 

Uranium  may  also  be  added  to  any  of  the  ordinary  gold  toning 
baths  in  use.  Thus  far  the  author  has  given  formulae  for  toning 
baths  which  he  has  tried,  and  can  speak  from  personal  experi- 
ence. The  following  were  baths  in  use  some  twenty  or  thirty 
years  back,  and  some  were  much  approved  of.  The  author  regrets, 
however,  that  he  has  not  had  time  to  experiment  with  them : — 

15.  Lead  and  Gold  Bath. 

Nitrate  of  lead         ; 3°  grs. 

Chloride  of  sodiimi  (salt) 40   n 

Hyposulphite  of  soda         ..,■        240   „. 

Chloride  of  gold      i  gr. 

Distilled  water         10  ozs. 

Mix  in  warm  water.  Use  at  once.  Bath  won't  keep.  Gives 
rich  blacks.  Fix  in  fresh  hypo.  Permanency  of  tones  not 
guaranteed. 

16.  Bromide  Bath. 

Chloride  of  gold      

Carbonate  of  soda 

Sodium  bromide      

Distilled  water         

tJse  at  once.      Won't  keep.      Gives  rich  brown 
tones.    "The  more  bromide  is  added  the  redder  the  tone. 
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17.  Lime  Water  and  Acetate  Bath. 

Chloride  of  gold       •   ...       IS  gfSi 

Acetate  of  soda        180    „ 

Lime  water -  15  ozs. 

Gives  purplish  tones.     Keeps  fairly  well. 

18:  Seld'Or. 

Chloride  of  gold       I  gr. 

Hyposulphite  of  soda  4  grs. 

Hydrochloric  acid 4  drops. 

Distilled  water         ...         ...  10  ozs. 

Dissolve  the  gold  in  half  the  water,  and  add  to  the  hypo  dis- 
solved in  remainder  of  water,  stirring  constantly;  then  add  the 
acid.  Burton  strongly  recommends  this  bath.  After  toning,  put 
prints  into  a  soda  bath  and  then  fix.  So  far  all  the  baths  given 
have  referred  to  ordinary  albumenised  paper.  The  following  are 
specially  recommended  for  printing-out  emulsions,  whether  on 
glass  or  paper,  such  as  Aristotyper  In  fact,  for  the  latter  paper 
these  are  the  only  baths  which  really  give  beautiful  results : — 

19.  Sulphocyanide  Bath. 

Chloride  of  gold ...        ...  I    gr. 

Sulphocyanide  of  potash 12    grs. 

Hyposulphite  of  soda         J  gr. 

Distilled  water         ...        4    ozs. 

The.  prints  should  be  rather  deeply  printed,  and  soaked  in  a 
solution  of  alum  (l  in  10)  first  for  five  minutes,  then  given  a  dip" 
into  a  bath  of  carbonate  of  soda,  and  then  toned  faced  down- 
wards ;  afterwards  dipped  in  soda  and  fixed  in  fresh  hypo. 

20.  Fixing  and  Toning  Bath. 

Hyposulphite  of  soda         ...        6    ozs. 

Sulphocyanide  of  potash I    oz. 

Acetate  of  soda        ...         ...         I J  ozs. 

Alum ...  96    grs. 

Distilled  water         ...  21    ozs. 

Fill  the  bottle  containing  this  solution  with  clippings  of  paper  or 
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bad  prints,  oi:  add  IbcJ  gfs.  of  chloride  of  silvef,  and  leave  fof 
twenty-four  hours,  filter,  and  add 

Chloride  of  gold       I5  grs. 

„        „  ammonium       30    „ 

Distilled  water         6  ozs. 

The  same  directions  for  using  this  bath  as  for  No.  19.  The  author 
prefers  the  use  of  No.  19,  and  fixing  separately,  as  with  this  there 
is  no  certainty  as  to  when  the  gold  is  exhausted  and  sulphur 
toning  begins.  The  prints  change  to  a  bright  yellow,  and  run  the 
scale  of  colours  to  a  brilliant  purplish  black.  Both  these,  Nos.  19 
and  20,  may  be  used  for  albumenised  paper  prints. 

A  few  Maxims  for  Toning.  Prints  should  be  thoroughly 
freed  from  free  silver,  except  in  the  case  of  all  baths  containing 
chloride  of  lime  and  sulphocyanides ;  with  these  free  silver  is  an 
absolute  necessity.  After  toning,  the  prints  should  be  invariably 
placed  in  a  bath  of  salt,  and  washed  in  one  or  two  changes 
of  water ;  this  prevents  any  further  toning  action,  and  a  whole 
batch  of  prints  may  be  toned  before  hypo  is  touched  in  any 
shape  or  form.  It  is  absolutely  necessary  to  keep  the  toning 
bath,  dish,  or  fingers  uncontaminated  by  any  other  chemicals, 
or  spots  and  stains  will  be  the  result.  The  prints  should  be 
handled  as  little  as  possible  before  toning,  and  they  should  be 
kept  in  constant  motion  whilst  toning,  which  operation  should 
be  conducted  in  weak  daylight,  it  being  more  difficult  to  judge 
of  the  true  tone  by  artificial  light.  When  prints  are  given  a 
preliminary  bath  of  salt  and  water,  a  brilliant  brown  tone,  called 
"  Payne  Jenning's  Brown,"  results,  this  artist  invariably  using 
this  bath — a  preliminary  bath  of  carbonate  of  soda,  and  fuming 
the  paper  before  printing,  tending  to  give  purple  tones. 

Loss  of  Tone  in  Fixing.  This  is  so  often  a  complaint  that  no 
excuse  will  be  made  for  an  attempt  to  explain  this  annoying 
defect.  Some  baths  are  particularly  liable  to  it;  and  some 
samples  of  gold,  which  the  author  has  tested  to  try  and  find  a 
reason  for  this  defect,  were  contaminated  with  chloride  of  copper, 
most  likely  an  accidental  adulterant  from  the  use  of  an  alloy  of 
gold  and  copper  in  the  shape  of  scrap  gold,  old  jewellery,  or 
coins,  for  the  production  of  the  auric  salt.  If  copper  be  present, 
part  of  the  image  would  be  toned  by  a  coloured  compound  of 
copper,  which  would  dissolve  in  the  hypo.      Many  years  ago  the 
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addition  of  alkaline  gold. to  the  fixing  bath  was,  repommended, 
and  the  author  has  proved  this  to  be  oif  great  value  to  prevent 
loss  of  tone,  sel  d'or  being  actually  formed.  The  following  is 
the  formula  referred  to  : — 

Chloride  of  gold       ...         ...         ...         ...       i  gr. 

Carbonate  of  soda   ... 20  grs.  ' 

Hypo 4  ozs. 

Water  ■ 20   ., 

Add  the  gold  and  soda  mixed  together  to  the  hypo  solution, 
stirring  constantly.  Mr.  Anthony,  of  New  York,  recommends 
making  the  fixing  bath  distinctly  .acid  both  to  test  paper  and 
sight  by  a  slight  turbidity,  by  the  addition  of  acetic  acid,  and 
then  neutralising  the  free  acid  by  the  addition  of  carbonate  of 
soda  or  liquor  ammonia  till  distinctly  alkaline  to  test  paper. 
This  the  author  has  tried. and  found  useful ;  but  in  every  case 
the  fixing  bath  should  l>e  distinctly  alkaline,  either  by  carbonate 
of  soda  or  ammonia. 

Yellowness,  of  the  Whites  of  Prints.  This  is  at  once  a  sure 
sign  of  the  acidity  of  the  fixing  bath,  and  consequent  sulphur 
toning.  Nothing  can  be  done,  but  to  immediately  destroy  the 
print,  and  make  the  fixing'  bath  .  alkaline.  It  more  generally 
makes  its  appearance  in  cases  of  pver-toiiing,  when  some 
secondary  action  seems  to  take  :place. 

Black  Deposit  in  Toning  Baths:  •  On  keeping  for  some  time, 
especially  when  extreme  cleanliness  and  exclusion  of  actinic 
light  has  not  been  attended  to,  all -toning  baths  deposit,  more 
or  less,  a  purplish  black  precipitate,  -  which-  is  metallic  gold  in 
an  extremely  fine  state  of  division ;  and  when  this  deposit  has 
occurred  the  bath  is  utterly  useless.  To  renovate  these  old 
baths  thfe  following  plan  may. be  adopted; — Collect  the  precis 
pitate,  wash  it  well,  and  shake  up  with  distilled  water  acidulate^ 
with  nitric  acid  (i  to  80) ;  add  to  this  a  solution  of  chloride  of 
lime,  made  by  mixing  80  grs.  of  chloride  of  liriie  with  i  oz.  of 
water,  and  filtering ;  add  the  last  solution  gradually  'to  the 
deposit  of  gold  mixed  with  water,  and  heat  to  the  boiling  point ; 
it  will  then  be  found, that  as  more  chloride  of  lime  solution 
is  added  the  gold  will  dissolve.  When  entirely  dissolved,  it 
may  be  kept  for  future  use,  and  sufficient  chalk,  added  each  time 
to  neutralise  any  free  acid  before  using.     Another  raetljod  of 
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preserving  any  alkaline  toning  bath  is,  after  use,  to  add  sufficient 
hydrochloric  acid  to  make  the  bath  distinctly  acid  and  of  a 
yellow  colour.  When  required  for  use,  it  is  only  necessary  to 
add  sufficient  alkali  to  render  the  bath  colourless,  and  it  will 
work  as  well  as  a  fresh-made  one.  All  toning  baths  should  be 
distinctly  alkaline  ;  and  if  not  so,  alkali  should  be  added. 

All  amateurs  will  hail  with  welcome  a  bath  which  will  tone 
albumen  prints,  no  matter  how  long  they  have  been  printed,  or 
how  faded  and  yellow  they  may  be.  The  following  is  the  pro- 
cess invented  by  M.  Jaudaurek  of  Vienna,  which  is  of  great 
value : — 

Solution  A. 

Distilled  water         17  ozs. 

Tungstate  of  soda 154  grs. 

Solution  B. 

Carbonate  of  lime  (chemical,  pure)  ...  60  grs. 

Chloride  of  lime       15    ,, 

„         „    gold       60    „ 

Distilled  water         15  ozs. 

This  solution  should  be  made  in  a  yellow  glass  bottle,  well 
shaken  and  allowed  to  stand  for  twenty-four  hours  :  then  filtered 
into  another  yellow  glass  bottle,  and  kept  well  stoppered.  When 
the  prints  have  been  washed,  they  should  be  placed  one  by  one 
is  the  following  toning  bath : — 

Solution  A 5  ozs. 

B 70-140  m. 

They  should  not  tone  too  quickly  ;  about  ten  minutes  in  summer 
should  be  the  shortest  time.  If  they  tone  quicker  than  this 
reduce  the  quantity  of  solution  B.  After  toning  wash  the  prints 
and  place  in  the — 

Fixing  Bath. 

Solution  A. 5  ozs. 

Sodium  Hyposulphite         230  grs. 

They  should  be  allowed  to  remain  in  this  till  the  yellow  colour 
has  quite  disappeared,  which  may  take  some  hours.  After  this 
has  disappeared  wash  in  the  usual  way.  (For  Uranium  Toning 
and  Copper  Ferricyanide  Toning,  see  Bromide  Paper.) 
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Tragacailtll(Ger.,  Tragant,  Tragantschleim  ;  Fr.,  Adragante  : 
Ital.,  Dragante).  A  gummy  exudation  from  the  stem  of  Astrag^ 
alus  verus,  collected  in  Asia  Minor.  It  should  be  nearly  white, 
and  sparingly  soluble  in  cold  water ;  more  so  in  hot ;  entirely 
insoluble  in  alcohol. 

Transfers.  By  this  term  is  meant  the  pictures  produced  by 
transferring  an  image  developed  upon  a  temporary  support,  and 
affixed  afterwards  to  its  final  support.  These  are  usually  made 
by  the  carbon  or  collodion  process  ;  but  lately  a  special  trans- 
ferotype  paper  has  been  introduced,  which  gives  very  pleasing 
effects.  This  consists  of  a  film  of  insoluble  gelatino-bromide 
emulsion,  affixed  to  a  temporary  support  of  paper  by  a  soluble 
substratum.  The  method  of  exposure  and  after-treatment  is 
precisely  the  same  as  for  bromide  paper,  but  they  can  be  toned 
after  transfer  by  the  following  process : — 

Solution  A. 

Ferricyanide  of  potash        loo  grs. 

Distilled  water         ...        24  ozs. 

Solution  B. 

Uranic  nitrate  ...   100  grs. 

Distilled  water         24  ozs. 

Keep  these  separate,  and  mix  only  for  immediate  use.  Take 
equal  parts  of  A  and  B,  mix,  and  immerse  the  transferred  picture 
in  the  bath  till  the  desired  tone  is  obtained.     Fix  again  in 

Hyposulphite  of  soda  3  ozs. 

Water 16     „ 

The  darker  the  print  the  deeper  the  tone.  As  this  process 
intensifies  (it  is  practically  nothing  but  uranium  intensification) 
medium  light  prints  give  the  best  results.  The  above  formula 
gives  warm  red  tones ;  for  rich  browns,  leave  the  prints  in 
toning  solution  till  they  begin  to  turn  ;  then  immerse  in  weak 
alum  solution,  wash,  and  fix.  To  transfer  these,  lay  the  wet 
print  upon  the  surface  to  which  it  is  to  be  transferred,  which 
may  be  either  polished  or  ground  opal  glass,  clear  or  ground 
glass,  porcelain,  wood,  ivory,  canvas,  or  any  other  materia 
which  will  stand  hot  water.  The  surface  must  be  perfectly  free 
from  grease  or  dirt ;  squeegee  the  wet  print  carefully  on  to  it, 
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and  put  under  a  weight  and  blotting  paper  to  dry.  When  dry 
pour  hot  water  at  about  i6o°  F.  upon  the  paper  till  it  begins 
to  blister  ;  then  raise  one  corner  carefully  with  a  knife,  and  strip 
the  paper  off,  and  gently  rub  the  picture  with  a  wet  pad  of 
cotton-wool.  The  paper  may  be  stripped  any  time  after  the 
picture  has  been  on  its  support  thirty  minutes,  but  it  is  better 
to  let  it  dry.  Lantern  slides,  plaques,  tiles,  and  lamp  shades 
may  all  be  ornamented  in  this  manner. 

Translucent.    See  Light. 

Transparent.    See  Light, 

Trays.    Various,  extemporised  and  for  travelling,  see  Dish. 

Triangle,  Chromatic,  An  arrangement  of  the  three  primary 
colour  elements  in  the  form  of  a  triangle,  and  by  which  the  com- 
binations in  varying  proportions  can  be  seen  at  a  glance.  This 
device  seems  to  be  due  to  Father  Castel,  who  laboured  on  colour 
problems  some  hundred  and  fifty  years  ago.  Those  who  are 
engaged  in  experiments  on  the  threercolour  heliochromy  would 
find  it  a  useful  thing  to  set  out  a  colour  triangle.  Instructions 
will  be  found  on  p.  46  of  The  Amateur  Photographer  for 
January  l8th,  1901. 

Tripod,    See  Camera  and  Camera-stand, 

Types  for  Printing,  originating  by  photographic  methods. 
Matrices  for  type-founding  are  ordinarily  made  by  driving  an 
original  steel  punch  into  a  mass  of  copper;  and  about  1880 
Mr.  Alfred  Dawson  successfully  applied  photography  to  the  pro- 
duction of  matrices  from  originals  sketched  on  paper,  thereby 
saving  the  great  cost  of  the  original  steel  punches.  In  1900, 
T.  Bolas,  at  a  meeting  of  the  Royal  Photographic  Society, 
demonstrated  a  mode  of  working ;  and  the  following  details  are 
taken  from  a  description  of  the  method,  which  appeared  in  the 
Journal  of  the  Society  for  January  27th,  1900  (p.  118).  A  typo- 
graphic plate  is  first  made  from  the  original  drawings,  the  plate 
is  reproduced  in  stereotype  metal,  and  in  making  the  matrix 
from  a  character  in  the  plate,  the  first  thing  is  to  saw  out  this 
character  from  the  plate,  and  then  to  lay  the  cut  out  piece  face 
downwards  in  the  hollow  of  such  a  "jig"  as  was  shown,  the 
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depth  of  the  jig  being  adjusted  to  the  height  of  the  face  above 
the  shank  or  body  in  the  case  of  the  particular  body-mould  to 
be  used.  (In  this  particular  instance  the  depth  of  the  jig  was 
•049  in.)  The  back  of  the  piece  bearing  the  character  is  now 
filed  away  until  the  thickness  of  the  piece  corresponds  to  the 
depth  of  the  jig ;  and  the  character  is  next  soldered  to  a  thick 
strip  of  flat  brass,  a  highly  fusible  solder  being  used.  Before 
electrotyping  the  character  as  it  stands  soldered  to  the  flat  plate 
it  may  be  necessary  to  file  one  side  or  more  so  as  to  make  an  even 
slope  up  from  the  base  plate  to  the  face  of  the  character.  The 
author,  continuing  his  subject,  said :  "  For  this  purpose  I  cut  a 
file  such  as  I  show  you;  a  flat  file,  all  'safe'  excepting  one  edge 
which  makes  an  angle  of  96°  with  one  of  the  flat  faces ;  and  con- 
sequently 84°  with  the  other  flat  face ;  this  file  being  used  to  trim 
up  the  character  ou  four  sides  (if  necessary)  until  the  face  is  just 
short  of  being  cut  into.  We  thus  get  a  'photographic  punch,' 
■which,  for  casting  purposes,  is  equal  to  the  ordinary  steel  punch. 
Before  electrotyping  on  this  punch,  it  saves  much  time  to  riale 
fiducial  lines  having  proper  relation  to  the  mould  in  which  the 
type  is  to  be  cast.  These  can  be  ruled  with  simple  bridge-like 
gauges  from  the  margins  of  the  character.  When  the  elec- 
trotype is  made,  and  backed  up  in  the  way  which  is  usual  for 
electrotyed  matrices,  nothing  remains  to  be  clone  but  to  saw  off 
and  file  to  the  fiducial  lines  as  reproduced  on  the  electrotype 
— the  depth  of  the  matrix  having  been  determined  by  the  jig 
already  mentioned." 

TJnder-Ezpostire  is  when  the  duration  of  exposure  of  the 
sensitive  surface  is  not  sufficiently  prolonged  to  impress  the. 
details  of  the  object  on  the  sensitive  surface.  Its  effects  are 
thinness  of  negative,  without  detail.  When  under-exposure  is 
suspected,  the  only  thing  to  do  is  to  reduce  the  bromide  in  the 
developer,  and  coax  the  image  out  with  very  slow  and  careful 
development.  To  increase  density,  intensification  may  be  re- 
sorted to,  but  nothing  can  improve  the  lack  of  detail. 

Uranium  (Ger.,  Uran;  Fr.,  Urane  ;  ItaL,  Uranio).  U  =  240. 
A  rare  metal  never  found  in  a  pure  state,  but  as  an  impure 
oxide,  called  pitchblende.  It  is  used  in  the  form  of  nitrates  for 
preparing  a  printing-out  paper,  and  for  intensification. 
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Uranium  Chloride  (Ger.,  Uraniumchlorid ;  Fr.,  Chlorure 
d'uranium:  Hal.,  Cbruro  di  uranio).  UOjCljHjO  =  36^^  Very 
soluble  in  alcohol  and  water.  It  has  been  used  for  toning  and 
as  a  sensitive  salt  for  a  platino-uranotype  process  ig.v.). 

Uranium  Nitrate  (Ger.,  Uranylnitrat,  Salpetersdures 
Uranoxyd ;  Fr.,  Azotate  d'urane,  Nitrate  d'urane ;  Ital.,  Azotato 
di  uranio).  Uranic  nitrate  is  prepared  by  digesting  pitchblende 
in  hydrochloric  acid,  to  dissolve  out  the  other  metals,  then 
roasted  with  charcoal  twice,  and  the  residue  dissolved  in  nitric 
acid,  and  purified  by  crystallisation.  It  is  a  brilliant  yellowish- 
green  crystalline  salt,  very  deliquescent.  Solubility  215  per  cent, 
in  cold  water,  33*3  per  cent,  in  alcohol,  and  25  per  cent,  in  ether. 
It  is  decomposed  by  light  when  in  contact  with  organic  matter 
into  a  uranous  nitrate. 

Uranium  Printing.  The  colours  obtained  by  the  use  of 
uranium  salts  are  decidedly  pleasing,  tending  to  a  terra-cotta  or 
copper  colour,  which  may  be  varied  at  will.  The  sensitising 
solution  may  be  prepared  as  follows  : — 

Uranium  nitrate       ...     80  grs. 

Distilled  water         I  oz. 

Preserve  in  the  dark.  The  papers  may  be  floated  on  this  for 
five  minutes,  or  the  solution  may  be  applied  with  a  brush  or  tuft 
of  cotton  wool.     The  following  may  also  be  used : — 

tJfanium  nitrate       80  grs. 

Mercuric  nitrate       20    ,, 

Distilled  water ...         ...       i  oz. 

Or 

Uranium  nitrate       80  grs. 

Cupric  nitrate  or  sulphate 20    „ 

Distilled  water        ■. i  oz. 

The  papers  should  be  exposed  under  a  negative  in  sunlight  until 
all  the  principal  detail  is  visible,  and  then  floated  on  a  developer 
till  the  tone  desired  is  obtained. 

Potassium  ferridcyanide     5°  grs. 

Distifled  water         I  oz. 

This  will  give  a  reddish-brown  tint. 
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Silver  nitrate  25  grs. 

Distilled  water         I  oz. 

This  will  give  a  greyish  image,  which  can  be  toned  after  washing 
in  a  combined  toning  and  fixing  bath. 

Chloride  of  gold      i  gr. 

Distilled  water         I  oz. 

This  should  be  brushed  over  the  image,  and  gives  a  purplish- 
black.  The  prints  after  development  should  be  waslied  in  a 
bath  of  hydrochloric  acid,  I  to  80,  and  then  again  washed 
thoroughly. 

Uranium  Toning.    See  Bromide  Paper  and  Platinotype. 

U.S.  or  Uniform  System.    See  Diaphragms. 

Vapography.  A  term  applied,  like  atmography,  to  various 
effects  on  photographic  plates  by  emanations  or  vapours. 
Dr.  Russell  has  recently  shown  that  the  oily  vehicle  of  printing 
ink,  and  also  clean  zinc,  often  so  reacts  with  atmospheric  oxygen 
and  moisture  as  to  produce  sufficient  hydrogen  peroxide  to 
affect  the  sensitive  plate.  Hence  a  developable  image  will 
usually  be  obtained  if  a  sensitive  plate  is  allowed  to  remain  in 
contact  with  clean  zinc  or  recently  printed  letter-presses. 

Varuisli,  A  solution  of  resinous  bodies  in  a  volatile  solvent, 
used  for  covering  the  film  of  a  negative  with  a  coating  of  matter 
impermeable  to  air  and  damp. 

The  following  is  a  table  of  the  principal  varnishes  of 
commerce  : — • 


I.  Copal,  for  fine  paintings. 

7.  Best  brown  hard 

2.  Japanners'  copal. 

8.  Turpentine. 

3.  Best  body. 

9.  Crystal. 

4.  Carriage. 

10.  Amber. 

5.  Best  white  hard. 

II.  Paper. 

6.  Best    white    hard,    for 

12.  Sealing-wax. 

violins. 

13.  Black. 
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iNGfCEDIENTS. 

I 

2 

3 

4 

5 

6 

7 

■a 

9 

i6 

IL 

12 

13 

Shellac   ...     ...  lbs. 

Mastic     „ 

Sandarac        ...    „ 

Dammar „ 

Resin  " „ 

Amber-   ■  ■„ 

Benzoin „ 

Copal      „ 

Sp.  of  wine   ...gals. 
Turpentine,  oil 

-     of 

Linseed,  oil  of     „ 
Turpentine    ...  lbs. 

do.  varnish  ...  pts. 
■do.  Venice  ...  ozs. 
Powdered 

glass lbs. 

Black  sealing-  ' 

wax ,, 

Red  do „ 

.     ..    . 

8 

3 

2 

7 

3 
i 

's 

3i 

2 

2i 

2 

18 

2 
I 

4 

I 

5 

2 

4 

2 

I 
I 

i8 

I 

.4 

I 

6 

4 

2, 

4i 
1 

I 

I 

I 

"• 

••; 

3 

... 

- 

... 

... 

... 

.... 

2i 

Xhe  function  of  the  powdered  glass  is  purely  mechanical.  (For  a 
table  of  the  solubilities  of  various  resinous  materials,  see  p.  598); 
For  photographic  purposes  special  varnishes  are  required,  and 
the  following  will  be  found  very  good  ones : — 

Negative  Varnish. 

'  .    f,).       ..-  ■;•:■...■.■;:: 

Orange  shellac         i^  oz. 

Mastic i  „ 

'  -  '     'Sandarac       i^  ,, 

Oil  of  turpentine     J   „ 

'  '     -    Venice  turpentine J  ,, 

Camphor       10  grs. 

Methylated  spirit,  66  over  proof   ...         ...  20  ozs.  . 


Or 


Orange  shellac 
Sandarac 
Canada  balsam 
Oil  of  lavender 
Methylated  spirit 


(2) 


2  ozs. 

2     „ 

60  grs. 

I  oz. 

16  ozs. 
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Or 


(3) 


White  hard  varnish 
Methylated  spirit'    . 


1$  ozs 
25    i> 


The  above  varnishes  must  be  flowed  over  the  negative,  and  then 
dried  before  a  brisk  fire.  The  following  may  be  applied  without 
warming : — 


(4) 


Or 


Negative  varnish 
Liq.  ammonia  '880 


White  hard  varnish. 
jLiq.  ammonia  '880  . 
Water  ... '  "    . 


5  ozs. 

Add  sufficient  to  cause 
the  cloudiness  first 
formed  to  disappear. 


I  a  ozs. 
As  above. 
S  ozs. 


Burton  has  strongly  recommended  the  following 


Sandarac      

Venice  turpentine    ... 
Oil.  of  turpentine 
Alcohol  (sp.  gr.  -825) 


I  lb. 

4  fluid  ozs. 

8        Tl        1, 

I  gallon. 


The  alcohol  should  be  poured  over  the  gum,  which  will  dissolve 
in  a  few  hours  without  heat,  if  the  vessel  be  occasionally  shaken. 
The  Venice  turpentine  is  then  added,  and  the  measure  jinsed 
out  with  the  oil  of  turpentine,  which  is  also  added.  The  varnish 
is  then  ready  for  use. 


Benzine 
India-rubber... 
Asphalt 
Lamp  black  ... 


Black  Varnish. 
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1000  parts. 

6      „ 
300      I, 
Quant,  suff. 


Varnish,  Removal  of  View  Finder 

Matt  Varnish. 
This  can  be  prepared  from  : — 

(I) 

Sandarac       I oo  parts. 

Mastic  (in  tears)      20      ,, 

Ether 1000      „ 

Benzine         500      ,, 

(2) 

Sandarac       60      „ 

Gum  Dammar         60     „ 

Ether 1000     „ 

Benzine        350  to  400  parts 

The  more  benzine  is  added  the  coarser  the  grain,  and  vice  vend, 
Lainer  strongly  recommends  : — 

Ether 100  parts. 

Sandarac       10      „ 

Dissolve  by  agitation,  filter,  and  add — 

Toluol  ..'.        35  to  40  parts. 

Varnish,  Removal  of.  It  is  often  necessary  to  remove  the 
varnish  from  a  gelatine  negative  in  order  that  intensification  or 
reduction  may  be  resorted  to,  and  this  is  a  very  simple  matter 
when  the  varnish  is  of  a  resinods  nature.  A  porcelain  dish  of 
suitable  size  is  made  warm  by  immersion  in  hot  water,  and  it  is 
then  wiped  dry  and  the  negative  placed  therein,  film  upwards. 
Enough  methylated  spirit  to  cover  the  plate  is  now  poured  in 
and  the  dish  is  rocked  for  a  few  seconds,  when  the  film  is  gently 
scrubbed  with  a  tuft  of  cotton  wool.  Two  more  changes  of 
methylated  spirit  will  now  serve  to  sufficiently  clear  away  all 
traces  of  the  varnish,  after  which  the  plate  may  be  transferred  to 
a  vessel  of  water,  or  may  be  wiped  dry  with  a  soft  cloth. 

View  Finder.  This  is  a  little  instrument  used  for  instan- 
taneous photography  to  show  when  the  moving  object  is  in  the 
middle  of  the  field  of  view  and  in  the  middle  of  the  plate.  One 
form  is  a  piano  or  double-concave  lens  mounted  on  the  front  of 
the  camera,  the  eye  being  placed  at  the  back  of  the  camera.  A 
good  form  of  this  finder  is  with  a  concave  lens  mounted  with  a 
mirror  at  an  angle  of  45°  behind  it.     Another  good  method  is  to 
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utilise  the  camera  obscura,  which  may  be  made  at  a  trifling  cost 
out  of  a  spectacle  double-convex  lens  of  about  I J  to  2-in.  focus 
mounted  in  a  brass  tube,  a  mirror  at  an  angle  of  45°,  and  a  piece 
of  ground  glass  on  the  top  with  a  shade.  In  the  accompanying 
diagram  showing  the  arrangement,  a  b  c  d  is  a  rectangular  box  of 
card  or  wood,  l  a  lens  in  the  mirror,  g  the  ground  glass,  s 
movable  shade,  which  can  be  raised  or  lowered  at  will.  Another 
method  is  to  use  the  focussing  screen,  which,  when  turned  back 
over  the  top  of  the  camera,  should  have  lines  drawn  on  it  as 
shown  in  the  diagram ;  then,  when  the  eye  is  placed  at  A,  and 
looking  along  ab,  the  object,  when  opposite  this,  will  be  in 
the  centre  of  the  plate.  Or  a  double-convex  lens  of  exactly 
the  same  focus  as  the  photographic  lens  may  be  mounted  on 


Fig.  124. 

the  front  of  the  camera,  and  the  focussing  cloth  thrown  over 
the  whole  so  as  to  form  a  second  or  temporary  camera. 
A  new  class  of  view  finder  has  recently  been  introduced,  the 
pioneer  being  Messrs.  Adams  &  Co.'s  "  Bright "  view  finder. 
In  this  we  have  two  positive  lenses  with  a  reflector  at  45° 
between  them,  but  the  lenses  form  one  doublet  optical  system, 
and  form  a  real  image  near  the  surface  of  the  instrument.  This 
aerial  image  can  be  seen  very  distinctly  even  when  the  object 
is  feebly  illuminated,  and  with  the  eye  at  a  considerable  distance 
from  the  finder.  The  "  Radiant "  view  finder  of  Messrs.  Marion 
involves  the  same  principle,  but  a  reflecting  prism,  one  surface 
of  which  is  ground  to  form  a  convex  lens,  replaces  the  silvered 
reflector  and  one  of  the  lenses  of  Messrs.  Adams  &  Co.'s 
instrument.     In  a  somewhat  similar  instrument  constructed  by 
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M.  Turillon,  of  Paris,  the  reflector  hinges  so  that  when  the 
camera  is  held  to  the  eye  level  it  is  not  in  use,  but  for  cases  in 
which  the  camera  is  held  low  the  reflector  is  used.  Cross  lines 
are  marked  on  both  lens  and  reflector,  the  exact  coincidence  of 
the  two  crosses  serving  for  a  very  accurate  orientation  of  the 
camera,  and  M.  Turillon  prefers  to  use  a  finder  exactly  corre- 
sponding with  the  focus  of  the  objective  used.  A  finder  of  this 
type  must  necessarily  be  placed  at  some  distance  from  the  eye  ; 
hence,  the  use  of  the  reflecting  form,  rather  than  the  direct  vision 
form,  may  often  have  the  substantial  advantage  of  allowing  the 
eye  to  look  in  a  direction  from  which  no  considerable  glafe  of 
extraneous  light  reaches  it.  (For  a  rather  full  account  of  the 
most  perfect  system,  that  of  the  full-sized  focussing  finder,  see 
Animals,  Photographing.) 

View  Meter.  An  instrument  used  to  gauge  the  amount  of 
view  included  by  the  lens  upon  the  focussing  screen  without  the 
trouble  of  setting  up  the  camera.  The  following,  which  has  now 
been  placed  upon  the  market  commercially,  is  a  very  good  form ; — 

A  B  c  D,  a  brass  tube  bearing  at  one  end  a  cap  in  which  is  an 

^  B 


H 


u= 


c 

Figi  125. 
Opening  (g  h),  bearing  a  proportionate  size  to  the  plate  used  : 
for  instance,  for  quarter-plates,  or  4^  by  3^,  the  opening  may  be 
\l  in.  by  ^ ;  or  for  half-plate,  ||  by  Ih  This  opening  frames 
the  view,  and  limits  its  extent  according  to  the  distance  the 
inner  tube  is  drawn  out.  E  F  is  a  double  concave  lens  of  i^-in. 
focus,  and  M  a  double  convex  lens  of  3-in.  focus ;  when  the  eye 
is  applied  to  the  convex  lens  the  picture  is  viewed  in  miniature, 
p  will  show  front  view  of  cap. 

To  Use  this  it  must  be  adjusted  to  the  lenses  with  which  it 
will  be  worked.     To  do  this  it  is  only  necessary  to  erect  the 
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camera,  focus  carefully,  anjd,  marking  tjvo  prominent  objects  on 
the  edges  of  the  screen,  adjust  the  small  view-meter  till  the 
same  objects  are  exactly  on  the  edges  of  the  field  of  view  in 
that.  Now  mark  on  the  inner  sliding  tube  with  a  knife  or  file 
the  exact  point  to  which  it  was  pulled  out  or  in,  and  this  will 
always  include  the  amount  of  view  included  by  that  lens.     By 


Fig.  126, 

fastening  two  fine  wires  across  the  cap  P,  as  shown  by  the 
dotted  lines,  it  will  serve  well  also  as  a  view-finder,  as,  wheri. 
the  moving  object  is  at  the  point  of  intersection  of  the  crossed 
wires,  it  will  be  in  the  centre  of  the  plate.  It  may  also  be  used 
as  some  guide  to  the  probable  exposure  by  placing  inside  the 
cap  a  circle  of  blue  glass,  50  as  to  cut  off  the  rays  which  are 
more  especially  chemically  active. 

Vignetting.  This  consists  of  shading  off  the  margins  of 
a  picture,  so  as  to  cause  the  figure  or  subject  to  gradually  fade 
away.  There  are  numerous  methods  of  effecting  this  :  one  is  by 
the  use  of  glass  with  oval  or  other  shaped  openings  surrounded 
by  a  gradually  deepening  margin  of  coloured  non-actinic  glass. 
These,  however,  are  not  satisfactory.  Another  method  is  that 
employed  by  the  French  operators  of  using  graduated  thicknesses 
of  tissue  paper  with  serrated  edges.  Another  method  is  to 
use  wooden  covers  with  openings  having  the  underneath  edges 
bevelled  off.  But  the  best  of  all  is  to  use  stout  sheet  lead  or: 
pure  tinfoil,  and  to  cut.  the  sized  opening  required,  and  either  to 
slightly  turn  up  the  edges  or  serrate  them,  so  as  to  soften  the 
outline;  and  the  farther  the  vignetting  shape  is  placed  from, 
the  negative  the  larger  the  vignette  and  the  softer  the  outline, 
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When  the  so-called  Russian  vignettes  or  images  on  a  black 
ground  are  required,  a  very  good  method  is  to  use  a  vignetter  in 
front  of  the  lens  or  between  the  lens  and  the  plate.  When 
used  in  front  of  the  lens  a  card  or  metal  plate  with  the  particular 
shaped  opening  is  supported  in  front  of  the  lens,  and  gently 
moved  backwards  and  forwards  an  inch  or  two  during  exposure, 
the  distance  in  front  of  the  lens  being  found  by  adjustment. 
When  used  in  the  camera  the  most  convenient  form  is  that  of  an 
American  invention  which  is  practically  a  large  iris  diaphragm 
placed  about  a  third  of  the  focus  from  the  lens.  Obviously  cards 
or  metal  plates  may  be  used  in  the  same  way. 

Viviscope.    See  Zoetrope  and  Cinematograph. 

Voice,  Photographing  the.  Czermak,  in  1 862,  photographed 
the  vocal  cords  in  action,  and  in  1878  Professor  Blake,  who 
worked  in  the  laboratory  of  the  Brown  University  (U.S.),  obtained 
very  minutely  defined  records  of  speech  itself.  A  beam  of  sun- 
light was  reflected  from  a  small  mirror,  so  suspended  that  every 
movement  of  a  telephone  disc  would  alter  its  angle.  This  beam 
was  received  on  a  sensitive  plate  moved  by  clockwork. 

Vulcanite.    Syn.  with  Ebonite  {q.v.). 

Washing  Negatives  and  Prints.— Upon  the  perfection  of  the 
washing  process  practically  depends  the  life  of  negatives  and 
prints,  as  the  presence  of  hyposulphite  of  soda,  or  silver,  tends  to 
fading  of  negatives  and  prints,  and  yellowness  of  the  whites  of  the 
latter.  There  are  numerous  commercial  washing  tanks  and 
troughs,  which  answer  their  purpose  admirably.  Running  water 
is  the  most  effective  means  for  the  elimination  of  the  undesirable 
faults,  but  when  the  water  supply  is  limited,  the  prints  or  nega- 
tives should  be  allowed  to  soak  in  water  for  ten  minutes,  and 
then  the  water  changed ;  and  this  operation  repeated  six  times 
will  usually  be  sufficient  for  negatives  and  prints.  Messrs. 
Grundy  &  Haddon  have  proved  that  ten  minutes'  thorough  wash- 
ing is  quite  sufficient  to  eliminate  all  the  hyposulphites  that  can 
be  eliminated,  and  it  is  a  recognised  fact  that  very  prolonged 
soaking  of  prints  in  water  is  liable  to  initiate  a  decomposition  of 
the  organic  matter  of  the  films. 

Wastes.    See  Residues. 
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Water.  H20=i8.  The  purity  of  water  is  a  matter  of  im- 
portance in  relation  to  many  photographic  operations,  and  the 
purest  water  which  occurs  in  nature  is  rain  water ;  but  rain  water 
collected  in  towns  contains  ammonia  and  organic  impurities  dis- 
solved from  the  atmosphere,  to  say  nothing  of  the  solid  matters 
washed  from  the  roofs  of  the  houses.  Those  desiring  to  obtain 
a  cheap  and  fairly  satisfactory  substitute  for  distilled  water,  can 
often  do  so  by  collecting  rain  water  during  the  course  of  a  heavy 
storm,  but  after  both  atmosphere  and  housetops  have  been  well 
washed,  and  it  is  very  easy  to  arrange  a  shifting  gutter,  so  that 
the  cleaner  water  is  collected  in  a  separate  cistern.  Spring 
water,  river  water,  and  all  municipal  or  public  supplies  contain 
mineral  and  organic  impurities ;   those  most  affecting  photo- 


Fig  Z29. 


graphic  work  being  soluble  chlorides  (sodium  and  sometimes 
magnesium)  which  give  a  white  precipitate  with  silver  nitrate ; 
also  lime  salts  which  curdle  soap.  Distillation  is  the  most  satis- 
factory method  of  removing  such  impurities^  and  a  convenient 
form  of  still  for  the  photographer  is  one,  the  making  of  which  is 
thus  described  in  The  Amateur  Photographer  of  January  ist, 
i8g7;_"  Obtain  a  sheet  of  zinc  about  24  by  15  ins.,  and  make 
a  hole  about  J  in.  in  diameter  in  the  middle  of  this  sheet,  6  ins. 
from  the  side,  as  shown  in  fig.  127,  then  solder  the  narrow  ends 
of  your  piece  of  zinc  together  so  as  to  form  a  cylinder  15  ins.  high 
and  nearly  8  ins.  in  diameter.  A  short  tube  should  be  fixed  in 
the  hole  to  act  as  a  kind  of  spout.  Then  out  of  a  piece  of  tin  or 
thin  zinc  make  a  funnel  about  2  ins.  deep  such  as  fig.  128  (or  this 
can  be  purchased  if  desired),  and  a  tube  6  ins.  or  8  ins.  long,  J  in-, 
in  diameter,  or  so  as  to  fit  the  hole  in  the  side ;  fix  this  on  to  the 
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funnel,  as  shown  in  fig.  129,  pass  this  tube  through  the  hole, 
leaving  the  funnel  as  near  the  middle  of  the  cylindier  as  possible, 
The  tube  should  protrude  some  littlie  distance  frdm  the  outside 
of'  the  cylinder ;  make  this  water-tight  either  by  solder  or  by 
packing.  Next  form  a  bottom  out  of  zinc,  and  solder  carefully 
on  to  the  end  farthest  away  from,  the  funnel.  Then  proceed  to 
make  a  cone-shaped  lid,  about  9  ins.  iii  didhieter  at  the  top ;  this 
caii  be  done  by  forming  a  circle  out  of  tin  or  zinc,  12  ins.  in  dia- 
meter, and  cutting  a  piece  out,  7f  ins.  at  the  edges,  and  meeting 
in  the  centre  (fig.  130).  Then  lay  one  part  over  the  other,  jiist 
I  ■  in.  at  the  edge,  solder,  and  make  water-tight.  This  is  for 
covering  the  cylinder,   and  ought  to  hang  5.  ins.  ifrom  the  top. 


Fig.  130. 


Fig.  I3I- 


The  lip  of  the  cone  must  stand  directly  over  the  funnel.  From 
these  directions  and  illustrations  any  metalworker  will  make  the 
apparatus  at  small  cost.  Stout  tin  will  serve  well.  In  order  to 
use,  pour  about  a  quart  of  water  into  the  cylinder,  fix  on  the  top 
so  that  no  steam  can  possibly  escape,  and  fill  the  cone  with  cold 
water.  Heat  to  boiling  point  with  an  ordinary  gas-stove  or 
spirit-lamp,.  The  steam  rises  and  settles  on  the  cone,  where  it 
is  condensed  by  the  cold  water  outside.  It  then  trickles  down, 
drops  into  the  funnel,  passes  down  the  tube,  and  is  caught  in  a 
jar  or  bottle  placed  for  the  purpose  as  shown  in  the  illustration 
(fig.  132).  After  using,  and  before  putting  on  one  side,  every- 
thing should  be  rinsed  out,  cleaned,  and  dried,  especially  the 
cone  top,  funnel,  and  tube,  in  order'  to  free  them  ,from  dirt  or 
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chemicals,  as  the  slightest  adulteration  of  the  (supposed)  dis- 
tilled water  might  seriously  damage  any  solution  of  which  it  may 
form   a  part.      Other  apparatus  have  been   used,  and   can  be 


Fig.  132. 


adapted,  such   as  an  ordinary  kitchen  stewpan  in  place  of  the 
cylinder.     It  is  made  on  the  same  principle  as  the  one'described. 
In  place  of  the  tin  .funnel  and  tube,  a  long  clay  tobacco  tipe 
known  as  a  churchwarden)  will  serve." 
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In  preparing  distilled  water,  that  first  coming  over  (say  about 
one-twentieth)  should  be  rejected,  as  liable  to  contain  ammonia 
and  volatile  impurities.  Another  form  of  still,  and  one  which 
involves   still  less   special  fitting  or  construction  is  shown   in 


Fig-  133- 

fig-  133.  the  constituents  being  a  tin  can,  a,  in  which  the  water 
is  boiled,  a  bent  glass  tube  (see  Glass  Working)  fitted  to  a  by- 
means  of  a  perforated  cork.  Another  tin  can,  b,  into  which  the 
bent  tube  passes  loosely,  stands  in  a  saucepan  containing  cold 
water. 

Water -marks,  reproducing  by  Photography.     See  Filigrane. 

Weighing  and  Measuring.  In  ordinary  photographic  opera- 
tions extreme  accuracy  in  weighing  and  measuring  is  not  required ; 
and  as  regards  balances,  an  ordinary  shopkeeper's  pair  of  scales 
will  serve  for  the  larger  quantities,  and  a  pharmacist's  dispensing 
scales  for  smaller  quantities.  The  larger  scales  are  best  of  the 
platform  type,  in  which  the  beam  is  below  the  pans,  and  they 
may  conveniently  weigh  up  tb  about  7  lbs.,  but  they  should 
give  a  clear  indication  of  a  difference  of  10  grs.  The  smaller 
scales  should,  if  practicable,  be  of  much  better  quality  than  the 
cheapest  kind  sold;  indeed,  it  is  hard  to  obtain  a  satisfactory 
dispensing  balance  with  dravi?er  and  stand  for  less  than  £1  5*. 
or  £1  los.,  although  a  cheap  substitute  may  be  had  in  a  box, 
and  without  the  stand,  for  2s.  i>d.  or  3^.  A  good  pair  of  dispens- 
ing scales  will  indicate  ^th  of  a  grain,  and  will  turn  immediately 
or  decidedly  with  a  grain ;  and  its  use  effects  a  considerable 
saving  of  time  as  compared  with  those  that  are  less  sensitive. 
Continually  taking  down  and  rehanglng  tends  very  much  to 
damage  and  wear  down  the  knife  edges ;  hence  it  is  best  to 
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always  keep  the  scales  hung,  and  to  use  a  flat  glass  shade  for 
a  cover,  as  shown  in  fig.  134;  indeed,  some  such  protection 
to  the  iiner  scales  is  essential,  if  they  are  to  be  kept  always 
ready  for  use  and  in  good  order ;  still,  it  may  be  remarked,  that 
a  light  cover  constructed  of  cardboard  may  shield  off  the  -dust 
as  effectually  as  a  glass  shade.  A  movable  glass  pan  is  very 
desirable,  a  watch  glass  serving  very  conveniently,  and  a  metal 


Fig-  134. 

■counterpoise  can  be  constructed.  A  small  thin  glass  beaker 
provided  with  counterpoise  is  useful,  as  sometimes  it  is  desirable 
to  weigh  liquids  rather  than  to  measure  them.  The  hook  sus- 
pension for  the  glass  pan  is  preferred  by  some  as  giving  more 
Teady  access  to  the  pan,  and  it  is  generally  provided  as  an 
alternative  arrangement.  For  measuring  liquids  the  usual  glass 
graduated  measures  are  ordinarily  most  convenient,  although  in 
the  case  of  very  small  quantities  and  hot  liquids  other  arrange- 
ments  are   desirable.     Hot   liquids — and   almost   the   only  hot 
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liquid  the  photographer  has  to  measure  is  hot  water — are  most 
conveniently  measured  in  thin  German  glass  beakers^ 
which  can  be  obtained  from  the  dealers  in  chemical 
apparatus,  and  which  will  seldom  break  when  hot 
water  is  poured  in.  Graduation  by  marking  on  the 
outside  with  a  writing  or  scratching  diamond  is  hot 
always  satisfactory,  as  the  scratches  are  often  starting 
points  for  fracture ;  hence  it  is  generally  better  to  gum 
on  a  strip  of  paper,  to  mark  the  graduations  on  this,  and 
finally  to  varnish.  In  thus  graduating  a  measure  it  is 
convenient  to  weigh  in  successive  quantities  of  water, 
and  a  mark  is  made  on  the  paper  strip  at  each  addition. 
The  beakel  being  counterpoised  on  the  scale  pan,  the 
required  weights  are  put  into  the  other  pan  (a  fluid 
ounce  of  water  is  the  volume  occupied  by  an  ounce 
avoirdupois),  and  equilibrium  is  brought  about  by 
pouring  water  in  the  beaker;  the  final  adjustment  being 
most  conveniently  made  with  a  pointed  syringe.  The 
usual  minim  measure  is  not  convenient  for  measuring 
very  small  quantities,  and  estimation  of  such  small 
quantities  by  counting  drops  is  a  tedious  strain  on  the 
observing  powers,  moreover,  very  inaccurate,  as  drops 
even  of  the  same  liquid  vary  very  much  in  size.  For 
example,  a  drachm  of  water  may  give  from  31  to  54 
drops,  according  to  the  shape  of  the  vessel  from  which 
it  is  allowed  to  drop.  Mr.  Alsop's  minim-meter  (fig.  135) 
is  one  of  the  most  convenient  arrangements.  It  is 
virtually  a  small  syringe,  and  in  using  it  the  piston  is 
raised  half  an  inch  or  so,  and  the  point  of  the  syringe 
is  then  dipped  into  the  liquid  and  the  required  quantity 
is  drawn  up,  or  a  little  more  may  be  drawn  up ;  and 
any  excess,  beyond  the  quantity  required,  is  forced 
out  by  carefully  depressing  the  piston,  after  which  the 
measured  quantity  is  expelled.  A  certain  amount  of 
air  should  always  intervene  between  the  piston  and 
the  liquid  to  be  measured.  The  measure  is  readily 
cleaned  by  separating  the  parts  and  washing  them 
separately.  A  length  of  glass  tube  of  suitable  size  and 
tolerably  uniform  in  the  bore  will  make  a  number  of 

these  minim  measures  (see  Glass  Working);  and  instead  of 
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the  piston,  a  blind  or  imperforate  india-rubber  teat  (obtainable 
from  any  druggist)  may  be  used — this  being  slipped  over  the 
upper  end  of  the  tube.  The  confusion  which  reigns  in  the 
photographic  world  with  regard  to  weights  and  measures  is 
very  notable,  arising  in  great  measure  from  the  numerous 
systems  of  weights  and  measures  used  in  different  countries. 
Solid  chemicals  are  sold  by  avoirdupois  weight,  whilst  many 
formulae  are  written  in  what  is  called  apothecaries'  weight.  It 
has  been  proposed  to  use  the  metric  system,  but  at  present 
there  seems  no  likelihood  of  its  coming  into  general  use.  As 
a  standard  for  dry  substances  the  grain  has  been  employed  in 
this  Dictionary,  and  for  liquids  the  minim,  or  the  ounce  of 
480  minims,  except  in  some  cases  where  a  few  grains  more  or 
less  would  make  no  appreciable  difference.  We  do  not  intend 
to  enter  into  any  arguments  as  to  the  desirability  or  otherwise 
of  a  decimal  system,  but  we  simply  give  the  tables  of  weights 
in  general  use. 

The  Old  and  now  Disused  Apothecaries'  Weight. 

20  grains     =         i  scruple  (9). 

3  scruples =         i  drachm  (5). 

8  drachms =         i  ounce  (5). 

The  above  weights  were  formerly  used  by  pharmacists  tor  the 
compounding  of  prescriptions,  but  a  simple  statement  as  to  grains 
and  ounces  is  now  urged  by  the  Medical  Council.  The  Pharma- 
ceutical ounce  if  now  the  same  as  the  Imperial  Standard  ounce 
of  437J  grains,  or  the  Avoirdupois  ounce. 

Cubic  Centimetres  (now  Millilitres,  or  nearly  so), 
Minims,  and  Fluid  Drachms. 

By  virtue  of  a  recent  Act  of  Parliament,  followed  by  a  Statutory 
Order  of  Her  late  Majesty  in  Council  (the  Weights  and  Measures 
[Metric  System]  Act  1897,  and  Order  in  Council  of  May  19th,  1898. 
See  Statutory  Rules  and  Orders,  No.  411  of  1898)  the  cubic  centi- 
metre has  now  ceased  to  be  a  legal  measure  of  capacity  (see  Cubic 
Centimetre),  it  being'  replaced  by  the  nearly  equivalent  millilitre, 
or  one-thousandth  of  a  litre.  The  following  table  shows  approxi- 
mately the  correspondence  of  the  millilitre  with  the  fluid  ounce  and 
the  fluid  drachm  : — 
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I 

millilitre 

= 

17  minims 

(nearly). 

2 

millilitres 

= 

34      .. 

3 

,, 

= 

SI      .. 

4 

,, 

= 

68      ,, 

or  I  fluid  drachm   8  minims. 

S 

= 

8S      .. 

,.   I      -,             „          25        „ 

b 

.. 

= 

102 

11  •■    J)         >.       42      „ 

7 

1. 

= 

119      .. 

>i  I     "          ..        S9      .7 

8 

„ 

= 

136      ,. 

„  2  fluid  drachms  16      „ 

9 

,. 

= 

1S3      .. 

•  >  "    I.          ..       33      .. 

JO 

.. 

= 

170      ,, 

..  2    „          „        so      „ 

30 

.. 

= 

340      ., 

„  5    „          ..       40      „ 

30 

>. 

= 

Sio      „ 

„  I  fluid  ounce  0  fluid  drachm    30  minims. 

40 

,, 

= 

680      „ 

„  r    „          „      3    ,,     drachms  20 

so 

•  • 

= 

850      „ 

)i  I     >i          1.     6    „           ,i         10 

»» 

bo 

^ 

1020      ,, 

„  2    ,,    ounces  i    ,,           ,,          0 

11 

70 

M 

=: 

1190      ,, 

,,  2    ,,          „      3    „          „        50 

jl 

80 

,. 

1360 

»  2     „          ,,6     „           „         40 

,, 

90 

1530       .. 

..  3     m          ,.      I     „          .,         30 

„ 

TOO 

" 

1700      ,, 

...  3     ..          1.      4     ..           ..         20 

>. 

The  Conversion  of  French  into  English  Weights. 
Although  a  gramme  is  equal  to  15-4323564  grains,  the  decimal  is 
one  which  is  not  convenient  for  photographers ;  hence  in  the  follow- 
ing table  it  is  assumed  to  be  I5f  grains,  which  is  a  sufficiently  near 
approach  to  practical  accuracy : — 


1  gramme    = 

2  grammes  = 
3 
4 
S 
6 

7 
8 

9 
10 
II 
12 
13 
>4 
IS 
16 

17 
18 


15f  grains. 

30*  „ 

46J  „ 

6l|  M  - 

77  „  ■• 

92|  „  .- 

1071  „  ■■ 

i23i  „  ■■ 

138I  „  .. 

IS4  „  •• 

i69§  „  .. 

184I  „  •• 

200i  „  .. 

21SI  „  •■ 

231  ,1  •• 

246I  „  ■• 

261S  „  .. 

277*  „  •• 


or  I  drachm  if  grain. 

,1  I  »  17  grains. 

,;  I  M  32f  „ 

>.  I  ,.  47* 

„  2  drachms    3^  „ 

..  2  „  i8|  „ 

,.  2  „  34 

,  2        „  49|  „ 

"  3  It  4f  M 

3  .,  20i 

..  3  "  3St  m 

»  3  '»  51  »j 

I,  4  II  6|  „ 

»  4  .1  21* 

II  4  »  37i  » 
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19  grammes 

=     292I  giai 

20         „ 

=     308        „ 

30 

=     462 

40 

=     616 

50         „ 

=     770        „ 

60 

=     924        „ 

70 

=  1078 

80 

=   1232 

90 

=   1386 

lOO          „ 

=  1540 

292^  grains or   4  drachms  52f  grains. 


s 

8 

7 

42 

10 

16 

12 

.        SO        , 

IS 

24 

17 

,        58        , 

20 

32 

23 

6 

25 

40 

Tlie  drachms  in  the  above  table  are  the  old  apothecaries  drachms 
of  60  grains. 

Conversion  of  Minims,  Drachms,  Ounces,  and  Pints  to 
MiLLiLiTRES  (Approximately  Cubic  Centimetres)  and  Litres. 


Minims  to  m.l. 

Drachms  to  m.l. 

Ounces  to  m.l. 

Pints  to  Litres. 

I 

005916 

3-549S 

28396 

0-56792 

2 

0-11832 

7-0990 

■56-792 

I- 13584 

3 

D- 1 7748 

10-6485 

85-188 

1-70376 

4 

0-23664 

14-1980 

113-584 

2-27168 

S 

0-29580 

177475 

141-980 

2-83960 

6 

0-35496 

21-2970 

170-376 

3-40752 

7 

0-41412 

24-8465 

198-772 

3-97544 

8 

047328 

28-3960 

227-168 

4-54336 

9 

053244 

31-9455 

255-564 

5-11128 

Conversion  of  Grains  and  Ounces  into  Grammes. 


Grains  to  Grammes. 

Ounces  to  Grammes. 

Grains  in  the  Ounce  to 
Grammes  in  100  c.cm. 

I 

0-06479 

28-3495 

0-22817 

2 

0-12958 

569660 

0-45635 

3 

0-19437 

850485 

0-68452 

4 

0-25916 

113-3980 

0-91269 

5 

0-32395 

141-7475 

1-14086 

6 

0-38874 

170-0970 

1-36904 

7 

0-45353 

198-4465 

I-5972I 

8 

0-51832 

226-7960 

1-82538 

9 

0-58311 

255-1455 

2-05356 

Troy  weight  (used  for  gold,  silver,  and  platinutn).     The  ounce 
of  480  grs.  is  divided  into  30  pennyweights  of  24  grs. 
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Avoirdupois  Weight. 

=         1  ounce. 

=         I  pound. 

I  lb.  =  i6  ozs.  =  256  drms.  =  7,000  grs.     (This  weight  is  used, 
by  allidealers  for  retailing  chemicals,  etc.    .1  oz.  =  437-5  grs.). 

Liquid  Measure. 
60  minims    ... 

8  drachms 

20  ounces    ... 

8  pints        


■I  fluid  drachm  (f.  5). 
I  fluid  ounce  (f.  3). 
I  pint  (O). 
I  gallon  rC). 


I  gal.  (Cj)  =  8  pts.  (Oviij)  =  160  ozs.  (f.  3,  160)  =  1,280  fluid 
drachms  (f.  5,  1,280). 

The  following  is  a  synopsis  of  the  Metric  System  of  weights 
and  measures  : — • 


Lineal  Measure. 

1 ,000  milhmetres = 

I  melre. 

100  centimetres = 

I       1, 

10  decimetres     = 

I       „ 

10  metres           = 

I  decametre. 

100      „                = 

I  hectometre. 

1,000      ,,                = 

1  kilometre. 

The  metre  is  the  unit,  and  is  equal  to  3937  English  inches,  and 

was  intended  to  be  equal  to  a  40-millionth  part  of  a  meridian 

circle. 

Liquid  Measure. 

z,ooomillilitres  {cu\TSSes}   - 

=         I  litre. 

100  centilitres          

=           J      n 

10  decilitres           

=         I     „ 

10  litres       

=         I  decalitre. 

100     , 

=         I  hectolitre 

1,000    „         ...           

=          I  kilolitre. 

Th_e  litre  is  the  unit,  and  is  equal  to  35'2i6  fluid  ozs.  Liquid 
measures  are  often  expressed,  however,  as  cubic  centimetres, 
or  c.cm. ;  =  i6'8  minims:  but  as  the  statutory  measure  is  now 
the  very  slightly  different  millilitre  it  is  better  when  practicable 
to  adopt  this  (see  Cubic  Centimetre). 
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Weights. 


1 ,000  milligrams     ... 

= 

I  gramme. 

100  centigrams     ... 

= 

1 

10  decigrams 

= 

I 

10  grammes 

= 

I  decagram. 

100        „ 

= 

I  hectogram. 

1,000        „ 

= 

I  kilogram. 

Note. — According  to  the  present  British  statutory  spelling 
"gramme"  is  spelled  out  fully,  ■while  derivations  like  "milli- 
gram "  are  shortened. 

Conversion  of  Grammes  into  Grains. 


1  gramme 

2  grammes 

3        

4        

= 

15-432  grains. 
30-864      „ 
46-926      „ 
61.-628      „ 

5       • 

= 

77-i6o      „ 

6       

7       

8  , 

9       

= 

92-592      „ 
108-024      „ 
123-466      „ 
138-898      „ 

Conversion  of  Grains  into  Grammes. 

1  grain       

2  grains      

= 

0648  gramme 
1296 

3      ..          

— 

1944 

4      , 

= 

2592 

5  M           

6  „          

7      

8  , 

9      

= 

3240 

3888        „ 
4536 
5184 
5832        „ 

Supposing  it  is  desired  to  convert  506-94  grammes  into  grains, 
the  table  is  used  as  follows : — 

500    grammes     =     7716-0      grains. 

6  =         52-592      „ 

•90  gramme     ...         ...         =         I3'889      „ 

•04       „  =  617      „ 


7823-098 
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The  numbers  taken  from  the  tables  simply  require  the  altering 
of  the  position  of  the  decimal  point. 

The  following  may  be  useful  for  obtaining  an  approximate 
weight : — 

Weight. 

I  sovereign,  new 123-274  grains. 

I  shilling 87-273      „ 

48  pennies i  lb.  avoirdupois. 

I  halfpenny  and  i  threepenny-piece    ^  ounce. 

I  florin  and  i  sixpence ^     „ 

3  pennies             i      „ 

4  half-crowns  and  i  shilling      ...  2  ounces. 
4  florins,  I  half-crown,  2  pennies  4     ,, 


It  has  become  somewhat  general  lately  to  give  formulae  in 
parts,  and  this,  though  not  strictly  accurate^  unless  everything  be 
taken  by  weight,  as  is  common  in  chemical  laboratories,  gives 
a  basis  for  a  somewhat  convenient  method  of  approximately 
translating  metric  measures  into  English  weights  and  measures 
by  assuming  a  gramme  and  a  cubic  centimetre  to  be  identical ; 
which,  however,  is  only  approximately  true  even  when  the  cubic 
centimetre  is  a  measure  of  water  or  of  a  fluid  having  the  same 
specific  gravity. 

Frequently  we  find  a  solution  spoken  of  as  "  a  48-grain  bath," 
"  a  6Q-grain  bath,"  etc. ;  and  this  means  that  each  ounce  of  the 
solution  contains  48  or  60  grains  of  the  salt. 

Ten  per  cent,  solutions  are,  again,  somewhat  of  a  trouble  to 
some,  and  the  trouble  arises  from  the  fact  that  we  are  in  the 
habit  of  measuring  liquids,  and  that  the  avoirdupois  ounce  con- 
tains only  437'5  grains,  whilst  a  fluid  ounce  contains  480  minims. 
To  make  a  10  per  cent,  solution  of  any  salt  we  proceed  as 
follows  :— Let  us  take,  for  instance,  an  ounce  of  pyro.,  and  it  is 
required  to  make  a  10  per  cent,  solution ;  that  is  to  say,  we 
require  a  solution,  every  10  minims  of  which  shall  represent 
I  grain  of  pyro. ;  then,  having  437-5  grains  of  pyro.,  the  total 
bulk  of  the  solution  will  be  437-5  x  10  =  4375  minims  =  9  oz. 
55  minims.  Any  other  strength  solution  may  be  made  in  the 
same  way,  but  such  a  solution  is  not  a  10  per  cent,  solution  in 
any  real  sense  of  the  term.  ' 
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The  Metric  System.    Official  Tables. 

Those  who  wish  to  obtain  full  and  authoritative  tables  of  the 
metric  system  and  its  terms,  as  now  legalised  in  the  United 
Kingdom,  should  obtain  "Statutory  Rules  and  Orders,  No.  411 
of  1898."  The  price  is  one  halfpenny,  and  it  can  be  had  from 
Eyre  and  Spottiswoode,  East  Harding  Street,  Fleet  Street,  E.C., 
and  32,  Abingdon  Street,  Westminster  S.W. ;  or  John  Menzies 
&  Co.,  12,  Hanover  Street,  Edinburgh,  and  90,  West  Nile  Street, 
Glasgow ;  or  Hodges,  Figgis,  &  Co.,  Limited,  104,  Grafton 
Street,   Dublin. 

Wet  Collodion  Process.  Either  negatives  or  positives  can  be 
produced  ;  and  the  latter,  when  taken  upon  thin  enamelled-iron 
plates,  are  known  as  ferrotypes  or  tintypes.  The  following  is  a 
short  resume  of  the  process : — A  well-cleaned  glass  plate  is 
coated  with  iodised  collodion,  and  as  soon  as  the  collodion  has 
set,  this  coated  plate  is  immersed  in  a  bath  made  as  follows : — 

Nitrate  of  silver        ...         ...     240  grs. 

Potassium  iodide     ...         ...         i  gr. 

Distilled  water         ...         8  ozs. 

Dissolve  the  silver  salt  in  2  oz.  of  water,  and  the  potash  in  J  oz. 
Add  the  latter  to  the  former,  and  add  the  remainder  of  the  water. 
Filter,  and  test  for  acidity.  If  the  blue  litmus  paper  is  not  turned 
red  after  an  immersion  of  some  short  period,  a  few  drops  of  a 
dilute  nitric  acid  (i  in  12)  should  be  added  till  the  bath  is 
decidedly  acid.  The  plate  is  exposed  whilst  still  wet,  the 
exposure  being  about  ten  times  that  for  gelatine  dry  plates  of 
ordinary  rapidity  under  similar  circumstances.  For  development 
any  of  the  following  may  be  used,  but  the  author  prefers  Nos. 
2,  3,  and  4,  the  last  being  especially  useful,  as  shorter  exposure 
is  required,  and  more  detail  is  brought  out.  With  No.  5  longer 
exposure  is  required,  but  extreme  contrast  is  obtained  : — 

No.  I. 

Ferrous  sulphate     300   grs. 

Glacial  acetic  acid 200   mins. 

Methylated  spirit     \oz. 

Distilled  water        10    ozs. 
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No.  2. 


Ferrous  sulphate 

Cupric 

Glacial  acetic  acid 

Methylated  spirit 

Distilled  water 


Ferrous  sulphate 
Cupric 
Distilled  water 


No.  3. 
A. 


B. 


Nitrate  of  baryta  

Glacial  acetic  acid 

Methylated  spirit  

Distilled  water  

Dissolve  A  and  B  separately,  then  mix  and  filter. 

No.  4. 

Ferrous  sulphate      

Glacial  acetic  acid 

Formic  acid  (sp.  gr.  i'o6o)...         

Methylated  spirit     

Distilled  water         

No.  5. 

Ferrous  sulphate 

Glacial  acetic  acid 

Lump  sugar 

Methylated  spirit     

Distilled  water         

No.  6. 

Ammonio-sulphate  of  iron 

Glacial  acetic  acid 

Methylated  spirit     

Distilled  water         ...         ...         
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200    grs. 
100      „ 
200    mins. 
Joz. 
10    ozs. 


240  grs. 

30    „ 

5  oz. 


30    grs. 
2    drms. 
i  oz. 
5    ozs. 


300  grs. 

200  mins. 

100  „ 

240  „ 

10  ozs. 

200  grs. 

180  mins 

100  grs. 

240  mins. 

10  ozs. 

250  grs. 

250  mins. 

240  „ 

ID  OZS. 

Wide-Angle  Lens  Wood,  Photographing  upoa 

To  develop  the  exposed  plate,  it  should  be  fixed  upon  a  pneumatic 
holder  and  a  little  of  the  developer  poured  evenly  on  to  the 
surface,  and  gently  rocked  backwards  and  forwards  till  the  image 
is  sufficiently  developed,  when  it  may  be  poured  off.  The  image 
nearly  always  requires  intensification  for  negative  work,  and  the 
following  may  be  used  : — 

Ferrous  sulphate     ...         ...         ...         ...       5  grs. 

Citric  acid     ...         .; lo    „ 

Distilled  water         ...         ...       i  oz. 

Add  immediately  before  using  a  few  drops  of 

Silver  nitrate  ...         ...     lo  grs. 

Distilled  water         ...       i  oz. 

Pour  on  to  the  unfixed  negative,  and  rock  backwards  and  for- 
wards till  dense  enough.     Then  fix  in 

Potassium  cyanide ...         ...  120  grs. 

Distilled  water         ...         ...         10  ozs. 

Wash  thoroughly,  dry,  and  varnish.  Those  desiring  complete 
instruction  in  the  wet  collodion  process  should  obtain  Mr.  Chas. 
W.  Gamble's  "  Wet  Collodion  Photography,"  published  at  the 
office  of  The  Amateur  Photographer. 

Wide-Angle  Lens.    See  Lens. 

Wood,  Photographing  upon.  This  is  mainly  of  interest  from 
the  point  of  view  of  furnishing  a  guide  to  the  wood  engraver  and 
to  replace  the  old  custom  of  sketching  the  subject  on  the  whitened 
block  of  boxwood.  As  the  kind  of  drawing  which  the  wood 
engraver  generally  prefers  is  one  in  tint  and  wash  rather  than 
line,  the  photograph  forms  the  most  satisfactory  kind  of  guide ; 
but  any  method  in  which  a  film  is  put  upon  the  block,  or  in 
which  liquids  are  freely  used  is  unsatisfactory,  as  a  film  interferes 
with  the  freedom  of  the  engraver  in  working,  and  liquids  swell 
the  wood  and  make  the  surface  rough.  An  old  method,  suggested 
in  1858  by  Sir  William  Crookes,  is  to  rub  a  little  of  the  white 
precipitated  oxalate  of  silver  upon  the  wood  block.  Supposing 
that  the  block  is  four  inches  square,  as  much  oxalate  of  silver  as 
will  lie  on  a  threepenny-piece  will  suffice.  This  having  been 
sprinkled  on  the  surface  of  the  wood,  it  is  well  rubbed  on  with  a 
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Woodbury  type 

small  tuft  of  rag,  a  few  drops  of  very  thin  gum-water  being  used. 
The  amount  of  moisture  thus  communicated  to  the  block  need 
not  be  more  than  in  the  usual  process  of  facing  with  white 
pigment ;  indeed,  the  operation  is  practically  the  same.  Before 
exposure,  the  sensitiveness  of  the  oxalate  surface  may  be  in- 
creased by  fuming  with  ammonia  (see  Fuming).  The  progress 
of  the  printing,  which  should  be  under  a  reversed  negative  (see 
Reversed  Negatives),  cannot  be  watched  in  the  usual  way,  but 
if  negative  and  block  are  carefully  adjusted  into  one  corner  of  a 
deep  printing-frame,  it  becomes  practicable  to  remove  the  block 
from  time  to  time  and  to  replace  it  in  exact  register.  Another 
method  is  to  sensitise  a  strip  of  stout  paper  in  the  same  way 
and  at  the  same  time  as  the  boxwood  block  is  sensitised,  and  to 
expose  this  as  a  guide  strip  under  a  negative  of  similar  density 
to  that  used  for  the  print  on  the  block.  If  the  engraver  is  to 
work  by  lamplight  and  immediately,  no  fixing  will  be  required  ; 
but  in  other  cases  a  partial  fixing — or,  rather,  a  partial  desensitis- 
ing— may  be  effected  by  moistening  aJew  sheets  of  blotting-paper 
with  a  saturated  solution  of  ammonium  chloride,  or  sal  ammoniac, 
and  laying  this  on  the  surface  of  the  block,  contact  being 
established  by  a  plate  of  glass  and  a  weight.  Ten  minutes  is 
generally  sufficient,  and  the  moisture  communicated  to  the  block 
need  not  be  so  much  as  in  making  the  usual  drawing  in  washes  of 
Indian  ink.  The  oxalate  of  silver  used  should  be  precipitated  in 
contact  with  excess  of  silver  nitrate ;  or,  better  still,  it  should, 
after  precipitation,  be  infused  as  a  solution  of  silver  nitrate,  con- 
taining abo'ut  28  grs.  to  the  ounce. 

Woodburytype.  This  is  a  very  beautiful  photo-mechanical 
process,  and  consists  of  exposing  a  thick  film  of  bichromated 
gelatine  to  light  under  a  negative ;  and  when  fully  exposed  it  is 
washed  to  dissolve  the  unacted-upon  soluble  portions,  and  after 
Ijeing  soaked  in  alum  is  dried.  When  dry,  the  gelatine  print, 
which  at  this  period  looks  like  a  delicate  piece  of  silk  with  the 
image  in  relief,  is  placed  on  to  a  bed  of  metal,  and  a  pressure  of 
from  four  hundred  to  five  hundred  tons  brought  to  bear  on  it. 
This  forces  the  gelatine  into  the  metal,  and  makes  an  impression 
the  same  as  a  seal  on  hot  sealing  wax,  the  film  of  gelatine  itself 
being  unharmed  and  used  over  and  over  again.  The  metal  sheet 
bearing  an  impression  nov^'  becomes  a  mould,  and  this  is  placed 
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"Wood  Spirit  Zoetrope 

in  a  press,  and  some  special  liquid  gelatine  ink  is  poured  on  to 
it,  and  a  sheet  of  non-absorbent  paper  placed  over.  The  press 
is  now  closed,  and  pressure  being  applied,  it  is  obvious  that  the 
ink  will  leave  the  high-lights  and  collect  in  the  shadows.  When 
the  gelatine  ink  has  set,  the  paper  is  removed,  bearing  the  image, 
and  is  fixed  in  alum  and  dried. 

Stannofype.  This  is  also  an  invention  of  Mr.  Woodbury,  and 
in  this  process  an  image  in  intaglio  is  produced  by  exposure  of 
a  bichromated  gelatine  film  under  a  positive,  and  this  is  coated 
with  tinfoil,  and  used  for  printing  from  in  almost  the  same 
manner  as  in  Woodburytype. 

Wood  Spirit,  or  Wood  Naphtha.  This  is  a  crude  form  ot 
methylic  alcohol  (see  Alcohol,  Methylic),  and  is  used  in  the 
preparation  of  methylated  spirit.  The  crude  wood  spirit  is 
sometimes  used  instead  of  alcohol  as  a  solvent  in  varnish  making, 
and  it  usually  contains  about  lo  per  cent,  of  acetone. 

Wothl3rtype,  An  old  method  of  making  prints  on  collodionised 
paper,  the  nitrate  of  silver  and  nitrate  of  uranium  being  combined 
in  the  collodion. 

Yellow  Fog.    See  Fog. 

Yellowness  of  Prints.    See  Toning. 

Yellow  Stain.    See  Clearing  Bath. 

Zinc  (Ger.,  Zink  ;  Fr.,  Zinc ;  Ital.,  Zincd).  Zn  =  65.  Exists  as 
■calamine  or  carbonate,  as  sulphide  in  zincblende,  as  oxide,  and 
occasionally  in  a  pure  state.  It  is  used  in  several  photo-mechanical 
processes,  and  its  salts,  the  bromide,  iodide,  and  chloride,  which 
are  formed  in  somewhat  similar  manner  to  the  cadmium  salts,  are 
not  much  used.  Zinc  hypochlorite  has  lately  been  recommended 
for  making  hypo  eliminator. 

Zincography.  A  photo-mechanical  printing  process,  in  which 
the  image  is  impressed  upon  a  zinc  plate  by  means  of  a  greasy 
ink,  and  an  etching  fluid  being  applied  which  eats  away  the 
groundwork,  leaving  the  image  in  relief,  so  that  it  can  be  printed 
from  like  ordinary  type, 

Zoetrope  (fa<»,  or  ^iaa,  I  am  active,  or  live,  and  rptmos,  a  style 
or  fashion).     The  application  of  photography  to  the  Zoetrope 
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Zollner's  Printing  Process  Zoological  Photography 

— or  wheel  of  life — is  no  new  thing,  as  over  twenty  years 
ago  Mr.  Baden  Pritchard  made  a  series  of  photographs  of  a  • 
steam-engine,  moving  it  forward  a  little  between  the  taking  of 
each  picture ;  and  when  the  series  was  viewed  in  the  zoetrope, 
there  was  produced  a  most  realistic  appearance  of  the  steam- 
engine  in  motion.  We  must,  however,  -go  back  much  farther 
than  this  for  the  first  idea  of  the  lantern  or  projection  zoetrope, 
something  of  the  kind  having  been  patented  by  Jundzill  in  1856 ; 
but  we  believe  the  first  exhibition  of  animated  photographs  onf 
the  screen  in  London  was  in  1883,  when  iVIuybridge  exhibited 
the  horse  in  motion  at  the  Royal  Institution.  About  the  begin- 
ning of  1896  exhibitions  of  animated  photographs  on  the  screen 
became  suddenly  popular,  and  almost  every  maker  of  apparatus 
for  this  purpose  gave  a  new  and  strange  name  to  his  particular 
foirm  of  the  lantern  or  projection  zoetrope.  In  the  modern 
forms  the  series  of  negatives  is  taken  on  a  long  band  of  celluloid 
at  the  rate  of  about  900  per  minute.  A  band  of  positives  is 
printed  from  this  by  rolling  the  negative  band  and  a  band  of 
coated  celluloid  together  so  that  they  shall  run  in  contact  in 
front  of  a  source  of  light ;  and  the  exhibition  is  effected  by 
means  of  a  lantern,  which  automatically  unrolls  the  positive 
band,  and  projects  each  photograph  in  succession  upon  the 
screen.  For  further  information  on  this  subject,  see  Cinemato- 
graph. 

Zollner's  Printing  Process.  An  old  method  for  reproducing 
drawings,  plans,  etc.,  and  depending  on  the  formation  of  the  blue 
— or,  in  some  cases,  virtually  black — iodide  of  starch. 

Zoological   Photography  and  Zoological   Camera.     See 

Animals,  Photographing. 


Printed  by  Hazetl,  H'a/son  <S'  finey,  Ld.,  London  and  Aylesbury. 
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=      =      ^      Send    for    Price   List  of      -      = 
BOSS'  SYMMETRIC  ANASTIGMATS, 

ZEISS'  NEW  PLANAR  AND  UNAR  LENSES, 
ZEISS'  CONVERTIBLE  ANASTIGMATS, 

GOERZ'  DOUBLE  ANASTIGMATS,  ETC. 

Soli  by  Leading  Dealers 
Everywhere 


THE  MOST  PERFECT  LEHSES        .... 
IN  LIGHT  AND  ELEGANT  ENGLISH  MOUNTS. 


ROSS,  eta,, 


111,  New  Bond  St.,  London,  W 
31,  Cockspur  St.,  Charing  Cross,  S.W. 
Paris  Branch :  35,  BOULEVARD  DV  TEMPLE.   Works :  CLAFHAU  COMMON,  S.W. 


SOLE  BRITISH  MANUFACTURERS  OF  ZEISS  AND  QOERZ  LENSES. 


Awarded  the  GRAND  PRIX  and  a  GOLD  MEDAL,  Paris,  1900. 


